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MINI-B 


UDGET 


TO BE. UNVEILED 


OTTAWA—Canadians get the details of the 
bad tax news from Finance Minister Mitchell Sharp 


tonight. 


Tt is mini-budget night in Canada. 


A possible raise from 5, to 10 per cent on 


personal income taxes is 
shortly after 5 


expected to be announced 


° p.m., PST, 


‘The minister may also yield to the temptation 
to hike excise taxes again. They are large revenue 
producers and are not quite as unpopular as large 


increases in income tax. 


Rumors were flying 


around Parliament Hill that liquor and cigarettes 
may be hit again with the minister placing emphasis 


on the need to exercise 
austerity program. 
One question still o 


“restraint” as part of his 


pen is whether increases 


will-go into effect tomorrow, December 1, or be 
deferred until next July 1 


8 YUGOSLAVS DIE 


‘Town Wrecked 


By Earthquake 


BELGRADE (AP) 


— An earthquake thundering 


across the Yugoslav-Albanian border wrecked the town 
of Debar in western Yugoslav Macedonia today, aloe 


at least eight persons and i 


Belgrade radio said it was | 
feared the wreckage concealed | 
many more dead. 

Officials in Debar reported, 
after telephone communication 
was re-established, that almost 
every house in town was 
destroyed or so badly damaged 
as to be uninhabitable. Some 
7,000 of the town’s 8,000 -resi- 
dents were reported in the 
streets or in parks, made more 
miserable by rain. 

There were no 
damage reports from Albania 
and none likely for some time. 

In Uppsala, Sweden, the seis- 
mological institution said the 
quake ‘registered 6.5 on the Ri- 
chter scale, half a _ point 
stronger than the 1963 earth- 
quake which destroyed Skopje, 
the capital of Yuvoslav Macedo- 


immediate | 


njuring 40. 


MUD 
BURIES 
VILLAGE 


JAKARTA (Reuters) — A 150- 
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data engulfed three villages and 
killed 112 persons in central 
Java Monday, it was reported 
here today. 


The villages were partially 


nia. 
NO DAMAGE AF SKOPJE 
The seismological institute at 


buried under a tide of mud. 
The official Antara news agen- 
ey said the high Sempor Dam, 


Skopje said the “quake centred|linking two steep hills near 
65 miles to the west, an area|Gombong- town, about 25 miles 
just over the Albanian oi from. the south Java coast, 


No. damage~was. reported in 
eos which was rebuilt on an-| 
other site after the 1963 quake 
destroyed the city and killed 
more than 1,000. i 


WIRE BRIEFS 


Bi-Bi Report Tuesday 


OTTAWA (CP) — The first 
volume of the report of the 
royal commission on bilingual- 


pol Rage or guage will a ve 


public next Tuesday, 
Peine inister Pearson said in 
the’ Commons today, 


Mountie Honored 


MONTREAL (CP) — Con- 
stable Richard H. Bennett has 
received RCMP’s _ highest 
award — the Commissioner's 
Commendation — a certificate 
for bravery. The 20-year-old 
Mountie, born in Victoria, 
received the ‘award for saving 
three persons from drowning 
Jast June 10 after their motor- 
boat capsized in the St. Law- 


“+ourst at night following heavy 
rain. 

The wall of water swept down 
the valley and evehtually 
spread across a four-mile front, 
causing serious damage. 

Antara said frantic villagers, 
helped by troops, Boy Scouts 
and civil defence volunteers 
dragged 112 bodies from the 


|mud and slime and were still 


searching for survivors. 

Floodwaters severed the sin- 
gle rail link between Jakarta 
the central Java. city of 
logjakarta.. 

The Sempor Dam stood high 
above the central Java southern 
coastal plain and fed water to 
tice paddies below. 

Engineers recently worked to 
complete the rock and clay core 
of the dam which had not 
reached its full height. A power 
generator was to have been in- 
stalled later. 

In March, 1966, 156 persons 
died in floods caused by a burst 
dam in central and east Java. 

More than 500,000 people were 
made homeless and more than 


__Tence River. 


foot wall of water from a burst] 
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WHAT DOES CANADA WANT? 


Quebec Premier 


Issues Challenge | 


| 7 
re Deepl 
ON PEACE Ciouarhee Are ey 


GREECE, TURKEY AGREE | 


NICOSIA, Cyprus (UPI) — Greece’ and Turkey have 


reached agreement on a package of proposals which will keep 
the two NATO partners from going to war over Cyprus, 
reliable Cypriot sovernment sources said today. 

Chief point in the agreement, the sources said, was a 
mutual pledge by Turkey and Greece to withdraw all their 
regular army troops: from the island within 45 days. 

The agreement;*hammered out in days of hard bargain- 
ing by U.S. presidential envoy Cyrus Vance, also binds Turkey 
to dismantle an invasion force built up during the past two 
weeks in southern Turkey. 

Government sources said Greece and Turkey also agreed 
to disband the Greek-officered Cyprus national guard, blamed 
for bringing the two nations to the brink of war. 

The scope of the United Nations peacekeeping operation’ 
on Cyprus also would be widened, the sources added. 

Cypriot presiaent Archbishop Makarios endorsed all but 
the point dealitig with the UN force, sources said. 


18 MEN ARRESTED 


Se EVERETT 
+ SEATTLE 
TACOMA 


NEW FERRY SERVICE route (along doited lines) 


was welcomed today by 


Premier Bennett, in an 


apparent about face, as Alaska Gov. Walter Hickel 


announced his state’s ferries would begin the service 


within 30 days. Formal 


approval for the route, 


bypassing British Columbia’ ferry authority service, 


was given Wednesday by 


Guard headquarters in Washington. 


please turn to Page 25.) 


the United States Coast 
(For story, 
(AP Wirephoto.) ‘ 


STREET BRAWL 


Canada-U. —— =e 


ISERLOHN, West Germany| 
(Reuters) — Police arrested at 
least five servicemen and -said 
many others were taken to hos- 
pital after a pitched street bat- 
te between about 50 Canadian 
and British soldiers here late 
Wednesday night. 

A German police spokesman 
said the fight was apparently 
started by two Canadian sol- 
diers who ran from pub to pub 
challenging British servicemen 
to a fight and hauling them into 
the street. 

“Ti was a real out and out 
battle,” he said. 

The battle broke up when a 
German police car arrived on 
the scene. 

“There were unconscious bod- 
ies lying about all over the 


300,000 buildings destroyed. 


Place,” the spokesman said. 


QUEBEC CONCESSION SAVED DAY 


‘War’ Sparked 
By Bar haa 


“The soldiers must just have 
gone wild, ” he edded. 


Military Hospital nearby. 


“One of the two men in the|ReSeseery to combat, syndicated 


patrol car’ was knocked down 


and. seriously injured..when he|MUCH CO-OPERATION 


tried to arrest one of the appar- 


ent instigators of the fight,” he| when representatives of Mont- 


Said. 


military police. 


“When the hunt really got| Provinces 
under way we managed to: ar-|VeStigation, which 
rest five men and the military|Seties of isolated 
police caught a number of oth-|Tests for keeping 


cuffs,” he added. 


‘The. spokesman could not say|it being gathered in 


Lan gute Succeeds 


1 ay PETER C. NEWMAN 

TORONTO — Ail gap ison oa 
ithe premiers talked 
selves hoarse. hammering” ox 
some com- 
mon ap- 
proach to the 
way Canada's 
ons titution 
Shauld be 
amended. By ¢ 
late after- i. 
noon, als 
though they 
stil hadn't 
agreed on. the = 
details, they Newman 
at Jeast seemed determined to _ 
make the attempt, - 

This was a major break- 
through for ,the Confederation 
of Tomorrow conference™ and 
“it alone has tumed this daring 


promulgated as the new law 
~of the Jand. 

“But,” Johnson once told 
me when I asked him, 
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constitutions are made and 


“They carefully preserve ail 
of the facade, ell the rights 
and even the whole vocabu- 


ee ee the athe 


pathy with Ottawa, but he is a 


advocates is a Canada in 
Continued on Page 23 


Glad they’ve decided Canada’s worth savin’, 


Raids Smash 


Vast Canada 
Betting Ring 


MONTREAL (CP)—A Canada-wide multi-million- 
dollar gambling organization, with what police said were 
illegal activities in horse racing, hockey and football, was 
smashed with the arrest of 18 men early today-in Mont- 


real, Calgary and Toronto. 

Scotch 
Price Cut 
Cancelled 


de ‘for a big Write cut. 

The Scotch Whisky Associa- 
tion announced in Glasgow 
that export prices will be 
increased to offset the effects 
of devaluation. of the British 
pound 


. Attorney-General. Robert 
“Bonner announced on the 
heels of devaluation that the 
B.C. Liquor Control Board 
would cut prices to corre- 
spond with its Savings as an 
importer—and then cancelled 
his promise just as cabinet 
was considering reductions by 
about 60 cents a bottle. _ 

He said he had learned that 
the Scotch Whisky Association 
might raise its prices to 
maintain the same level in 
terms of Canadian currency. 
“It Tecommended that mem- 
bers increase prices 11.5 per 
cent on\ orders received after 
devaluation day, Nov. 18. , 

The increase, less than the 
14.3 per cent which the pound 
was devalued, will ‘cover 
increased costs of imported 
raw materials and overseas 
promotion, the association 
said. 


Hobb8;> chief of detecti 
Montreal police 
The culmination 


i 


The whistle was blown here 


real, Toronto, Ottawa, Viancou- 


Me, Hoke edded ‘at, i 


By KATHRINE THOMAS 


In Toronto the RCMP said a 
year’s investigation into the 
multi-million dollar betting op- 
eration led to raids in Toronto, 
Montreal, Calgary, Vancouver, 
and St. Boniface, 


did, it was cut by 30 to 40 per 
cent. 

South Korea is‘ now -facing 
the worst drought of this 


century. 

Two million people, all of 
howing| them farm aborers, face 
ruin, — 

In March the farmers 
borrow, the money to buy 
seedlings. Through their har- 
vest, they are able to repay 
their debt. 

But this year ail seedlings 
have become stocks of straw 


I assume 
thet includes Toronto, 
* * * 
: The Americans have 
Guess. them. inshore waters give Alaska an inside track, | answered a government 
ee a * > ae 3 


No-room fer dirty- politics in a sewer an’ septic tank 


campaign, 


Rooted 


Here 


TORONTO (CP) —Premier Daniel Johnson of 


constitution. 


At the same time ‘he said the 
attitude of those who would 
abandon French-Canadians out- 
side Quebec is illogical. 

The Quebec premier, hailed 
as “a great Canadian” by other 


{premiers at the Confederation 


of Tomorrow conference, con- 


cluded his statement of Que-|, 


bec’s case by saying: 
“We are profoundly Canadian 


jin the profound sense of the 


word. We have been Canadians 
for more than 350 years. We are 
deeply rooted here. The words 
Canada and Canadien are so en- 
trenched in us the expression 
Canadien-Francais will’ never 
disappear.’’ 

Mr. Johnson said it is para- 
doxical that those who are scan- 
dalized by genocide are the 
same people who are ready to 
abandon nearly 1,500,000 
French-speaking Canadians who 
live outside Quebec. 

“This is an attitude that iis il- 
ony: " the Premier said. 

Mr. Johnson later told report- 
ers he was referring to the atti- 
tude of both Quebec separatists 
and those outside Quebec who 
refuse to recognize rights’ of 
French-speaking Canadians in 
English-speaking provinces. 

TO TRY FOR CHANGE 

The premier said he could 

never “‘sacrifice’’. French-speak- 


Quebee today called Quebecers “profoundly Canadian’ 
and challenged all Canadians to work for a new 


Study 
Group 
Set Up 


TORONTO (CP) The 
provincial summit meeting 
here today established a.-con- 
tinuing committee on Con 
federation, 

A four-province committee 
—Quebec, Ontario, Alberta 
and Nova Scotia—will analyze 
the results of the four-day 
Confederation of Tomorrow 
conference and explore the 
subjects and form of future 
discussions by the 10 prov- 
inces, 

The committee will pay 
particular attention to three 
subjects: ¢ onstitutional 
change, the rights and prac- 
tices of languages and 
regional disparities. 

The announcement was 
made by Ontario Premiar 
John Robarts as the confer- 
ence concluded. , 

Mr. Robarts said the con- 
ference has made a “truly 
meaningful contribution to the 
future of Canada.”* 


other dicanasabion: "said Mr, 


ce tite mea 


ing Canadians outside Quebec.| Johnson, who has urged a re- 
Quebec's duty was to try to get|making of federalism to give 
the constitution changed to|French-Canadians equal repre- 
make French-Canadiatis feel at|/sentation with English-Cana~ 
home everywhere iti*Canada. dians in certain federal: bodies. 
The premier, who: ‘spoke in| The conference here demon- 
-English and French, said he|strated that Quebec feels fully 
| Gtiineehere to try to'rally other in solidarity” with “other ptov- 
Premiers to modify thé constitu-| inces in the need for eliminating 


tion to make it modern. 
“We want to give Canada an- 


economic inequality among Ca- 
Comtinued on Page 2 


Immediate Action 


cm gee 


“ilusion”’ that Canada’s prob- 
lems can be solved by the pro- 

cess of gradual change. 
“Immediate problems de- 


“Let us not walt always’ until 
a crisis is upon us before we 


“CHILDREN OF ASIA. FUND 


Two Million Face Ruin 
Because of Lack of Rain 


The Unitarian Service Com- 
mittee is the main agency in 
tthe area—but, by a bad stroke 
of. luck, their budget was 
drawn up in Jurie—before the 
drought, 

‘DIDN'T KNOW’ 

Their budget of EL wag 


just didn't know ebout it when 
we drew it up. 

“It is my nightmare that we~ 
will not be able to meet the 
people are 


them—they have already 


authorized two extra carloads 2 


Robarts 


PRAISED DELEGATES 


desperately needed. Every. 


2—VICTORIA DAILY TIMES, 


WAGE DISPUTE 


Blank Spaces Dot 


THURS:, NOV. 30, 1967 


Vancouver Province 


VANCOUVER (CP)—A public 
opology appeared on page one 
of the Province today “for “ 
€ppearance, and omissions, 
this morning's edition’ nar ig 
ing what the company -termed a 
composing room work stoppage. | 

Production of the Sun was 


delayed this morning when com-|across the width “of the page; 


posing room staff held a special 
meeting. A spokesman for the 
evening mewspaper said the 
delay would cut the normal 
three editions to one late edition. 

Contract talkes between 
Pacific Press Ltd., which prints 
the Province and Sun news- 
papers, and three of its four 


craft unions were in progress an| 


hour before the hour-long 
stoppage. 

Th2 page-one company an- 
nouncement says the three 
unions turned down “‘our final 


cffer”’ of a 65-cent-an-hour pay |,, 


increase. 

Merv Moore, managing editor 
of the Province, said in an 
interview that -‘‘we - will —con- 
tinue to meet with the unions if 
they request future meetings.” 

Len Guy, president of the 
International Typographical 
Union, said in a statement early 
today company negotiators 
walked away frorn the bargain- 
ing table. 


RESUME TODAY 


His statement did not say 
whether. talks —will resume 
today’. 


Mr. Guy said the company is 


“neghecting to tell the. com- 
plete story." 
He said the craft unions 


agreed to accept the 65 cents 
offered in a bargaining session 
earlier Wednesday. 

“However, when union nego- 
tiators attempted to use part of 
the money offered to adjust the 
night employees’ differential, 
the company’s negotiating team 


walked away fromthe bargain-| 
ing table,”’ he said. - He said if 
Pacifie Press ‘‘réally wants .an 
agreement they can have it 
|they need to do is bargain with| 
|their ermployees.”’ 

The apology. ran just below 
ithe newspapers. masthead 


but the columns were not ruled | 
and the message was difficult to| 
read, 

SECOND PAGE 


In later: editions the cchauice 
were ruled and a news story 
was added to blank columns of 
the second page. 

“For the third time in two 
weeks, productionxwas delayed 
Wednesday night by printers in 
the composing room,” it says. 

“The stoppage occurred 
despite the assurances by rep- 
resentatives of the Internafional 


'ypographical Union that such 
incidents would not be re- 
peated.’’ 

Across the centre of the Page) 
in heavy type is the announce- | 
ment : “Nobody wants a strike 
but we've reached our limit.’ 

The bottom part of the page 
stated the company’s position. 

Inside the newspaper, blank 
spaces are left on 21 of its 46 
pages. On some pages only the 
headlines and advertisements 
have ‘been printed. On others 
the ads are blank. 

‘Fhe—three~—unions;—-the —ITU, 
Mailers Union and Stereotypers 
Union, have served strike notice 
on the company along with the 
Vancouver-New Westminster 
Newspaper Guild, which has not 
bargained since talks broke off 
Nov. 15. 

The Pressmens’ Union has not 
served strike notice pending the 
outcome of a court hearing on 
whether the union must agree to 
arbitration under the previous 
contract. 


Continued from Page 1 


chairman, praising the other 
delegates for their roles in a 
discussion which he said had 
been amicable, determined-and 
forthright. | 
- “T am very pleased with the 
candor and vigor with which 
your ideas have been pursued,’’ 


~ QUEBEC! 


Conttimied from Page 1 | 


-nadians and the need for im- 
proved mechanism of inter-gov- 
ernmental consultation. 

. But ‘‘there remains an enor- 
mous amount of work to be 
done in relations between 
Canada's two cultural communi- 
ties. . 
ing Canadians feel at home ev- 
erywhere in Canada.” 

He. posed the question to him- 
self: “Can all of Canada be my 
fatherland?” And he added: 
“The ‘answer is not for me to 
give.” 

He turned around the question | 


“What does Quebec want?” by|showed two schools of. thought, 


asking: 

“What does Canada want?” 

“Does Canada want to remain 
struck in the structures of 
18677" he asked. “Does it want 
to be uniquely a family of 10 or 
is it ready to meet a challenge 

o” 

He said Canada could become 
“a turntable of the French- 
speaking and English-speaking 
world” by accepting the chal- 
lenge. of a new constitution 
which would guarantee equality 
to French-Canadians. 

Mr. Johnson said he believes 
in the integrity of the existing 
system of 10 provinces, had no 
territorial ambitions whatever, 
but wanted to introduce ‘‘Andth- 
er dimension, a cultural dimen- 
sion,"”” to Canada, 

This new dimension would in- 
volve no intrusion on the éxist- 
ing autonomy of the provinces. 
Neither would it be an obstacle 


. to make French-speak-|built within the delegates a con- 


. ROBARTS 


Mr. Sabeail said the confer- | 
ence had achieved iits purpose | 
in establishing a basis for future 
meetings. 

He praised Newfoundland 
{Premier Joseph Smaliwood’s 
presentation of the case for 
greater equality of economic op- 
portunity across Canada and 
Quebec Premier Daniel John- 
-|son's explanation of the prob-| 
jlems facing his province. 

The Quebec premier had put 
his case with a ‘skill and 
|warmth apparent ‘to all of us.’ 


| SCRATCHED SURFACE 

Mr. Robarts said the confer- 
ence, successful as it was, had 
only “scratched the surface of 
the very complex problems that 
face this country.”’ But it had 


fidence that the problems were 
not impossible to solve. 
He called for a greater aware- 
ness that the solution will de- 
mand sacrifices by each part of 
the country. 

He said the discussions on the} 
need for constitutional change 


and thé other seeking to accom- 
plish changes in one : 3 
There would have to be ‘‘alll 
kinds” of consultations, and 
they would have to include Otta- 
wa. 

The premier hopéd the confer- 
ence had given both the dele- 
gates. and all other Canadians 
“a greater awareness of he fer- 
ment that exists in the province 
of Quebec.” 

“We must come to understand 
the causes of this ferment and 
{meet the situation. intelli- 
lgently,” he said. 

He closed by saying tthe dele- 
gates should feel ‘‘fully justified 
im leaving this conference satis- 
fied that a meaningful begin- 
ning has been mar 

“But Jet us not delude our- 
selves into thinking it has been 
anything more a -begin- 


to their development. 


* WEATHER SYNOPSIS 


Scattered showers of rain or 
wet snow along the B.C. coast 
will end today as a trough of 
low pressure over Vancouver 
Island moves inland. Partial 
clearing is forecast this evening 
in coastal ereas. but the next 
Pacific disturbance will spread 
rain and strong winds over the 
north coast early Friday morn- 
ing and over the hower main- 
land by evening. 

Arctic air which moved south 
of Prince George Wednesday 
evening will remain nearly sta- 
tionary today and Friday elong 
8 line from Smithers to Quesnel 
to south of Jasper. Snow filur- 
ries will continue in the north- 
em but partial clearing 
will occur in the southern in- 

DOMINION 
PUBLIC WEATHER OFFICE 
9 A.M. FORECASTS 
Valid Until Midnight Friday 


Vancouver and Georgia Strait: 
cloudiness Friday 
morning becoming overcast 
with rain in the afternoon. Little 
change in temperature. Winds 
light Friday morning rising to 
southeast 15 in the. afternoon. 
Low tonight and high Friday at 
Vancouver, 32 and 45; Nanaimo, 
28 and 42, 


ning.” 


West Coast: A few clouds to- 
night. Overcast Friday with 
rain beginning in the morning. 
Not much change in tempera- 
ture. Winds light increasing to 
southeast 20 Friday morning. 
Low tonight and high Friday at! 
Tofino, 32 and 45. 

TEMPERATURES ‘* 
_Yesterday 
Max, Min. Prep. 


.46 38 .06 
aiea ded ins 8 4 (.. 
One Year Ago 
Victoria _- 46 40 39 
Across the Continent 

Palm Springs 68 39 x 
St. John’s 36 «248 
Halifax 33 21 trace 
Montreal B @ '.. 
Ottawa. 32: Te - low 
Toronto On. : P'S 
Port Arthur 19 4 OL 
Winnipeg Beg sae cum 
Regina ys ee |: 
Saskatoon y | a: 
Medicine Hat a. 23 
"| Lethbridge 41 6 .. 
“|Calgary 39-9 trace 
* | Edmonton 29 «12 trace 

Kamloops o v.. 
Penticton 41 2B .. 
Vancouver 47 33 06 
Kimberley 30 «16-10 
New Westminster 45 36 .16 
Prince Rupert 37-26 trace 
Prince George 31 4#610~=«=—*43 
Fort St, John 12-+10 334 
Whitehorse 7—4 02 
Seattle 47 . 41: °.14 
Portland 4° 3% «AD 
Chicago 37 36 trace 
San Francisco 58 43) «450 


all 


Bowes] 


“Look on the bright side. It 
we have to pay higher taxe, 
so will Sharp!’’ 


Gaglardi 
Highway 


Premier’ Bennett today indi-' 
cated that the 250-mile Yellow-| 
head Route will be renamed 
Gaglardi Way. 

That would make it the 
second road in B.C. named after | 
|Highways Minister P. A. 
| Gaglardi. 

A multi-million expressway in 
Burnaby to the Simon Fraser 
University campus already 
bears the name Gaglardi Way. 

The Yellowhead Route joins 
Kamloops, Mr. Gaglardi’s 
hometown, to Jasper, Alta., but 
has been seldom travelled ‘be- 
cause it was a tortuous gravel 
road, 

The B.C. highways depart- 
ment has been reconstructing 
and paving it for some years 
and only 30 miles and several 
bridges remain to be completed. 
NEXT SUMMER 

Mr. Bemnett this morning told 
reporters it will be officially 
opened next summer and ‘‘I 
hope itt will be called Gaglardi 
Way.” 

Mr. Bennett's revelation came 
on the heels of an annmounce- 
ment ‘by Mr. Gaglardi that he 
was rejecting pleas for early 
extension of the «Vancouver 
Island Highway frorh Kelsey 
|Bay to Port Hardy. 

The 40-mile extension was) 
being planned, Mr. Bennett said 


|18 months ago, to allow reloca- 


tion of the Queen of Prince 
Rupert ferry terminal so the 22- 
hour service could be cut by at 
least two hours. 

A north-Island chamber. of 
commerce delegation recently 
pleaded for expediting of plan- 
ning and as a result Mr. 
Gaglardi visited the area Wed- 
nesday. 

On his return to Victoria 
Wednesday night he rejected it 
as a feasible project for the} 
near future. | 
~ He said it would be too costly 
to provide the link between 
several north Island com- 
munities, including Port Hardy 
and Port McNeill. 

It would cost between $200,000 
and $250,000 a mile to build such 
a’ -road,- said the ‘highways 
HOVERCRAFT 

He predicted the transporta- 
tion needs of the area would be 
met within five years by the 
introduction of hovercraft. 

He also said his department 
has given top priority to im- 
proving existing road links in 
the northern part of the area in 
response to complaints from 
communities there. 


BET RING 


Continued from Page 1 .~ 
book-makers in Miami,, Detroit, 
Chicago and New York police 
said. Some bets on horse races, 
hockey and football games ran 
as high as $100,000. 

The bets were laid in Calgary 
because operators there were 
offering better odds than their 
U.S. counterparts, police said. 

Bets also were traced to the 
non-existent Wilkinson Pant Co. 
in Montreal. Police said. the 
telephone listed in the com- 
pany’s name was found in an 
apartment, 


Los Angeles 6l 54 
New York 37 30 
World temperatures (based | on 
observations taken at midnight 
PST): London 41; Paris 39, 
Rome 39, Berlin 43, Stockholm 
34, Moscow 10, Madrid 39, Tokyo 
(57. 
| U.S. weather 
eg Wednesday) : 


01 


(temperatures 


j1 

58, 39; Washington 45, 35; Hono- 
hau. 82, 70; Miami 78, 75; De- 
trott 33, 27, 

CITY’S WEATHER RECORD 
Sunshine, Noy. 
Last Nov. ... 
Normal (30 years) - 


Sunshine, 1967 _____, 2, 114.9 hrs. 
Last Year _._..____ 2,051.0 hrs. 
Normal (30 years)__ 2,139.0 hrs. 
Precip., Nov, __._..... 1,86 ins, 
Last Nov, ..________.. 2.45 ins, 
Normal (30 years) .... 3.81 ins 
Precip., 1967 ___°..... 27.52 ins, 
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BAR FIGHT} 


Continued from Page 1 


how many men were arrested 
jaltogether or how many were 
taken to hospital. He said it also 
was impossible to say yet exact- 
ly which units they belonged to. 
WORE CIVVIES 

“Most of them appeared to be} 
from the Canadian barracks at} 
Dailingenhofen, but they were| 
all wearing civilian clothes so it 


Pearson Pledges Reform Study 


By VICTOR MACKIE 
Times Ottawa Bureau 
OTTAWA—The federal 


ada may neéd' a drastically 
gov-|altered constitution. 


jernment will act soon to estab-|. New Democratic Party leader 
lish an all-party committee to/T. C. Douglas said his group 
study the question of constitu-|had been advocating for some 
tiona: reform. 


jtime that a special all-party 
Prime Minister Pearson made | committee be get up to look into 


jreaching agreement that Can-, 
lbe looking into the matter. He 


coinmittee of the House should 


said such a committee would be 
established at the ‘‘appropriate 
time." ; 
The prime minister pointed 
out that he will be convening a 
federal-provincial consitutional 
in the new 


would be advisable for this to 
be done (set up the committee) 
before or after the proposed 
meetingy” Mr. Pearson added, 
“but I would be glad to look 
into that.” 

Mr. Douglas said because 
positions are hardening in vari- 
ous parts of the country it 
would be advisable for parlia- 


Was‘difficult to tell,” he said. [this clear in the Commons as|the constitutional questions. conference early 
“In the last few days there | the provincial premiers at their] Mr. Pearson told the House 
has been increasing trouble,”’|conference .in Toronto were!Wednesday that he agreed a 
the spokesman Said. ‘Soldiers | = — ee —_——. — 
smashed beer bottles on cars - 
and did ail sorts of minor dam-| ® 
age. } 
“Tt was the first time one of 
our men was even threatened | 
and the first time there has 
|been a battle like this, The Ca- 
jnadians and Britons formed up 
jin groups on each side of the 
|street and just went into battle. 
There were at least 40 or 50.”’ 

In Ottawa, an armed forces 
spokesman said the fight 
started when a British soldier 
‘hit a Canadian serviceman in 
Chico’s bar. Buddies of both 
men, most of them in civvies, 
joined in and the fight spilled 
into a square opposite Iserlohn’s 
city hall, 

The spokesman said “‘nine Ca- 
nadians.are in our custody’ but 
no charges. have been laid pend- 
ing the completion of an investi- 
gation. 

None of the Canadian solar 
was injured. 


year. ment itself to give some leader- 
“T am not sure whether it! ship to these > public discussions. 


100fipers | 
cotchwhisky —_| 


A combination of the world’s 
greatest Scotch whiskies and a generation 
of aches and aggravation. 


Esquimalt 
Candidates + 
To Speak 


Esquimalt voters will have ~ 
the chance to see candidates in 
action at an _ all-candidates 
meeting in the Esquimalt junior 
High School auditorium tonight 
at 7:30 p.m. 

The meeting is sp9nsored by 
the Junior Chamber of Com-| 
merce and the Association of 


Women Electors. | About a generation ago, our kies he wanted were scattered from _— All in all, it took 10 years just to 

On the platform ‘will be blender started working on a pretty Oban on the West Coast across to assemble these whiskies. And still | 
ccevestap canidetrs «George ambitious theory. Dundee on the East and the whole another 10 to combine them all in 
ee ee li ae “The theory was that if someone. country above and below. _ one faultless blend. ; 

Also present will be council could take the key whiskies from the As if that wasn’t enough, these When you try our Scotch, we think 
aspirants Larry Cross, Ernest world’s greatest Scotches and com- whiskies turned out to be asscarceas you'll agree it’s well worth the price. 
Brown, incumbents, Roy Elphick bine them all in one, someone would a clear day in London. (Distillers § Infact,afterallthoseyearsofaches 
a angen Pots a ahs ohm have a darn fine Scotch. don’t exactly give away whiskies and aggravation, how could you have 

"hawiaen Brian Sriall said Theproblem wasthatthe key whis- that took generations to perfect.) the heart to drink anything else? 


‘OLEN KETTH—GLENLIVET DISTILLERY CO, LTD., KEITH, SCOTLAND 


today he expects up to 600 


persons will attend. ol THIS ADVERTISEMENT 1S NOT PUBLISHED OR DISPLAYED BY THE LIQUOR CONTROL BOARD OR THE GOVERNMENT OF BRITISH COLUMBIA. 
“Tt should be a lively, rousing} ® = 


meeting,'’ he said. 


..Here’s an opportunity for you to start the New Year out right. Values galore ... you just can’t afford to miss out on these 


CHESTERFIELDS + SO% OFF! 

BEDROOM SUITES +5 BO%OFF! 

DINETTES 7 BO% 

BOX SPRINGS and 

MATTRESS UNITS % BO% 
er ee 


@ STEREOS e@ CARPETS @ WASHERS @ DRYERS 


ee Fn, 
_ = 
= 


TURKEY 


WITH EVERY MAJOR 
PURCHASE OVER 


Free Turkey Purchase applies only on sales made after NOV. 30th, 1967 
OPEN DAILY: 8:30 a.m.-5:80 p.m., including WEDNESDAY; THURSDAY and FRIDAY, 8:30: a.m.-9:30 p.m. 


MACDONALD’S - | warcnousé FURNITURE MART 


752 FORT STREET Corner Broad and Pandora | 
383-1171 386-8388 : 


Park Free at View Street Parkade “~ ‘park Free at Centennial Parkade on Fisgard 
“THE STORES OF QUALITY” 
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‘QUEBEC AGREES TO GRADUAL CHANGE 


Constitution Pact Nears 


By STAN McDOWELL 
Times Quebec Bureau 


TORONTO — A majority of 
Canada’s provincial ‘premiers 
moved toward common, ground 
on the issue of constitutional 
change Wednesday at the Con- 
federation of Tomorrow con- 
ference. 


Premier -Daniel Johnson of 
Quebec, alone in wanting a new 
constitution, said he had no 
desire to scrap everything that 
had been built up in the last 
century and start over again 
*‘from zero.” 

Mr. Johnson said it would be 
acceptable if constitutional 
change were made a step at a 
time by a series of amendments 
which could later be consoli- 
dated in a new document and 
submitted to the people oO 
Canada for approval” ~ a 


amendment as the route to 


Quebec into “something be- 
tween a nation and a province.” 

“T think we have made some 
headway today,’’ Premier John- 
json said after Premiers G. I. 
|Smith of Nova Scotia, Alex 
Campbell of Prince Edward 
Island and Louis Robichaud of 
New Brunswick had joined 
Premier John Robarts of On- 
tario in arguing against turning 
down constitutional change pro- 
posals without a trial. 

Premier Smith said that Nova 
Scotia had ‘ho particular desire 
for constitutional change in its 
own interest. 

But he insisted that if millions 
of Canadians (the population of 
Quebec) were unhappy with the 
present constitution, ‘‘we should 
goa very long way” to try to 

ccommodate them. 


}eroded as to call into question 
the existence of our country,” 
Mr. Robarts insisted. 


And he maintained that a 
|revised constitution must_recog- 
jnize the need for communica- 
tion and co-ordination imposed 
|by the interdependence of all 
governments in Canada. 

Premier Robichaud also 
argued forcefully in favor of 
constitutional changes that 
would meet Quebec needs with- 
out undermining the. position of 
the federal government. 

The support and sympathy 
which Premier Johnson of Que- 


|bec won from other provincial 


|leaders at the conference was 
Shown after Mr. Johnson had 
clearly opposed separatism 
|Tuesday and given first place to 


‘a bilingual Canada among Que- 


equal provinces and make,government must not be so|tween Quebec and Ottawa 


seemed to be further narrowed 
by Mr. Johnson’s readiness to 
consider step-by-step constitu- 
tional change through a series 
of amendments. 

Prime Minister Pearson and 
federal Justice Minister Pierre 
Trudeau have proposed that 
constitutional change be made 
one step at a time, beginning 
with a bill of rights and a 
charter of equality for the 
English and French languages 
across Canada. 


SMALLWOOD 
... Tight eye 


Joey's Operation 
Ruled Successful 


TORONTO (CP) — Premier 
Joseph Smallwood was reported 


two eye specialists, Dr. William 
Callaan and Dr. Michael Shea, 


TORONTO (CP) — Premier 
Daniel Johnson of Quebec, for 
the second time at the Confeder- 
ation of Tomorrow conference, 
criticized the press Wednesday 
for its coverage of the confer- 
ence, 

Holding before delegates a 
copy of the Toronto Star’s final 
edition, he pointed to the head- 
line: 

“After clash with Robarts, 
Manning ... Johnson with- 
draws his demand for a brand 
new constitution.” 

“I assume the translators are 
competent—I was told they are 
doing a wonderful job,”’ he said. 
“Now what language should I 
speak to be understood by some 
of the reporters? Or is it the re- 
writing at the desk?” 

“By the way,” he added, “I 
never withdraw.” 

In his opening remarks-at-the 
morning session, Mr. Johnson 


ee 
VICTORIA DAILY TIMES, THURS., NOV. 30, 1967—3 


News Report Flailed 
By Quebec Premier 


“T hope that I did not convey 
the impression to Mr, Manning 
or anybody’ else we Want to 
serap everything that actually 
is in constitution (British 
North rica Act). We made 
this point very clearly .. . that 
we didn’t want to start from 
zero and throw away what has 
worked basically in the last 100 
years.” 


CARELESS 
DRIVERS 


Fined in traffic court for care- 
less driving were: 

Stanislov Skrety, 934 Fairfield, 
in accident at McKenzie and 
Chester Oct. 20, $40; Ralph 
Johnson, 2535 Selwyn, in acci- 
dent at Millstream and Strand- 
lund Oct. 22 $40; George Mc- 


TRY 
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Liquor Control Bosrd ot the Government of British 


Regular Advertisers 


That eliminated the major He’ said Quebec’s proposals| bee's. goals. in good condition this morning}is caliéd a sceral-buckling and) <iq Quebec wanted a new con-|Allister,, 1053 Jenkins, in col-| Sell More Merchandise 
i difference between”Mr. Johnson| et? entitled to serious study. LANGUAGES after undergoing he successful | is gages —s bree stitution (une constitution nou-|lision on Millerstream Road Increased Sales 
cS i a _ |operation to his right eye to cor-| for the correction of a chet le.) Later in thi sion, after] Oct. 29, ; Scobie Morris, 1601 i} 
Be end other premicey Who tevor| NOT REJECTED This change fn emphasis,| rect a detached retina. retina. — ” er C a ” Due to 


Wednesday’s discussion left 
British Columbia Attorney-Gen- 
eral Robert Bonner, represent- 
ing Premier W. A. C. Bennett at 
the conference, isolated as the 


He would not suggest that 
they be accepted in advance, 
Mr. Smith said. But neither 
should they be rejected in 
advance. 

Similarly, Premier Campbell 
said that Prince Edward Island 


from a stronger Quebec to 
equality for French-Canadians 
across Canada, was seen by 
many observers as softening the 
differences between Quebec and 
the federal government, 


The 66-year-old premier~-was 
wheeled into an operating. thea- 
tre at St. Michael’s Hospital 
here shortly after 8 a.m. EST. 

A hospital spokesman said the 
premier was administered a 


An aide said Mr. Smallwood 
would be in hospital for seven 
or eight days, recovering from 
the operation. 

The operation forced him to 
cancel a trip to Scotland where 


remarks by Premier E. C, Man- 
ning of Alberta, he said: 


Haultain, rear-end collision on 
Old Island Highway Oct. 26, $35. 


Newspaper Advertising 


«ai re And in _ the ¥iew of federal|general anesthetic. The opera-|he was to receive an honorary 
a a ies pa a ment of/wanted no . constitutional) sovernment observers at the| tion lasted 114 hours. degree from the University of 4 
am. changes for itself. , the differences be-. The operation, performed by| Edinburgh. - | 
NOT SACRED But it would not - oppose ________———__. | 


Both Premier E. C. Manning 
of Alberta and Premier Joey 
Smallwood of Newfoundland 
said they did not think any 
constitutional change was 


But Mr. Manning was ready 
to concede that the British 
North America Act was “nit 
sacred.” 

And Mr. Smallwood: said he 
would not oppose any constitu- 
tional change that was ‘‘neces- 
sary, really necessary,” to give 
Quebec even stronger cultural 
safeguards, provided that it did 
not destroy the federation of 10 


changes required in the national 
| interest. 


| “We are prepared to examine 


}and study the special needs of 
Quebec,"” Mr. Campbell said. 

Premier Robarts welcomed 
Mr. Johnson’s assurance that 
Quebec did not want to scrap 
everything in the present consti- 
tution and. start from scratch, 
NOT ANXIOUS 

The Ontario premier said his 
province was not anxious for 
any changes in the constitution 
but would not oppose any 
changes needed by others pro- 
vided they did not conflict with 
two basic pri : 

“The powers of the federal 


- CONSULT US 
—PREMIERS 


Special to The Times 

TORONTO — Canada’s pro- 
vincial governments want the 
federal government to consult 
them and respect their priori- 
ties before drafting joint federal- 
provincial legislative programs. 

There were no dissenting 
voices at the Confederation of 
Tomorrow conference Wednes- 
day when provincial leaders 
argued that national programs 
undertaken by the federal gov- 


“We should have the. power of 
determining the priority of our 
spending,’””? Mr, Robichaud said. 

The New Brunswick premier 
insisted that if some provinces 
were not ready to participate in 
a medicare program enacted by 
the federal government they 
should be able to use their 
share of the federal funds for 
other provincial needs, 


“Should Ottawa be in a 


while purpose. 
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NEED MONEY? 


Use the equity in your home and get the cash you need now for 
that newer car, home improvement, bill consolidation, or any worth- 


(EXAMPLE OF ONE OF OUR PLANS) 


Larger loans, lower monthly payments, if desired 


Interest and Loan or Discount Charges Clearly Stated 
We are ready to assist you in securing a prompt, low cost, 
life i joan, 


CALL US NOW 


912 Douglas Street 
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mirror, 4-drawer chest, 
ft. 6 in. radio bed.....- 


Elegance to Your Home! 


Modern 3-Piece Bedroom 
Suite-in walnut finish, 42 
in. double dresser, swing 


Modern Walnut - finished 
. 3-Piece Bedroom Suite, 48 


BEDROOM SUITES 


Gracious Styles to Bring New 


jase 


4129" 


position to dictate to the 
provinces?” he asked. 

Attorney General Robert Bon- 
ner of British Columbia said 
that if the federal government 
implemented a recommendation 
of the Carter report on taxation, 
changing the base on which 
income tax is assessed, the 


in double dresser and 
mirror, 4-drawer chest, 
double radio bed-....-... ; 


ernment often conflicted with 
the needs of particular proy- 

{ inces and regions. ¥ 
A Quebec proposal for estab- 
lishment of formal, mechanisms 
for consultation and co-ordina- 
tion among governments won a 
favorable reception, especially 


From Kroehler’s “Florentine” collection 
in Medici finish. Custom-crafted and pro’ 
tected by “Fortress” finish. Dustproof 
drawers, dovetailed construction, an< 
tique brass pulls, 


72-inch 9-Drawer Triple 


4-Piece Bedroom Suite, 
choice walnut veneer, 
gloss finish, drawer 
triple dresser, 60 in. long, 
with landscape swing 


‘00 Dresser with ment 
from Premier John Robarts of] provinces — have to rye =, 3 I 35 mirror, some burl 
Premier Louis Robichaud of| ery “semen me sed by 


Ottawa, or raise the problem of} 4 


New Brunswick led off by Danish influence in oiled 


659” 


a double standard dividing the 1 S 43C © sblest 5 eee 
snants shold Mave @ fre hand) eceral_and provincial portions Sesecrs, Dovetail com = 5 =” Or with 6 ft. 6 Arch Headboard and 
iy using ‘their siuise’ of funds{t noone tax. struction, 54 in. double ‘ Matt, Willandll uns Ree 705.00 
made available under joint| LOSING SHARE dresser, 6 drawers and Matching 2-Drawer Night Table.119.00 


framed landscape mirror, 

4-drawer chest and double 280” 
panel bed 

With 60 in. Triple Dresser, 7 drawers 
and framed landscape mirror..295.00 


With 72-in, master dresser, 9 drawers 
and framed landscape mirror...310.00 


Matching Night Table -.......- 49.95 


Smart contemporary styling by Bassett. 
The “De ’? Suite in horizontal and 
vertical and V-matched pecan veneers, 
and selected hardwoods in warm brown 
finish, protected ‘by Du- 
pont Dulux, 6-Drawer, 
56in. Dresser with 
framed vertical , 
5drawer chest, open 
panel double bed 


federal-provincial programs. 

He said that $34,000,000 set 
aside for New Brunswick “in 
some safe in Ottawa” under a 
program of “federal assistance 
for construction ot technical 
schools, shouldbe available to 
the province to meet more} suited to its needs or its budget, 
urgent needs, construction | of|/or losing its share of federal 
hospitals or roads, for example. funds, 


Premier Alex Campbell of 
Prince Edward Island said that 
under national programs in such 
fields as housing and manpower 
retraining, .his province was 
often forced to choose between 
participating in projects un- 


, “Del Morro” Suite, luxury in Spanish 
styling by Kroehler, with famous HFort- 
ress Finish” warm autumn toned sherry 
butternut, antique pulls. 7l49-in. 9-drawer 
Triple Dresser, with framed ver- 
tical mirror, armoure 
chest png Sot meen and 
space for hat boxes, mas- 
sive chairback head- 82 5 00 
board, 4 


JEWELLERY 


Christmas is the time to give that 
“personal” gift . . . your affection 
expressed in the most appreciated 
way. For more success you'll give Fine 
Jewellery or fashionable gifts for the 
home . . . chosen with the help of 
friendly interested people at F. W. 
Francis in Victoria! 
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Matching Night Commode.....-$25.00 


Above suite’ with 9-drawer 


64-in dresser with framed 5<drawer high chest 


00 
‘ t Vi t i landse mirror, five- 00 and double panel bed... .. 559 
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Photo Supply 


Give a Pocketful of 
Sunshine 
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Christmas Values From The ‘Sleep Shop” 


HIDE-A-BEDS | MATTRESSES | 


Extra Sleeping Comfort A complete selection on the 5th floor now! 


Choose’ a comfortable, well-built mate 
For Holiday Guests tress at Standard and SAVE! fie 


A Few 
Suggestions 
From Francis’ 
Silver-Plated Tea Sets... 


Electric Clocks . . . 400-Day Clocks .. . } 
Travelling Clocks . . - Watches for Men, 


The Regula Variant F 
This handy electronic flash fits 
in your pocket (measures less 
than 4"'x3"'x2""), i8 just like hav- 
ing sunshine to order! Far more 
convenient than flashbulbs, and 
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Ladies, Boys and Girl. . . Carving Sets " 
less expensive, too, ; 4 i Choose the largest selection in MATTRESSES 
ain os pd ped . +» Steak Knives . . . Dinner Sets... , $1 Victoria . . . 32 diffreent Hide-A-Bed 3 ft. 3 size, 29% 
per charge. (Just plug into wall Indoor and: Outdoor Thermometers . . . models on , each one an attrace §= from -_......-.-2.-------205 


socket to recharge). Only Cut-Glass Decanters and Bowls . . « its own spring-filled siciivens Saks anode 


Compacts . . . Lighters . . 


=> 
SSCS: 


A . Cigarette Cases G conversion to a.double bed. 4 ft. 6 size, 3 9g” - 
3 9% . ». Pendants .. , Eartings . « . Necklaces tg] SERTA, 160. SS 
Brooches . . . Birthstone and Signet Rings Raia eee ste HOLLYWOOD BEDS ; 
‘ KROEHLER, : 00 ieee spring, 98 
Goldcrest Flash —<Another gift idea! sc all — iY TRI cick Scksncicbhecnseuein 199 re eee 49 
Special clinic price, Friday and Saturday only— ig] SIMMONS, 00 
S $5. With this h unit 95 ° ° TROND ss ccc coatickawdticoiun 
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| a To make this Christmas the most thrilling are .. 188° 
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creations . . . also fine Jewellery in Jade, 
Sapphire or Ruby. 


F. W. Francis Ltd. 


Kitty Corner from the Bay Open Friday "til 9 p.m. 
1684 DOUGLAS STREET 384-7611 


how easy it is to go modern 
with flash! 
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Cest a Dire ‘No’ 


S ON A PREVIOUS OCCASION 
last July, Mr. Pearson has 
made the proper reply to President 
de Gaulle’s insufferable interference 
in Canadian domestic affairs. With 
firmness and restraint he has made 
it clear that we’need no foreign aid 
in coping with our federal-provincial 
problems, that a two-century lapse of 
association has disqualified the 
French President as an adviser to 
Canadians of French origin, and 
that being free, no Canadians of any 
origin require the services of a 
liberator. 

In his treatment of de Gaulle’s 
diplomatic gaucherie, Mr. Pearson 
set a dignified tone that was echoed 
by the leaders of the other political 
parties in Ottawa. Above all, they 
were concerned that inflammatory 
reactions should not create the very 
situation which de Gaulle’s interfer- 
ence was likely to foster. The Presi- 
dent of France is therefore left 
without an intemperate rebuttal to 
which he can reply with any advan- 
tage. The world can judge his irre- 
sponsible action on its merits, and 
he will find few supporters even 
among his own astonished country- 
men. , 


e 


Arms: for 


WEST GERMAN GOVERN- 
ment ‘is about to start what 
observers have called ‘the military 
armaments sweepstakes of the 
decade. Debate begins next week in 
the Bundestag on what amounts to 
virtual re-equipping of the army, 
navy_and air force for the coming 
decade and the orders involved are 
expected to run to several billions of 
dollars. , 

It is no wonder that Bonn is 
over-run with salesmen of military 
hardware. With the return of De- 
fence Minister Gerhard Schroeder to 
duty following a heart attack, 
nothing more has been heard of last 
summer’s talk of scaling down the 
West German armed forces to play 


a purely defensive role. Instead the 


decisions to be taken by the Bundes- 
tag involve a wide range of attack 
aircraft and heavy tanks and other 
equipment on a scale which should 
be large enough to make Germany’s 
neighbors — particularly the East 
Europeans — distinctly uneasy. 

A replacement for the Luft- 
waffe’s basic aircraft, the ill-fated 
Starfighter, for instance, carries a 
price tag of more than a billion 


While de Gaulle’s remarks were 
certainly calculated to encourage the 
separatist movement in Quebec, and 
the aging General in his foray into 
the diplomatic china shop implied 
althost everything but an offer to 
lead a march 6n Parliament Hill, the 
net effect in Quebec is not likely to 
have any real significance. He is 
more likely to embarrass the separa- 
tist cause by his blundering than 
enhance its popularity among the: 
people of the province. 


The theory is growing that de 
Gaulle has decided that Quebec will 
separate from Canada, and he aims 
to be Charlie-on-the-spot if and 
when the fledgling sovereign state 
should be launched. Quebec’s natural 
resources, its strategic position on 
the Atlantic gateway to North 
America, its potential importance in 
the geography of the world’s air- 
ways, and. numerous other con- 
considerations offer sparkling pros- 
pects to an ambitious French leader 
who has lost all his colonies. But 
even the Quebec separatists are not 
likely to want to become French 
colonials. ‘ 


Fo 
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the Reich 


dollars for about 220 aircraft. The 
United States is expected to get this 
contract, at least, as ‘part of the 
agreement reached ~between Bonn 
and Washington on purchases to off- 
set part of the costs of maintaining 
American troops in Germany. 

The most impressive aspect of 
the West German government’s de- 
fence spending program is that it has 
been put forward at a time when 
the country’s economy is sluggish 
and unemployment is at a high level. 
The government has severely 
squeezed spending programs of-all 
kinds, particularly welfare, but sees 
no need to economize on the armed 
forces even though the European 
political situation is more stable 
than it has been since the end of the 
Second World War. 

The rationale for all this arma- 
ment program is that a well-armed 
Germany is essential for the gradual 
phasing out of NATO forces in the 
country. West Germany, it is argued, 
must be made strong enough to 
stand alone. Somehow the argument 
is less than convincing to those who 
have noted a resurgence of German 
nationalism in recent months. 


The Dollar Survives 


GREAT GOLD RUSH IS 
slowly. subsiding. as it becomes 
apparent that*the United States has 
no intention of increasing the price 


~ ft will pay for the precious metal, 


and that despite a heavy balance of 
payments deficit, the American 
economy is quite. sound enough to 
protect the value of the. dollar. 

The turning point in the gold 
speculation flurry undoubtedly came 
at the weekend when the nations 
supporting the international gold 
pool made it clear that they would 
back the United States position to 
the limit of their resources... With 
only France among the major trad- 
ing nations standing in opposition to 
maintaining the gold exchange 
standard, it became virtually impos- 
sible for a speculative attack on the 
dollar to be successful. 


3 


While .there’are many who be- 
lieve that the rush to buy gold was 
sparked by France in an attempt 

« to force devaluation of the American 
dollar, no evidence of this has de- 
veloped. It could well be that all that 
was needed was the British devalua- 
tion and the seemingly panicky re- 
action of American Secretary of thé 
Treasury Henry H. Fowler, who im- 
mediately declared that “the dollar 
is now in the front line.” 

The most generous interpreta- 
tion of this statement fs that Mr. 
Fowler hoped it would impress Con- 
gress with the need to pass the Presi- 
dent’s tax legislation and thereby 
deficit. It is not surprising, how- 
ever, that Mr. Fowler’s words in- 
itially were considered a grave. 


~ admission of weakness. 


Cowichan Flood Control 


7 IS REASSURING TO HEAR 
from Resources Minister Willis- 
ton that his department is not push- 
ing for a controversial flood control 
program on the Cowichan River. It 
is less reassuring to hear his belief 
that “there is no opposition to it.” 
The fact is that Cowichan resi- 
‘dents are so concerned about one 
scheme to effect flood control—be- 
cause they fear it may be injurious 


to spawning and to sports fishing— 
that they have circulated a petition 
in protest. 

It-is .conceivable that the resi- 
dents are in error, that their fears 
are groundless. If that is the case, a 
thorough study and expert advice of 
a convincing nature is required to 
offset their misgivings. But no 
moves should be permitted that 
might result in irremediable harm. 
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“. . . now let’s see what we did wrong... .” 


FROM TORONTO, 


T must now be clear even to Daniel 

Johnson that the Quebec theory of the 
provincial Little Red Riding Hood and the 
wicked federal wolf is a fable with no 
relation to reality. 

The wolf, very 
wisely: as it now 
appears, declined an 
invitation to attend 
the inmterprovincial 
seminar known as 


Tomorrow Confer- 
ence. Its absence 
made very little dif- 
ference. For the 
reality is that the 
constitutional problem now distracting 
the confederation is not a quarrel 
between the provinces and a ravenous 
Ottawa government but one involving 
basic differences among ten Little Red 
Riding Hoods. 

Mr. Johnson is a remarkably amiable 
man. Only a person of rare gifts could 
have persuaded at least one English 
newspaper (the Toronto Telegram) that 
his message of Monday was an exposi- 
tion of the One Canada, theme. One must, 
of course, look beyond the marmer to the 
coment and beyond the premier’s 
comparatively soothing speech to the 
brief which was cireulated. at the 
ccnference. Neither together nor sepa- 
rately do these documents offer a basis of 
negotiation with the English-speaking 
provinees. 

According to Mr. Johnson ‘“‘the 
changes still required, even as they 
affect problems which have no direct 
bearing on our distinctive cultural traits, 
are sufficiently numerous and sweeping 
to call for a new constitution." 


Amendments Only 


But for Mr. Smallwood of Newfound- 
land the requirement is for “changes 
here and there at most.” A new 
constitution woutt be a matter of 
throwing out the baby with. the dirty 
water. 

For Mr. Bonner of British Columbia, 
the problem is ‘‘not in our constitutional 
stars but in ourselves.’”’ He notes that the 
British North America Act is “one of the 
senior surviving constitutions, with far 
more flexibility than we usually 
acknowledge.” 

Saskatchewan “‘is generally in accord 
with the British North America Act;” 
indeed, says Mr. Thatcher, “If we had 


constitutional act. 

Mr. Manning questions whether a new 
constitution ‘would be a practicable~or 
even a desirable venture, especially as 
we have failed: in 40 years even to agree 
on the lesser project of patriation. 

There was no mention of new, 
constitution by Manitoba’s Mr. Gur- 


Polite Cluckings 


Where Mr. Johnson’ did not encounter 
outright opposition, be “was met with 
polite cluckings, only one of which’ could 
be characterized—and that doubtfully— 
as a positive response. Mr. Manning's 
views were thus: fully understandable; 
the~ retord shows that constitutional 
amendment bas been blocked on occa- 
sith by a single province. 

Mr. Johnson divides problems into 
two categories. The first includes those 
with no direct relationship to language or, 
cultufe and here, he says, Quebec's 
interests coincide with those of the other 
provinces, For them federalism remains 
a valid formula. Secondly, there are the 
“two nations,”” socio-cultural problems 
which require a new approach recogniz- 
ing the “juridical and equality 
of our two national a 

But culture embraces whatever Mr. 
Johnson wants fit. to embrace, Quebec 
wants ‘free rein to make fis own 
decision affecting the growth of its 
citizens as: human beings (i.e. education, 
social security and health in all 


By MAURICE WESTERN 


No Reality in Little Red Riding Hood 


respects), their economic development 
(ie. the forging of amy economic and 
financtal tool deemed necessary), their 
culltural fulfilment (which takes in not 
oniy arts and literature but the French 
language as well) and the presence 
abroad of the Quebec community (i.e. 
relations with certain countries and 
international organizations.)'’ 

Mr. Johnson has somewhat modified 
the Austro-Hungarian dual monarchy 


’ concept. If we prefer, we can have a 


Holy Roman Empire. His brief suggests 
that we should all start with Quebec- 
style “special status,’’ after which we 
might, if we chose, turn back the powers 
to Ottawa by legislative or administra- 
tive delegation. We would thus move 
from co-operative to chaotic federalism. 


Robarts Warned 


But even ‘the restrained host, Mr. 
Robarts, warned of the risk in any 
concept of special status, ‘‘that it could 
be carried to a point where it would 
destroy the federal government and the 
meane of keeping the country together.” 
He said also: “We must ask ourselves 
whether any one region or province or 
government of Canada should be per- 
mitted a special status which is beyond 
that of any other.’”’ 

Mr. Campbell (Prince Edward Island) 
asked: ‘‘And is that not the only kind of 
special status which is valid, a special 


Letters 
Marching in Front 

On behalf of the ‘Miles for Millions’ 
organizers, thank you for your support in 
our walk. If it had not been for your 
interest as well as the interest shown by 
the citizens of Greater Victoria, our 
march. would have been written up as 
just another good try but a failure. I 
myself am proud to have been connected 
with this march but I am even more 
proud to be a Victorian. . 
We have set the pace for all Canada 
and now others are aware that this 
project is very worthwhile—Dave de 
Rosenroll, Pubicity Dept., Centennial 
International Development Program. 


A Country “Going Broke”? 

I always read with interest any 
articles ‘that you publish written by 
Bruce Hutchison. He has, however, one 
recurring theme, which is that unless 
Canada mends her ways Canada will go 
broke, provided no other country, the 
United States for example, comes to her 
aid. : 

I would like to read an article by Mr. 
Hutchison explaining what he means by 
“going broke.’” I don’t remember ever 
hearing of a country going broke, or if it 
happens to Canada it will be a unique, 
if not pleasant, experience.—John Mc- 
Niece, 1400 Newport Ave. 


status for Canadians on the broader 
international scene?" 

Mr. Thatcher said: ‘Saskatchewan 
would be obliged to oppose any move 
through which the people of any province 
in our confederation were given special 
privileges not available to all the people 
of Canada.” : 

On a day notable for flagrant 
interference in our internal affairs by a 
faded foreign potentate, it was interest- 
ing to hear these comments _on- the 
theme of special status in international 
affairs : 

Mr. Bonner: “We are not here to 
nibble away at the national: government's 
capacity to deal for us abroad.” 

Mr. Robarts: “There is only one 
government in Canada which can 
represent the Jinterests of all Canadiamns.’’ 

At least six premiers lashed at Gen. 
de Gaulle in comments outside the 
conference room. 

This list of basic disagreements could 
be extended. The éssential point is that 
they emerged in the discussions without 
any prodding from the absent federal 
government. But some premiers went 
out of their way to defend federal powers 
(including taxing powers) and Mr. Evans 
ventured the pertinent reminder that: 
“The future of the Canadian confedera- 
tion must be determined with all 11 
partners as full participants in the 
decisions taken.” ‘ 

Without doubt the conference, under 
the very able chairmanship of Mr. 
Robarts, is yielding a valuable exchange 
of ideas. But it is also demonstrating 
clearly that @ centennial summit along 
the lines recommended by Mr. Diefen- 
baker would be a hopeless enterprise in 
present circumstances, 


Cloudy January 


Indeed, it would appear that prospects 
are not too good. even for the limited 
conference on a constitutional bill of 
rights now planned for January. For on 
the one hand, Mr. Manning, with evident 
support from Mr. Bonner, has taken a 
strong stand against embedding group 
rights in the constitution. On the other 
Mr. Johnson, while insisting on ‘this, 
referral in his brief to imdependent 
action on rights within provincial juris- 
diction. He said ; 

“The. constitution must include a 
charter of human rights applying to the 
central government’s 
‘jurisdictions. As for us, the Quebec 
government intends to insert in Quebec's 
constitution a charter of human rights 


“covering matters under provincial 


controi.’”’ i 

This appears to mean that Canadian 
citizen's constitutional rights would vary 
according to his province of residence. 
Moreover the provincial rights could be 
changed at any time by simple action of 
the provincial government. 

If this fs Mr. Johnson's meaning, the 
January conference may be a keen 
disappointment to most Canadians. 
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Looking 

Back 
Nov. 30, 1907. 

The Royal Horti- 
cultural Society in 
London has awarded 
the gold medal to 
the British Colum- 
bian government 
exhibit of fruit, 

Again the prov- 
ince has shown that 
its ‘fruit can take 
first place in com- 
petition with the, 
rest of the world. 
This is the fourth 
time that the prov- 
ince has carried off 
the gold medal, the 
premier honor of 
the Royal. Horticul- 
tural Society ex- 
hibition, 

On the first ocea- 
sion in 1904, only 
about 49 cases were 
taken to London, 
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Repressing 
The Writers 


By EDWARD CRANKSHAW 
from London 


dl gp saddest aspect of the Soviet Union 
after 50 years is the marked revival 
of the repressive activities of the 
Security Police, now called the KGB — 
it, indeed, the KGB can be separated 
from the ruling Communist party. Its 
latest master, Yuri Andropov, is a very 
senior party leader, hand in glove with 
Leonid Brezhnev, the First Secretary. 

The latest news is that the heat is 
being turned on the brilliant young 
genius, Andrei Voznesensky, whose new 
“sequences’’ of poems in Literary 
Gazette have come under the heaviest 
attack. They have also revived the 
scurrilous scandal campaign from which 
he has suffered so much in the past. 

As a direct result of his famous letter 
to Pravda, protesting at the behavior of 
““- Soviet Writers’ Union, he was 
pointedly left out of the long list of 
jubilee awards to practically every 
Soviet writer. He had flatly refused to 
apologize when told to do so. Instead he 
himself demanded an apology — which 
Was. not forthcoming. 

His new poems are, in essence, an 
anguished appeal for intellectual artistic 
freedom, One of them quotes almost 
directly from the letter to Pravda. 
Another celebrates the painter Fitonov, 
who painted, years ‘ago, rather in the 
manner of Paul Klee, and whose work 
the Leningrad city authorities have 
refused to put on show — although’ he 
fought for Leningrad in the war and died 
heroically in the siege. 

Vomnesensky’s reward fs to find the 
air thick with rumors about him — 
scandals contrived by the KGB, or 
literary colleagues under. the thumb of 
the KGB, in order ‘to discredit him in the 
eyes of his tens of thousands of 
impassioned admirers. As an example, 
nobody could be more deeply patriotic 
than Voznesensky shows himself in his 
poems, but it has been put about that he 
is trying to defect from the Soviet Union 


Cynicism 


It is hard to believe that Soviet 
authority can be influenced by Western 
opinion. Certainly it has behaved with 
open and heedless cynicism in the case 
of Gerald Brooke, paying no attention at 
all to foreign office protests. (Brooke is 
a British lecturer serving a five-year 
sentence in Russia for ‘“‘anti-Soviet 
activities.’’) But Brooke — being used as 
@ pawn in the espionage game — is a 
special case, ; 

Other things suggest that the Rus- 
sians, even in their present mood, do in 
fact pay some attention to appearances. 

Thus, while not all the protests in the 
world, including protests from important 
foreign Communists, could save the two 
writers, Sinyavsky and Daniel, from 
their mock trial to try to damp down 
protest — and with some success — by 
dropping hints that, if the fuss was 
allowed to die down, the two men would 
be quietly amnestied at the revolution 
anniversary. 4 

It is generally believed that the BBC 
was influenced by these unofficial 
Promises to postpone a television drama~ 
tizatiOn of the trial, which was shown 
Sunday. 

The promises, like all Sqviet promises. 
of this particular kind, were false. But 
the very fact that the Russians thought 
it worth making them fs significant. 


Again, et this moment and in great 


secrecy, a new trial is being prepared in 
Leningrad, at which 14 of 25 individuals 
arrested privately last March are to be 
arraigned. Efforts have been made to 
keep their names secret end their 
families have been threatened with dire 


The reasons for the secrecy appear to 
be to avoid stirring up public interest 


outside the U.S.S.R. until it is too 
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appears to be fighting for the younger, 
man. It is believed that he has sent a 


very strong letter to the Writers’ Union 


i 


. A New USS. President 


W ASHINGTON—The un- 
stated assumption of both the 
Johnson administration and of 
most of its critics is that a 
negotiated settlement of the 
Viemam war is probably 
unattainable before next 
November’s election, no 
matter. what the United States 
does in the interim. 

The poli tically-realistic 
assumption is that any ad- 
ministration that takes office 
in January, 1969, whether led 
by President Johnson, some 
other Democrat or a Republi- 
can, will have as its first 
order of business a strenous 
effort to wind up the military 
struggle on the best terms 
attainable. 
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Those ,two assumptions, 
though widely shared by the 
bipartisan political community 
of Washington, are not openly 
advertised, for a very good 
reason: they undercut the 
logic of much self-serving 
political debate. 

For example, it suits the 
President's pleasure from 
time to time to issue melo- 
dramatic invitations to Hanoi 
to come to the bargaining 
table. Such proposals are a 
useful garnish to his exhorta- 
tions to the American public 
to continue the struggle. 

So he calls for peace talks 
on neutral ships in neutral 
seas or other unlikely spots, 
as a rhetorical-political tactic, 
even though the professional 
judgment of his own advisers 
is that Hanoi is uninterested 


By DAVID 8, BRODER 


in negotiations. The best hope 
the administration experts see 
is that expressed the other 
day by vice-president Hubert 
H. Humphrey—that, without 
the formality of negotiations, 
Hanoi may simply begin 
easing off its military opera- 


tions, in hopes that we 
respond. 
Even that kind of un- 


negotiated deescalation 
seems unlikely. By the ad- 
ministration's own intelligence 
estimates, the enemy still has 
substantial uncommitted” re- 
serves of manpower and the 
Russians seem perfectly will- 


ing to keep supplying more 


and better arms. 

There is equal reason to 
doubt the claims of the 
“doves’’ that some. simple 
shift of American policy at 
this point would bring the 
Vietnam tragedy to a close. 
Some of them are honest 
enough to admit this. 

Retired Lt.-Gen. James 
Gavin said on his return from 
Vietnam that while he still 
favored cessation of. the 
bombing of North Vi , he 
no longer believed 4 even 
such a dramatic change of 
policy as that would induce 
Hanoi to negotiate before the 
election. Sen. Robert F. Ken- 
nedy and the leading Republi- 
can “‘doves’’ privately have 
the same belief—or fear, as 
they would put it. 

The,reason for. this feeling 


is, quite simply, that the 
leaders of Hanoi appear to 
have convinced themselves 
that there is a reasonable 
hope the United States would 
be easier to deal with, once 
the 1968 election is past. That 
hope is undoubtedly fed by the 
anti-war demonstrations in 
this country, and by the 
criticisms of the war from 
leading members of both 
parties. 


But it is disingenuous to the 
point of dishonesty for the 
President to suggest that it is 
only the dissent here that 
keeps Hanoi going. Even if 
there were no dissent, ~it 
would be apparent to anyone 
that Vietnam has become too 
costly in terms of American 
lives, money and interests for 
what it is worth. Except for 
the casualties, those costs can 
be disguised for a time by a 
President nearing the end of 
his termt. But he knows .as 
well as anyone that problems 
are mounting at home and 
abroad while American ener- 
gies and resources are con- 
sumed in Vietnam, 

To say, then, that the next 


‘president; whatever his name, 


will seek to liquidate the war, 
as his first order of business, 
is to say nothing more than 
that, being a rational man, he 
will want to remove the chief 
obstacle. to his administra- 
tion’s achieving any of its 
other objectives. 
The Washington Post! 


Lower's Autobiography: — 


‘The Book Is the Man’ 


b By DOUGLAS FISHER. and HARRY S. CROWE 


Canadian historian Arthur R. M. Lower has 
¢alled his autobiography My First Seventy- 
Five Years, The title is typical of the man, 
and as is the objective of an autobiography, 
the book is the man. . 

Published this week by 
Macmillan of Canada, My 
First Séveny-Five Years is 
fascinating, informed, eclec- 
tic, irreverent, homespun 
and intellectual, often dog- 
matic — even outrageous, 
and never dull. 

Professor Lower is an 
outstanding teacher. Count- 
less” other former . students 
of his will join = in 
testimony to that. But throughout his life he 
has been much more than a dedicated and 
provocative professor of history. 

As a consequence his autobiography jis a 
kind of personal social and political history of 
Canada during his adult years. 

The range is remarkable. On one page 
there is the account of how the late Trygve 
Oleson, who became a medievalist with an 
international reputation, was interviewed for a 
job at Brandon College- in 
Manitoba, queried about 
his political views (“Are 
you a OCFer?’’) and not 
about his scholarship, and 
not hired. 

On another page ‘there 
fis an account of Professor 
crusade 


Fisher 


the war. against Hitler. 

Of course, there is the 
usual academic misconception of the influence 
which one can have from a university upon 
governments and directly upon society. 

But .to say this is to say no more than that 
he is an academic. It is a healthy form of self- 
delusion. It tends to make most professors 
more responsbile. It gives them a drive in the 
application of their discipline to current 
problems. 

When an historian becomes an autobiogra- 


pher he becomes a Herodotus, writing on the 
basis of personal experience, the eyewitness to 


everts, ard not the researcher analyzing 
documents, newspapers. and other written 
sources. 


Besides personal observations there are 
innumerable personal judgments. Of Lester 
Pearson, written before he became . Liberal 
leaders. 

** ‘Mike’ laughed and agreed. He always 
laughs. and he always agrees. A man of 
undoubted good intentions, possibly overly 
amiable; of very good, quick intelligence but 
not ponderous or deep. Too much of an expert 
in foreign affairs for his own good ... But I 
would rather see him PM than any other of 
the present lot.” 

Of Walter Gordon: ‘I found him an amiable 
person, but he never left an impression of 
force and little of ability.” ; 


* * * 


Prof. Lower consciously sought to influence 
the course of events by letter writing to 
politicians of all parties, especially the party in 
power, and to former students many of whom 
were in positions of importance, in Ottawa and 
elsewhere. . 

He had favorites in all parties — Brooke 
Claxton, M. J. Coldwell, J. M. Macdonnell, and 
John Diefenbaker on the Bill of Rights which 
was one of Prof. Lower'’s most persistent 
crusades. 

There emerges. a fairly clear pattern of 
working through the small ‘1’ liberals of all 
parties. 

For the Canadian reader it is a hopeful 
even if repmving book. His judgnmient of our 
leadership is severe: 

“Tt is unfortunate that Canadian politicians 
average out so small. Small and petty men, 
who snarl] at each other in schoolyard attitudes 
across the floor of the House. You would think 
that this big country would produce bigger 
men.’ 

‘And for ari author of 75 it is startlingly 
young and modern. The last words of the book 
read:_‘I look toward the door..I cannot see 
round the door. I am not over-much concerned 
with what is at the other side of the door.” 


Many Creatures Find Mud 
A Satisfying Environment 


By DE. CLIFFORD CARL 
Director, Provincial Museum 


Mud must. be a very satisfying substance in 
which to live judging by the number of 
inhabitants. one finds in such environments. 
Since it is plastic, and yet tends to’ hold its 
shape, permanent . burrows 
can be dug in it with ease, 
and since it is largely 
composed of fine silt-like 
material with little or no 
destructive abrasive quali- 
ties it is no serious threat 
to gills and other delicate 
parts of an organism. 
Finally. it tends to collect 
in quiet .water where ‘it 
receives a generous ‘“‘fall- 
out" of all kinds of finely 
divided organic material which makes excel- 
“Jent fodder for any animal that chooses to live 
in the *same_environment. 

Presumedly for these reasons a host of 
diverse kinds of animals live in or on muddy 
bottoms in beth salt water and fresh and again 


the crustacea are pe Byes 


shrimp, These creatures live in permanent 
excavations which they dig in the inter-tidal 
area and probably in deeper water as well. 
The tumnels "sually have two entrances in a U- 
shaped or Y-shaped plan so that circulation 
can be maintained and one arm can be used as 
an emergency exit. 


‘i a Se 


‘The two-inch long mud-shrimp is a dull 


 eolotted creature, shrimp-like in form and with 


a of well-developed pincers that can be 


Hair-like processes on certain parts prevent 
silt and other debris from clogging the gills 
and other working parts. 

The ghost-shrimp is similar in general body, 


plan but usually larger and of a-pale‘color with 
a translucent quality, hence its nate. It 
differs also in having greatly exaggerated 
pincers, especially in the male, one of them 
very much bigger than the other. This 
enlarged “hand” is a very useful digging tool 
and it can also be used.to shove mud out of 
the burrow and to block the entrance when 
necessary. A further adaptation to tunnel life 
is found in the animal's ability toe change 
direction by performing a neat somersault 
within the narrow confines of the burrow. 


x k * ‘ 


Higher up the ‘beach where mud banks 
overhang small tidal channels shore crabs may 
take tip residence in excavations in the water 


worn surface. Ordinarily these members of the 


crab tribe»-hide' ‘under boulders and other 
objects that provide cover but when crevices 


are available in hard mud in the intertidal ~ 


zone they are quick to move in and to enlarge 
the quarters to suit their need. Often they take 
up their position at the entrance of each 
burrow from which they get a crab’s eye view 
of the surrounding area and from which they 
can scuttle to the innermost recesses at the 
least sign of danger. 

Even modern styroloam “logs” used to 
buoy up marina floats sometimes acquire 
inmates in the form of crabs. Occasionally 
where the surface of the plastic_has become 
dentdd or abrased a crab will move in and 
proceed to arge the hole, A_ serious 
reduction in buoyancy results if much of the 
log is eroded away in this manner, 

Muddy areas in fresh water also provide 
shelter for many creatures including some of 
the crustacea. Chief one here is the crayfish 
which looks like a lobster in miniature. Many 
of them burrow into banks for shelter by day 
venturing out only at night to forage in the 
vicinity. However, mud is not a necessity for 
these versatile creatures; they seem to thrive 
equally well in streams and in some lakes 
where mud is entirely absent. — 


~ UN Peace-Keeping 


By ROBERT STEPHENS 


NICOSIA—War is infectious, especially when the 


strong get impatient and they feel the international 


brakes are’ loosening. 

One wonders whether the 
Cyprus conflict would have 
swelled so suddenly into war- 
like dimensions from a small 
beginning but for the Middle 
East war in June. Like the 
Arab-Israeli dispute, the 
Cyprus crisis has escalated 

' because the initial clash took 
place against a background of 
years of military friction and 
political stalemate. 

At the very humble begin- 
ning in two small villages in 
central Cyprus, the Turkish 
Cypriots were at fault. They 
tried to change to their 
advantage a local security 
arrangement that had been 
agreed with the UN. 

But the Greek Cypriots then 
made a more foolish error. 
They attempted to re-establish 
the status quo by a massive 
show of force, instead of 
continuing .the negotiations, 
which were already showing 
signs of Turkish readiness to 
compromise, through the UN. 

They thus stirred the whole 
question of the present secu- 
rity and future status of the 
Turkish Cypriot community. 

Now the mainland Turks, 


PRESIDENT MAKARIOS 
. «» wants it both ways 


who had appeared , increas- 
ingly indifferent to the Cyprus 
issue, have been aroused by 
the killing of 24 Turkish 
Cypriots by the Greek Cypriot 
national guard. 

The Turkish government is 
demanding measures to erm 
sure the security of the 
Turkish Cypriots which would 
‘amount to a de facto political 
settlement on partition lines. 
They have asked for—and 
‘seem to have received—the 
departure of General Grivas 
from Cyprus. 


Try for Wider 


Settlement 

The Turkish government,. 
having stopped the local battle 
in Cyprus by an ultimatum to 
Greece, appears suddenly to 
have come to the conclusion 
that the international situation 
is now propitious for an 
attempt to force a wider 
settlement and possibly a 

final partition ofthe island. 
They see a weak goverm 
ment in Athens, isolated be- 
“~eause of its dictatorial be- 
havior, and hated by Russia. 


They may now feel that the - 


‘Russians are not anxious to 
upset .Turkey, whom they 
have beén wooing recently. 
They may calculate that the 
Americans, absorbed in Viet- 


Stagnation Seen 


would lead to a 
in the 


He probably wanted both. 
Officially he wanted ‘“un- 
trammelied independence,” so 


that the Greek Cypriots could 
choose Enosis or reject it as 


they wished, In other .words, 
he wanted Enosis, but on his 


army in Cyprus because, 
without a firm Greek com- 
mitment, the Greek Cypriots 
could not stand up to Turkish 
pressure. 

But he did not - want* the 
Greek government in a posi- 
tion to overrule his local 
authority or force him to 
accept a settlement negotiated 
over his head with Turkey on 
any—basis that smacked of 
partition. For he was stub- 
bornly opposed to any agree- 
ments that would legitimize a 
permanent Turkish military 
or political or sovereignty in 
Cyprus. 


Turks Want 
Double Enosis 


The Turks really want a 
straightforward partition of 
the~isand between Greece and 
Turkey, what they call 
“double Enosis,’* with an 
exchange of populations if 
necessary. But they were 
prepared to discuss a sover- 
eign base area, provided it 
were large enough’ to give 
sanctuary in an emergency 
for Turkish Cypriots outside 
it. 

Partition would be bad for 
Cyprus. It would involve a 
substantial upheaval of popula- 
tions and leave a constant 
source of friction. 

But what other solution is 
there? Another proposal 
already on the table is 
contained in the report of the 
United Nations mediator, Galo 
Plaza, made at the beginning 
of 1965. He suggested an 
independent Cyprus which 


neutral and demilitarized. 


_ No Protection 
For the Turks 


The Plaza plan would have 
been acceptable to Makarios, 
with some reservations about 
the Enosis clause. But it was 
denounced by Turkéy. She 
said it would have provided no 
physical protection for the 
Turkish Cypriots, and insuffi- 
cient recgnition of their 
desire for a separate political 
identity. 

Admittedly, faith in the UN 
is now at a low.ebb in the 
Near East. Until its’ peace- 
keeping forces have a 
strengthened mandate from 
the great powers, this lack of 
confidence is inevitable. 

Yet the fact remains that 
where there is a dangerous 
political stalemate, a moving 


demilitarization of explosive 
areas under UN control is the 


only real alternative to war or « 
to radical territorial changes — 


accepted under duress which 
are bound to lay the seeds of 
future, 

violence. 


(Landon Observer Service) 


oe 


and perhaps worse, - 


-TOKYO—As the United Na- 
tions debate on China rumbled 
along this week to-its foregone 
conclusion to exclude the 
mainland government, a third 
party watched from the side- 
lines and wished a plague on 
both the Nationalist andthe 
Communist Chinese. 

This is the Taiwan Indepen- 
dence Movement, a group of 
native-born Taiwanese who 
want to see their island home 
a free and sovereign nation 
out from under Chinese rule 
and with its own seat in the 
UN. 
A spokesman for the move- 
ment here said that the 
Taiwanese know it is politi- 
cally impossible for Taiwan to 
gain a seat in its own right 
any time soon and therefore 
they support a “‘Two Chinas’’ 
policy to make distinct the 
separation of Taiwan from 
mainland .control. 

Ng Yu-zin, a leader of the 
movement here, stressed that 
his group is neither Commu- 
nist nor sympathetic to the 
Peking regime. They hope 


Peking can be admitted with- _ 


out the Nationalist Chinese 
delegates being excluded as 
they expect one day to inherit 
the seat from the government 
of President Chiang Kai-shek. 

No one stood up to speak for 
the Taiwanese in this week’s 
debate but they are not going 
unheard. Ng said that his 
group has sent letters outlining 
their stand to every. delega- 


tion, the foreign minister of 


every member. country, and 
the ambassadors here in 
Tokyo of all UN members. 


Protest Visit 


Ng also said that his 
movement has begun a pro- 
test campaign to oppose the 
visit to Japan planned by 
Defence Minister Chiang 
Ching-Kuo, Chiang’s son and 
heir apparent. The. younger 
Chiang, invited by P lex 
Eisaku Sato during a recent 
visit to Taiwan, is scheduled 
to arrive today for about 10 


. days. 


The Taiwan Independence 


Movement, like much of Asian 


,future action, including pos- 


sibly a military uprising 


“among the 11 million Tai- 


wanese against the 2 million 
mainland Chinese who control 
Taiwan. 

Ng claimed that financial 
support for his group comes 
from the 25,000 Taiwanese in 
Tokyo, many of whom are 
middle class business or pro- 
fessidhal men. ; 

Here in Tokyo,-perhaps the 
more active and outspoken 
group is the United Young 
Formosans for Independence, 
of which businessman Richard 
Koo, is leader and Ng . pub- 
lisher of propaganda organs. 

Ng said his movement has 
two aims, one inside Taiwan, 


ee 
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Taiwan Nationalists - 


Must End Vietnam War Need Demonstrated ike Two-China Idea 
_In Cyprus Struggle 


By RICHARD HALLORAN 
have’ almost no say in political 
decisions, 

His group publishes -a 
magazine that is smuggled 
into Taiwan and tries to keep 
in touch with sympathizers 
there. He admits it is difficult 
because of the police repres- 
sions of the Nationalist Chi- 
nese government. . . 

Outside Taiwan, the move- 
ment is coneentrating on 


making its views known to try 
to prevent Taiwan from. slip- 
ping under Communist con- 
trol. Ng said they are concen- 
trating on propaganda in the 
U.S. to lessen American sup- 


CHIANG CHING-KUO 
. « » heir apparent 


port fer the Chiang govern- 
ment and his successors. Ng 
said that if the Taiwanese 
revolt. against the Chinese, 


their cause would be hopeless - 


if the U.S. backed Chiang. 

Ng said that timing is all 
important to their movement. 
Besides watching de velo.p- 
ments in the United Nations, 
the movement is waiting for 
the death of Chiang, now 81. 

Chiang holds his regime 


together largely by his per- 
sonal Jeadershi#f and when he 
passes, the factional infighting 
within the Kuoming- 
tang, “plus the grievances of 
the Taiwanese will come to 
the surface and give the 
independence movement an 


policy that might 
American -military 
Chiang. 

They particularly would like 
the 'U.S. force the 


aid to 


and Matsu, which would break 
another link to the mainland 
and eliminate a possible fric- 

that would embroil the 


. Not a Threat 

Ng admitted that the Tai- 
wan Independence Movement 
is not strong enough to be a 
genuine threat to the Chiang 
government at the moment. 
Nonetheless, they are closely 
watched by Taipei, Two stu- 
dents from Tokyo University, 
home on holiday last sum- 
mer were arrested and tried 
secretly for participating in 
the movement, as was a 
gradyate student who had 
been studying at the Uni- 
versity of Wisconsin in the 
U.S. Outside of Tokyo, Tai- 
wanese students in America 
are the main element in the 
movement, : 

The Chinese demonstrate 
their sensitivity to the subject 
whenever an American visits 
Taiwan. He is constantly 
persuaded that there are no’ 


govel 
maintains that the Chinese 
and Taiwanese are the same 
people. 


True Successors to Nazis 
Stutigarter Zeitung = 


The National Democratic 
Party (NPD) is proud of its 
modern image. What the Bonn 
Establishment is for Adolf von 
Thadden the Weimar appease- 
ment. podliticians were for 
Adolf Hitler. ‘ 

The Establishment is the 
reot of all evil, and it is 
essentiall to hold it at-arm’s 
length. 

Obediently ‘1,500 delegates 
sat through the debate in 
Hanover on whether a party 
program should be put to the 
vote, even though’ the hands of . 
the clock had crept well past 
the Establishment dining 
hour. This country’s future 
was not to be jeopardized by 
NPD-delegates’ hunger pangs. 


j e 

The! debate | demonstrated 
how difficult is is to be 
“German-National” and 
democratic at one and the 
same time. Being ‘German 
National” calls for close-knit: 
ranks and manifest solidarity. 
Being democratic implies giv- 


Inside Taiwan, Ng said, his ing consideration to minority 


& 


views. 
Where tolerance thrives 


This advertisement is not published or displayed by the Liquor Control Board or by the Government of British Columbia. 


In this way it is the true 
successor of the National 
Socialist German Workers 
Party (NSDAP), far more so 
than the details of its political 
objectives suggest. © 
The NPD opposes the crim!- 
nal division. of Germany,_as if 
other political parties in this 
country favored -this. “The 
NPD does so as if by merely’ 
opposing the problem would 
be solved. 


They have suggested that 
foreign troops stationed in this 
country should be withdrawn. 
The Bonn Establishment has 
failed to bring this about, 
then, the logic goes, vote NPD 
and the Russians and Ameri-' 
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BIG PRICE 
REDUCTION 


Similar Values at All Our Stores 
All Items Fully Guarazteed 
Use Your Credit! Shop! Save! 


a 


COLOR TELEVISION 


Famous Name Colour TV 


Large 25” screens. 
Transformer powered chassis. 


Various styles and finishes. 

Floor samples and demonstrator models. 
© All complete with’ 1 yéar in~the home service 
_ . guarantee. 699° 
CLEARANCE PRICE 


Admiral 25” Colour “Instant Play” 


© 26,000-volt transformer-powered chassis. 
® Pre-set fine tuning. 

® Exclusive color fidelity control. 

® Tiluminated channel indicator. 


® Walnut finish. 88 - 
CLEARANCE. PRICE: ........--.-.--.2-------< 748 


CONSOLE Ba W TV 


Admiral 23” Console 


® “Instant Play.’’ 
® Stay-set volume control. 
® Contemporary styling. 
® Walnut fiinsh. 
8 only! 
CLEARANCE, PRICE -_...-.- 


Vitae slik 


Philco 23” TV yay 


*. Transformer-powered chassis. 
© Pre-set fine tuning. 
® Solid state signal system. 


®* Direct vision ‘picture tube. 273" 
CLEARANCE PRICE... -.-----..5..........-..- 


PORTABLE TV 


Admiral Wide Angie ig” 


* Instant play. 

e Pre-set | fine tuning. 

© Telescopic antenna. 

® Direct vision picture tube. 


Westinghouse Instant-On 12” Portable TV 


© Front mounted speaker. 

® Telescopic antenna. 

® Solid state power supply. : 1 = 
CLEARANCE PRICE -.......-2..-..----.------- 


Fonovox AM/FM ~ 


* Fully automatic BSR changer. 
*® Balance speaker system. 


Electrohome “Capilano” 

Offers superb performance! ’ 

* AM/FM/FM stereo. 

® Six-speaker sound system. 

© Powerful solid state chassis. 

© Contemporary - styling. *t j 
® Walnut cabinet with Duradpil finish. 428° 
CLEARANCE PRICE. ........-2...-.-.......... 


Electrohome “Mandalay” 


* AM/FM/AM stereo, 
© Fully automatic Garrard changer. 
© Record storage space 


. EA uo iat eh .00 
CLEARANCE PRICE .-....-.......2-.. 269 


, 


SS Sg Ep LE IED REA 


t 
i 


5! 


2 BIG DAYS 
Fri. “til 9, Sat. Only 


Limited Quantities — Subject to Prior Sale 


WASHERS 


Inglis 3-Cycle 


© Super wash cycle. 


® 5 wash and rinse temperature seelctions. 
® 9 separate rinses. 

® Positive fill control. 253° 
CLEARANCE PRICE____ 


Inglis 4-Gycle 

® Regular and delicate cycles. 

® Automatic super wash cycle. : 

© Infinite water level control. . 

© 5 automatic wash and rinse temperature selections. oni 
® Dispens: ter. . 
CLEARANCE PRICE...-.....-...----.----- envy. 288 


Inglis Electric 


® All fabric drying. 

© Permanent press cycle. 

© Lint filter. 

© Infinite heat control. 

® Automatic door shut-off. 
CLEARANCE ‘PRICE... _____- 


Inglis “Superb” Dryer 


® Infinite heat control. 

® Permanent press, wash and wear cycle. 
® Safety door shut-off. 

® Lint screen. 

CLEARANCE PRICE_.-....- 


WRINGER WASHERS 


McGlary Easy 

© Water flow action. 

24 _— ene’ ene release. 
st emptying 

° ates size tub. 148° 

CLEARANCE PRICE..-...........--------------. ‘ 


REFRIGERATORS | 


198" 


‘McClary Easy Frost Free 


© 12 cu. ft. 

@ Large capacity freezer. 

® De luxe door storage, 

*® Twin crispers. 

® Magnetic Tabor seals. Y 318 
CLEARANCE PRICE... -s:..:-----<..--------<-- 


Admiral 10 cu. ft. 


Speeoer. 


e > rake 
with ion storage. 


Admiral 13 cu. ft. 


® Dial defrost. 
® Glide out shelves. 


FREEZERS 


Admiral Chest Models 


* Storage baskets. ' 

® Built-in lock and warning signal light. 
* Counter balanced lid. 

® Interior le 

© S-vear spoilage warranty. 

Cc 


(LEARANCE PRICE 
15 cu. ft 198**:, is: n 2ES*.. eu. ft. 248*° 
Choose from other, famous name: fréezers, Various sizes 
greatly reduced co gl ; 


Eureka De Luxe _— 


® Powerful motor, 
® Suction regulator. 
® Tool caddy. 
* Disposable bags. 
© Complete with dé luxe’ tools. 83** 


Hoover Polisher 
floating action. Complete with 2 “aa 


Two-brush model with 
applicators, 2 felt and 2 lambswool pads. Does 
an excellent job. CLEARANCE PRICE _.........-- 


SEWING MACHINE 


Brother Zig Zag 


® Sews on buttons, button holes. 


® Darns, mends, appliques. 

® Semi-automatic bobbin winder. 
® Complete with accessories. 
CLEARANCE: PRICE 


Famous name-sewing machine; various models: Zig Zag, 
straight sew, automatics. Sharply reduced to clear. 


Admiral Portable 


® Automatic detergent dispenser. 
“® Built-in miniature food disposer. 
© Powerful whisper-quiet motor, 
CLEARANCE PRICE 


Kitchen Aid Portable 


® Automatic lift-top rack. 

® 4-way hydro-sweéep washing action. 

® Stainless steel sani-guard filtering. 

® Push-button operation. 2983" 
CLEARANCE PRICE..-...........:.--...--.2.. ¢, 


RANGES 


Moffat De Luxe 30” Electric Range 


Fully automatic clock-controlled oven, removable oven door 
with see-thru window, illuminated céntroi-panel. 2 58:** 
CLEARANCE PRICE...-. ME Ents Sena a tee tes 


Admiral 22” Electric Range 


® Infinite heat controlled elements. 
® Slimline built-in styling. 


CLEARANCE PRICE. 0--2---coees---ooe-- 148° 


Westinghouse 30” Electric Range 


® Fully automatic clock-controlléd oven. 


© Infinite heat controlled elements. 
© Rottisserie. 
® Lift-off oven door with see-thru window. 


CLEARANCE PRICE..--: 


Admiral Stereo —. 


® Solid sta 
© Twin detachable ecko units. = = 
® Fully automatic c 


RCA Victor Stereo Portable 


ss Garrard 3000 record changer. 
® Solid state chassis. 

* Twin. detachable speaker units, each containing two 
speakers. 

® Input jack for electric guitar or PA system. 


* Stereo rao ged jack for headphones. 1 49** 
CLEARANCE PRICE. -.....-/-..0.--.--..---+.- 


Many other famous-name record players, includirig Mono, ; 
Stereo, Automatic and Monoral, all greatly reduced to clear.” 


Popular 8-Transistor 
° Compact with good reception and tone. Built-in 


5 Red 


RCA Victor Clock Radio 


Wakes ore ge Lao with good, . cl 
bas mB c g lear sites ss 
CLEARANCE roe. RAR Sieh oir Y Sepeere 


Weebenss 


‘Woodward’ s Mayfair Phone 386-3322, Cobble Hill, Duncan, Ganges, Gulf dands, pare River, Zenith 6544 (Toll Free). Store deity 9: 30 a.m, to-6 p.m. : 
Evening shopping Thursdays and Fridays ‘til 9. Open Mondays. 
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TV DEBATE 


Thomson Backs 
His Spy Report 


LONDON (CP) — Lord Thom-| 
son says neither The Times nor 
The Sunday Times would 
publish the memoirs of Kim 
Philby, the British secret serv- 
ice man who spied for the So- 
viet Union for 30 years. 


“We would not pay for them] 
or even run them for nothing,” 
the Canadian-born publisher 
said in a television discussion 
Wednesday night, “They would 
be propaganda." 


He denied the accusatiéns of 
George Wigg, formerly Prime 
Minister Wilson's unofficial aide 
on security matters, that the re- 
cent Sunday Times investigation 
into the Philby affair had 
harmed British intelligence. 


“There was nothing in it that 
the Russians didn’t 
Thomson said as he and Wigg, 
now a_ peer, clashed verbal 
swords on a commercial TV} 
program with David Frost as 
moderater, Thomson hit back at 
Wigg'’s suggestion that his pa- 
pers were just chasing circula- 
tion and that the story was old 
hat-anyway. 

"You -just don’t know what 
you're talking about—I’ve ob-| 
served that on other occasions,’'| 


knees,” | 


Thomson told Wigg. 
“Until we broke this story the} 


tion by a Sunday Times team of| 


reporters, 
“You know it’s not true that 
the story helped the Russians. 


|We never: talked to Philby for| 


one minute.” 


Earlier Wigg lashed’ out at 
Thomson's concepts of running 
newspapers for. business mo- 
tives. The press, 
had responsibilities in a democ- 
racy just as government did. 

“He's a Canadian who came 
over here to acquire newspa- 
pers—I happen to be English 
and -I- don't accept his view 
about democracy.” 


Thomson ‘said The Sunday 
Times was a “public servige en- 
terprise and we endeavor to 
make a reasonable mpotigconsie- 
tent with the needs of thé public 


and our employees. This is the! 


way business is. conducted.” 
The only alternative, he said 
was a government press, taking 
its dictation and covering up its 
mistakes. 
At the start of the program, 
|with Wigg clearly on the attack, 


| Thomson remarked to Frost: 


“George tonight. is perfectly 
sober, so I'm quite certain I 
won't be insulted.” 

The aside was clearly a dou- 
|ble-meaning slap at another 


people of this country weren’t/George—Foreign Secretary 


aware of it.”’ 
The story. had resulted from| 
careful and lengthy investi: 


For 


‘ly. embroidered, 


lined’ on all. sides. 
Sale Price, each - 


or green. , 


Window Box of two — Beautiful- 
lavishly lace 
From Switzerland. 


Hand Embroidery — Exquisitely 
done in China, on sheer linen, out- 


DE LUXE “SAMSONITE” 
5-PIECE CARD TABLE SET 


A gift that will see plenty of use as an auxiliary table set 
as well as for card playing.. The standard sized table has a 
vinyl top to match the vinyl-upholstered contour - backed 
chairs. All pieces fold compactly. The tubular steel legs and 
frames are finished in baked enamel. 
SALE PRICE 


Brown—who recently exploded 
at Thomson while he was the 
Canadian’s guest at a dinner. 


Your 


Christmas Gilts 


79° 


3 for 2.29 


| 


in -his_ view, |: 


Shop at Woodward's 


Antique white, "4g* 


ESQUIMALT | 
SHIPS JOIN | 
AMERICANS’ 


Four Esquimalt-based de-/| 
stroyer-escorts are taking| 
part im initial stages of ma-| 
jor fleet manoeuvres of the| 
United States Navy off the) 
southern California coast. 
-HMCS Yukon, Saskatche- 
wan, St, Croix and Qu’Appelle 
are engaged in exercises in- 
volving 24,000 men in 45 ships, 
six air units and a U.S. Ma-| 
rine Corps expeditionary bri-| 
gade. 

Knoown as Exercise Lotus, 
the manoeuvres involve sur- 
face-to-air missile firing, 
rocket and bomb attacks, sur- 


face gunnery and naval air 
strikes. 
Yukon and St. Croix. are 


winding up a training cruise 
to Australia and New Zealand. 
The four Canadian ships will 
return here Dec. 5. 


MMMM 


TRIUMPH 


SPITFIRE MARK Ill 


Te 


At Victoria’s 
Import Car Showplace 


CODEC DEORE REO EbORE DEERE 


Week Nights Till 9 p.m. 
PUCULERULETEDEU REST EDAD EES 


Warm, Cheery Ways to Wish Her Merry 


Feminine and gay, pretty and bright Festive Slippers from the merriest 
Collection you ever did see — here at- Woodward’s. 


Braided Italian 


attain 
Ae a stl ; 


en ec 
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For Consistent Results 


Glamorous at - home fashion. Spool heel. Sather 


sole. 


Swiss Lawn — Attractively boxed, 
soft textured cotton with: colourful 
floral embroideries. 

Sale Price, box 


Fine Linens — With a fii 


Walnut 
ish, soli 


CELLARETTE 


arborite liner, brass pulls. 
cious well, hydraulic top lid. With 
magnetic catch. 
SALE PRICE ._< 


Gift-Boxed Trio—Made in Ireland. 
Generously bordered in lace, en- 
riched -with pretty embroidered 
corner. 

Sale Price, box of 3 


Dainty — Hand embroidered .on 
snowy white cotton. Hand-rolled 


en 


‘verieer, stain-resistant fin- 


id top sides and doors, with 


Spa- 


89” 


“Tease” by Kaufman 
Brocaded upper with a 5 
warm, fluffy cuff. Pafr -- 


Woodward's Ladies’ Shoes, 
~ Main Floor 


A. brilliant’ accent that 
/adds colour and spirit to 
what you wear during the 
festive holiday 59° 
season. “Each _-_-: 


Charming Touch — To tuck in a 
Christmas card. White cotton with 
Swiss coloured embroidery, scal- 
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- Be firm: 
«Beefeater 


-Gin so . 

smooth 

you could 

drink it 
neat. 


Beefeater 


The Imported London Gin. 


ADVERTISE CONSISTENTLY! 


Appliances 


You can’t beat Woodsonia when it 
-comes to lasting service and value! 


WOODSONITA 


Automatic- Toaster 


A gift the hostess | will appreciate for years! Pop-up 
toaster in dependable ‘‘Woodsonia’”’ brand, Sets for 
teasting from i: to dark. Guaranteed 

for one year, Price 


WOODBONDA 
Automatic 10/2” Frying Pan 


‘A wonderful gift for your own kitchen or for-a hostess 
on your list who's always, wanted one! Heavy alumi- 
num pan that’s completely immersible for easy wash- 
ing. Fry-guide on handle, vented cover. 


PHONE, WRITE OR SHOP IN PERSON! 


+4 


Woodward's Housewares, Main Floor 


Us 


| De Luxe 5-pee. - 
BRIDGE SET | 


It’s called.a Bridge Set—but every homemaker knows 
what ‘an asset it is to have an extra foldaway table 
and four extra folding chairs. A grand investment 
for your own home. This well-mde set. by Cooey in- 
~“ cludes a table approx, 30” square, 24” high with a 
plastic-covered reinforced plywood top and metal legs, 
plus four metal chairs with padded seats and backs 
that fold flat for storage. 


Sale Price, 
Sat 3b 


No Down Payment—5.00 Monthly 


oan =A 


Woodward's Furpiture, Second Floor, 
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\ 
AS Co-ordinated, attractive frontal appearance, is important in 
\ today’s well-groomed man and the co-ordinated tie and 
ankie set. will do the job every time. Now... at timely 
savings, choose from these exciting all-silk ties and hankies ~~~ 
in beatiful paisley designs.-Choose two sets for even greater 


savings. YA Woodward Special, set_.-_.2.--_2-2---------. 
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Long Sleeve. : 
Perma-Iron Shirts / @ fy | 


An ideal gift .. . Perma-Iron ‘dres# shirts ..... ' ‘ : 
Sanforized - plus fer a perfect gift, and iron- 4 - - 
free. 65% Fortrel and 35% cotton. White. ; a 


Neck sizes 141 to 1714 and sleeve sizes 32 to oe 
35. Each we mee + ee oe ee aoe F; : ; F ‘ 


With Zip-Out Y | y. | 
Orion Pile 7 if 
Lining a a ; 


> 88 Perfect Stocking Fillers “QQ /A 
g = Linen Hankies and Tie Tacs = : 


Men's Tie Tacs and Bars 


Ideal for that little extra gift, men's 
tie tacks and tie. bars, plain or with 
a stone. Tie tacks in colour and . 


vik * silver colour, Tie bars in gold only. @ .19_ 
Sale Priee, box of 3, Initial --- Rats Price, each * 


Scotchgard “ ' Plain 1.00 : : 
treated for rein a Woodward's Men's Furnishings, Main Floor 
and stain i * 
repellency, , 


® A blend of 65% 
Polyester and 
35% combed 
cotton, 


Coat itself is 
machine wash- 
able—Save 
dry-cleaning bills 


U 


+ - 2 Z 
Smart split- ‘ 4 k Sin ee q 
raglan shoulders 3 A a 7. ; 
for.easy action 


Navy or tan : } ‘ ‘i 1A .  & : 
Sizes: Regular \ q : ‘ a °) Sy eee ; . arg 


36 to 46; tall , i 
38 to 46; t 4 cs ae 4 i a 


< Woodpress Jaen 


Joodward’s Men’s Clothing, Main Floor ‘ - : : f & 


* 


Woodward's Mayfair Phone 386-3322, Cobble Hill, Duncan, Ganges, Gulf Islands, Jordan River, Zenith 6544 (Toll Free). Store hours: 9:30 a.m. t0 6 pum. | 
Evening shopping Thursdays and Fridays ‘til 9, Open Mondays. 


COT rn ees at are . 
Panes ~: A i pie 


aa 


2 
—_ — 


Contin skyways. 


delegates 
| such as 


The birds panic and -trample 


David Groos, MP for Victoria, 
w who | Was present at the session, |wide along the flight path. 


And they also requested that|backed the resolution. 
“‘pang" at the Canadian Air Carriers be re-| 
3.C, Federation of Agriculture|quired to keep‘ Canadian-owned|he said, 
convention here Wednesday. 

Farmers were up_in 
over U.S. government plans to| The 
super-sonic transport over|farmers is that sonic booms can| noise on their own soil,’ 
le ause turkey and mink losses, as!one grower: 


unanimously|well as damage to property, | Ed Pratt of White 
9 wsed a resolution request 


the federal government to vig P| 
ously protest to theU.S. govern- le ach other to death. 
ment the use of SS transport 
over Canada. 


|within the next few years.” 
reason for . concern of| 


broken windows. pointed out that 


<osTes 
canapa} all your cards will get 


Post _ 
FOR POSTAL INFORMATION 


“This is a timely resolution,” 
“because sonic booms |to be, he said. 
SS transport .below the speed. of!may become a major problem 
arms Sound ever Canadian soil. 


an aircraft! 


Sonic Booms Irk B.C. Farmers 


The problem of sonic . booms} 


The larger the-aircraft, 
exploded with a 


is estimated 


boom,”” 


larger the “* 


said. “They 


| se cretary of air. 


e 


t 


Be a master Christmas card-sender 


use the green and white 
speed labels 
to bundle your cards 


there faster 


SEE THE YELLOW PAGES OF YOUR TELEPHONE BOOK 


WEEKEND BARGAI 


Weather Strip, 3 Sets for $3.95 
Louvered Shutters 
* 12”x36”___.$3.00 each and up 
Totem Logs ------ 12 for 


FIRST LINE 


9x9 Lino Tiles, each --_- 
9x9 Vinyl Tiles, each-_- 


12x12 Vinyl Tiles, each- 


4x8 sheets, each_______ 


Reg. $10.95. Tongue and groove 


64 sq. ft. No, 1 carton,’12x12, 12x24, 16x16. 


CUBBO 


1720 COOK STREET 


GLIDDEN PAINTS--50°% OFF 
¢ 


ARBORITE 


4x8 Sheets, Sale, each__ 


DECOLA 


Import Type of Arborite, $4 3° 


LUMBER and BUILDING SUPPLIES 


NS | STEEL GARAGE DOORS 


2 Aluminum Doors, each, $24.95 REG. SALE 
oye oneal yeceragalal $20.00 7.6x6.6 __-$79.95 $69.95 
ments, each_______ A 

Ladders—14 Ft, straight, $12.95 | 20*62--- 75.00 64.95 

16 Ft., straight ______- $18.95 8.0x6.6 ___ 75.00 64.95 
Work Benches, 6 Ft..... $9.95 8.0x6.8 ___ 75.00 64.95 
Kayak Kits, 8 Ft._----- $15.95 8.0x7.0 _.. 75.00 64.95 
Concrete Incinerators. _._ $13.95 9.0x6.6 ___ 79.00 69.95 


9.0x7.0 _._ 79.00 


Installation Approx. $10.00 
(windows extra) 


90¢ 


QUALITY 


Bargain 


$049 


SALE 


white ceiling tile, 


TABLES 


(Unpainted) 


Complete—Legs, Tops, Bats, 
Nets, Balle, ete, 


25 Pes. 


even if ir home is 
full details. 


SUPPLIES 


OPEN SIX DAYS EACH WEEK 


SHOPMATE 


POWER TOOLS 


A factory representative will be at 


Cubbon on Cook 


. To demonstrate these versatile and 
dependable tools. 


GOLD NUGGET INSULATION 


Saves money in winter .. 


: Keeps home cool in sulainest C 
Bag covers 17 sq. ft., 2” thick. 


EASY FINANCING 


Home improvements can be easily financed on a 
ne mroney down basis with up to 5 years to. pay 


ON 
cook 


Prices 20% OFF! 


SQUARETEX 


4 ft.x 4 ft 
12” squares, Cc 
gi ceiling 


8’, 
25 Pes. 2x4, 6’, Cedar M-R 5.95 


2x3, 6, Cedar M-R 4.95 


mortgaged! Call us now for 


UMBER and BUILDING 


LTD. 384-8181 


8 A.M. ’TIL 5:30 P.M. 


“T- hate to think what will 
happen to turkey farms in the 
“Let them drop their garbage Fraser Valley if these aircraft 
said'fly east along the border,” 
shatter windows, 
Rock, |and the birds run wild.’ 
Some growers felt so 
travelling at a high elevation; lstrangly about the matter that 
laid down a path of sonic boom | they said they would like to drop 
| estimated to be 65 to 80 miles|a boom over the head of the U.S. 


LEADER of the 1965 revolt in 
the Dominican Republic which 
brought U.S, military inter- 
vention, Col. Francisco Caa- 
mano, was reported missing 
today from his-diplomatic post 
in London. His disappearance 
caused speculation that some 
tfew revolutionary move may 
be in prospect. 


Compulsory 
Unionism 
‘Slavery’ 


OTTAWA (CP) 
unionism ‘‘is nothing more than 
a modern form of slavery” and 
both federal and. provincial 
governments should act to 
abolish it, Social Credit MP 
Robert thompson said Tuesday. 

In a press release welcoming 
Monday’s Supreme Court deci- 
sion on the Dirk Hoogendoorn 
case, Mr. Thompson_ said. the 
decision should be a precedent 
for government action. 

The court ruled that an 
employee whose status is being 


affected at an arbitration hear- 
ing has the right to be 
represented by other than a 


union that is taking—e- position 


adverse to his interests. 

The decision quashed an arbi- 
tration award which ordered 
Hoogendorn, of Orangeville, 
Ont., to pay dues to the United 
Steelworkers Union. 

Mr. Thompson, MP for Red 
Deer, who resigned’as Social 
Credit leader last spring, said 


consistent with the bill of rights. 
“The  steelworkers ....fanatic 
view that all workers either 
support it as a condition of their 
employment or lose their jobs is 
in obvious violation of the 
Christian principles upon which 
Canada is founded,” he said. 


Cards on Friday 
Friday is Card Day at Saanich 

Silver Threads Centre, Harriet 

and Lurline. Members and 


friends are invited to join in the 
afternoon of fellowship and card 
games starting at 1:30 p.m, 


PP cee 


Pentax Spotmatic 


exposure with behind 


* lens meter. 


Sale Price 


FREE 


V ICFORIA DAILY TIMES, 


THURS., NOV. 


- Disciplinary Action Urged 


TORONTO 


week's Dow 


(CP) — Engin- 
eering students at the Uni- 
versity of Toronto voted Wed- 
nesday to seek administrative 
disciplinary action against 
student demonstrators in last 
Chemical 


Canada Lid. sit-in. 


engineers _ at 


of of discipline.” 


The demonstrators, protest- 
ing Dow campus recruitment 
interviews, were cited by the a 
“committing a 
breach of law, and a breach 


The engineers criticized the 
student council president, 
Tom Faulkner, for not taking 
stiffer ine against the 
demonstrators , and decided 
Dow should. be asked back to 


finish its interviews. 


— Compulsory} - 


the Supreme Court decision is | —— 


Goldcrest Electronic Flashgun 


Do away with bulbs and make flash pictures easier with this 
compact; powerful flashgun, colour balanced for. daylight 
films, colour or black and white. 

Powered by four penlight batteries. Sale Price 


| Aren‘t you glad he cared 
more about coriander 
than everybody else? 


200 years later, Gordon’s is now the 
largest selling gin in the world. 

And still made exactly to the same 
secret recipe. 

Nobody else knows it. And it’s not 


hard to understand why. 


How many people do..you know, 
who really care about what happens 


to a coriander? 


THIS ADVERTISEMENT IS:‘NOT PUBLISHED OR DISPLAYED BY THE LIQUOR CONTROL BOARD OR THE GOVERNMENT OF BRITISH COLUMBIA, 


\ 


The world’s most popular reflex camera. 
A “Pro” camera at a popular price.-“Pro” 


the lens meter. 


“Pro” sharpness with the super Takumar 
“Pro” quality with a ‘2-year 
guarantee, Compléte with de luxe case. 


208** 


Woodward's 


Let’s face it. 
A coriander doesn’t 


look like much. Even 
to another coriander. 


And maybe that’s a 


bigreason why English. 
gin-makers in 1769 
neglected this funny 
looking herb so much. 


Except Alexander 


Gordon, a Highland 
Scot. He had a hunch. 
And it paid off. He dis- 
covered that by treat- 
ing the very best co- 
riander just right, it 
would give gin a won- 
- derful new taste. That 
gin had never had be- 


fore. 


The rest is s history. 


DISTILLED IM CAMADA BY TANQUERAY GORDOM & 00. (CANADA) LTO 


Woodward and View-Master 


MAYFAIR 


ee 1 I ee 


Keystone 
Dual 8 Projector 


Buy ‘this Universal 8 pro- 
jector at a budget price 


and you'll get many of - 


the features found in 
higher priced units. For- 
ward, still and reverse 
running. Fully automatic 
loading. Instant switching 
from one film to another. 
Sale Price 


View-Master 


This Christmas give your child 
the gift of travel, education, 
enjoyment. Give Viewmaster, 
the original 3-D picture reels; 
over 120 subjects to choose. 
from. Victoria’s largest selec- 


; Sad 


De Luxe Lenticular 
Screen 

Brightest viewing surfa 
Automatic opening. 5 4.88 
40"’x40"". Sale Price.. 

Size pio 88 
Sale Price..,_........ 28 


Size 40’'x40’’, “Beaded 
Screen. Sale Price-__ 


eo ae 


date carccanal there Main Floor 


5-point Camera Check — Make sure your | 


camera is ready for Christmas—Bring it in now! | 


Woodward's Mayfair Phone 386-3322; Cobble Hill, Duncan, Ganges, Gulf hla; Jordan River, Zenith 6544 (Toll Free). 
Store hours; 9:30 a.m. to 6 p.m. Evening shopping Thursdays and Fridays til 9. Open Mondays. 


30, 1967—9 


a 
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BRITISH RULE ENDED AT MIDNIGHT 


Ex-Terrorist Cheere 


From AP-Reuters 

ADEN (CP) — Thousands of 
Arabs gathered outside’ aban- 
doned British forts and ‘bar-| 
racks“today, cheering the red, 
white and black colors of the] 
South Yemen People's Republic 
or its first day of independence. 
The country's new leader, until 
three months ago a hunted ter- 
rorist, received a tumultuous] 


welcome 
British rule ended at t midnight} 


|Wedn 
| years. 


>sday night after 128 
A few hours before the 
last 900 men of a British ‘force 
tnat once numbered 12,000 were 
flown from an abandoned golf 
course to the carrier Albion 
The British naval task force 
sailed at dusk, 

Crowds celebrated 
the night, then massed at the/ 
Aden airport this morning ‘ to 


| 
through 
| 


welcome Qahtan Al Shaabi, cer- 
lair, to ‘be the new republic’s' 


president or premier, 
other fop. leaders of the National 
Likeration Front who did not 
conclude an_ independence 
agreement with Britain until 


| Wednesday in Geneva, 


Al Shaabi was embraced by 
96 religious and civil leaders be- 
fore leading a motoreade under 
triumphal arches to the city. 


As late as a month ago, 
[NL F’s gunmen had been firing 
both at Tommies 


British and 


Liberation of South Yemen- 
FLOSY—which challenged it for 
control, 

Huge portraits of Egyptian 
President Nasser beamed down 
on revellers singing and dancing 
through the flower-decked 
streets. 


Al Shaabi said the NLF had|Red Sea and little or 
the |rejected a, British bid to “‘intro-|else. 


duce a military mission into our 
forces’” 


nationalize -the islands‘ of Perim 
ard Kuria Maria at the head of 
the Red. Sea. 

A sweltering, barren strip of 
112,000 square miles along. the 
southwest coast of the Arabian 
peninsula, the new republic has 
a population of 900,000, a strate- 
gic position at the mouth of the 
nothing 
The eight-day 


Geneva talks 


and a proposal to inter- ended with an agreement under 


|which the republic and Britain 
agreed to eStablish diplomatic 
jrelations. Britain was to give 
lthe new state about £9,000,000 

($23,136,000) in financial assist- 
ance over thé riext six manths. 
Further discussions were sched- 
uled on the aid question. 

Fellow Arab statés like the 
|United Arab Republic, Algeria 
land Iraq were among the first 
|to officially recognize the new 
jrepublic. 


Shoperaft Drill 


5. Features geared key 
chuck, -locking trigger 
switch. Auxiliary side han- 
dies, 2 amp motor capacity, 
steel %”’, hardwood 16°° 
%"!, Sale Price ___. 


r 


Centennial Tool Box 


13. Heavy gauge, 18’’x6''x 
6” in size. Lift-out tray, Latch 
will take padlock, 99 
Sale Price .21.- 


Pushbutton Radio 
21. In dash or \under-dash 
mounts Separate. speaker. 12- 


volt System, also 6-volt nega- 
tive: only, 
‘3 diodes, 
Sale. Price <opedaic 


8 transistors and 


49 


STP Additive 


29. Super eoncentrated oil 
treatment retards oil con- 


sumption and wear, frees 

. lifters, in oil pressure 
and prol spark plug life. 
Guarante 1 19 
Sale Price - Sowigt a 


Nenette \ 


37. The Original dust - ab- , 


sar’ ear polisher. that 
Pian ‘as it shines, Picks up 


|. Woodward's Maytair Phone 386-3322, Cobble Hill, Duncan, Ganges, Gulf Islands, Jordan River, Zenith 6544. 
Evening shopping Thursdays and Fridays til 9. Open Mondays. 


Shopmate 4” Belt 
Sander 


6. 8 amps, 1 h.p. provides 


1400 sanding feet per minute. 
Permits flush sanding. Built- 
in blower clears 
debris. 


49° 


Sale Price 


Vanity Mirror 
22. Shatter-proof mirror, tis- 
sues and comb in one com- 
pact kit. Clips onto your car 
visor. 


Shopmate 7!” Saw 
7. Industrial listed 12 amp 
motor. Full 2”’ cut at 45°. 


Rip guide included. .99 
Sale Price » 49 


Dupree Planter 
45. Fibreglas’ planter ‘with - 
‘““Imatching savieer, 15° dia- 
meter. 1014" high. 5°? 
po Price. 2636 a 


Portable Auto-Vac 


23. This handy ‘gadget will 
keep your car or boat in- 
terior spic-and-span. “It’s a 
portable vacuum cleaner that 
plugs into a 12-volt ciga- 
Com- 
cord. Use 


rette, lighter socket. 
lete* with 15-ft. 
or camping, later 
on, too. Sale Price 


fet 


Propane Kit 


8. Bernz-Rite. Standard pen- 
cil burner, and tank of pro- 
pane fuel. 5 
Sale Price 


16.. Con 
fer, 9 assorted drills, 1 grind- 
ing wheel, moulded rubber 
disc. 1 cloth buff and 1 ar- 
bor assembly, yee 
Sale Price _.......... 


Turtle De-lcer 


24. 14-0z. spray can melts 
frost instantly and helps pre- 
vent frost reforming: Good 
for frozen locks too. ¢ 
Sale Price 89 


8-pee. Wranch Set 
30. Eight chrome - molybde- 
num steel open-end Wrenches, 


sizes %” to: Thy In metal 
clip. ‘ 44 


Sale Price .........- es 


Battery Charger 


38. Damp. capacity. Plugs 
__into. household circuit. Re- 
eharges. overnight, 12 - volt 


” batteries, 8 
Sale Pee ......... 10°"* 


SABRE Sy 


13-pee Socket Set’ 

31. Chrome-Vanadium steel. 
%”’ drive, 7 sockets, 2 exten- 
sions, ratchet, universal, 4" 
adaptor, plug socket. In 
metal box; 1 =: aaa 
Sale Price ._......_ 


Nylon Foam Seat. Cover 
39. Two-piece construction, 
Sizes to fit standard 2 and 4- 
door cars. Front or rear. A 

tractive “‘Action-Stripe’’. Red, 
blue, green, beige. 5 88 
Sale Price 


0 OBE Pe 


Dcicemmeenenssduien sor mien coment _ae 


Windshield Protector 


32. Leatherette sheet size 
27” x 72” covers windshield 
against frost and snow, Elas- 
tic fasteners, 1 88 


Rear Fan 


40. 12 volt. Efficient, mod+ 
ern design for maximum air 


S flow. Gives good "16°" 


in winter and sum- 
mer: Sale Price -. 


a pe Tambswool but. 


TAX CREDITS SOUGHT 


OTTAWA’ (CP) 


Hugh ‘ Arms cus 
Sharp was non-co 


-by a student delegation 
tax report, 


Chief CUS 


refunding tax credit; 


~ Black & Decker 


1%” Saw 


1. The saw designed for the 
man who wants to step into 
bigger projects and wants to 
get things done faster. Fea- 
tures telescoping guard that 
takes 714”’ blade safely, bevel 
and depth adjustments and a 
sawdust ‘eje¢tor. Equipped 
with a rip fence, combination 
blade and blade-wrench and 
15’ extension cord. 88 
Sale Price 42 


Miss Neat Cabinet 


9. Durable molded plastic 
with 10 drawers. For all 
types of small articles. Handy 
for every home or workshop. 
Sale 99 
Price 5 


10 Jar Nail Bar 


147. Handy for storage of 
Screws, nails, ‘nuts and bolts. 
Perfect. for those small stor- 


age spaces, 


oo se 


Pipe Holder 


25. Magnetic holder keeps 
pipe safely’ on dash within 
easy reach. Holds coins and 


matches too. 99° 


Sale Price 


Car Warmer 


33. 120-volt portable heater 
with adjustable thermostat. 
750-watt element gives quick 
winter comfort. Suitable for 


all supplementary heating. 
Sale 


Thermometer 


41. Accurate all . purpose 
thermometer. Minus '20° to 


120°. Stick-on base. T 


Sale Reice jaca ene 


Black & Decker 

¥," Drill Kit 

2. Features B121_ %" drill, 
3 drill bits, 3’ wire brush, 3’’ 
buffing wheel, 5’ rubber 
backing pad, 3-5 sanders, 
discs, 14"’ wheel arbor,. plus 
15’, 18 gauge extension cord. 


Sale 2 4 -88 


Price 


Economy Table Saw 
10. 13’'x24”" with %” ball- 
bearing arbor. Cuts 2’’ at 45° 
or 244"’ at 90°. Controls for 
depth of cut and tilting arbor 


centred at front. 293° 


Sale Price 


Stanley Square 
18. 16"’ tongue essex board 


measure, framing tables. 
Graduation and numbers of 
white enamel! on black steel. 
Instruction book enclosed. 
* Sale” 


Price 


Litter Basket 


26. ‘‘Rubbermaid” q u a lity 
hooks under dash allowing 
easy removal. Generous size 
container in assorted 69 
colours. Sale Price -. 


Olympic Mat. 
34. Durable _ rubber. . One- 
piece construction for door- 
toxdoor ction. Deep: oa 
oatek. oe Non-slip: Teed Seas 
ed, jue, brown, mh, 
black. Front. 4°* 
Sale Price atteee= tee 


Resectie Flashlight 


42. Chrome-plated steel case 
with ring hanger, Extra 
strong magnet to Aold on 
dash or steering column with 
2 size ‘‘D"’ batteriés, 2” 
Sale Price, complete : 


Pricé iam 2 


GIFTS FROM OUR FAMOUS HARDWARE 
FOR THE HANDYMAN OR HOBBYIST 


Black & Decker 
Jig Saw Kit 


3. For curved, straight or 
irregular cuts in wood, metal 
or plasticy Complete with ~ 
assorted blades “94s Pe 
gauge extension 


cord. Sale Price _ 
Pee anal 


6” General Grinder 


11. Keep your tools in top 
ay 4 with this handy grind- 

eatures ball bearing ar- 
bor, tool rest, two 6” stones, 
1 fine ahd*1 coarse. Priced 
low for Christmas shoppers. 


Sale 1 6** 


Price _- 


22” Hand Saw 


26. Swedish steel, 22’ long, 
10 pt. blade, flat ground; un- 
breakable plastic handle. Is 
ideal for finishing. _ 
Sale Price 


27. 12-volt_h a.nd: spotlight 
with switch. Plugs ‘into i sets 


ee 


Sheeptex Wedge Cushion 
43. Sheeptex cus hion top 


with plastic sides finish- 
ed in white piping. Foam- 


filled. Size 14”x15'’. Solid 
colours, 1 99. 
Sale Prive -......---- 


(Toll Free). Store hours: 9:30 ‘am. to 6 p.m. 


d as S. Yemen Chieftain 8Y COLLEGE STUDENTS 


and 11|members of the Front for the| The Canadian Union of Students asked 
Finance Minister Sharp Wednesday for cash tax credits for 
| ‘students to pay their way through university. 

president, f 
tal on the proposal presented in a brief 


told reporters Mr. 


The brief, which contained the CUS view on the Carter 
generally endorsed the royal commission's pro- 
posals for tax reform, ‘including the call for equity of taxation. 
recommendation 
an extension of the ordinary tax credit 
system which the Carter report supported for students. 


was what was termed a 


a 


2 


Black & Decker 2 


Sander Kit 


4. For fine finishing of wood, 
plastic and metal. Includes 
B40 sander, 20 ‘sheets. of 
sandpaper; wood filler, carry- 


ing case and 15’, 18 gauge 
extension cord. 23% 
Sale Price ....... ies 


3 ve Bench Vise 


12. Swivel-based vise with 
replaceable jaws. Pipe jaws 
included, Anvil on 6°? 
back. Sale Price ..._ 


Pop Colour Cabinet 
20. Solid plastic frame+with 


six drawers. Suitable ‘for 
jewellery and small artivles. 
Various ‘colours, -99 
Sale Price 
(Not exactly as illustrated) 


Auto Compass 


28. Accurate and depend- 
able, Attaches to car dash. 
Saves time and avoids wast- 
ed mileage. Easy-to- » egy 
read dial, Sale Price 


(Not exactly as illustrated) 


Ski Carrier 

36. Fits on trunk of standard _ 
Canadian cars. Will hold 6 
pairs of skis.’ On or off in a 
jiffy. 88. 
Sale Price ._...... 1 5 : 


Booster Cables 


ae ss ute e ty 
8 ing when © tery fai 
Durable clips with 8 aaeper 
éable. Essential for cars’ with 
automatic transmissions; 
Sale - ‘ a: 

Prive 2246 .celesiajic a 


gany 


SURVEY SHOWS | 


Reeve Rivals |... 


Hunt Answer — 
To Pollution 


Two of the biggest problems} 
in Saanich are sewage and 
garbage. | 

They were the subject of one| 
of five questions directed by the} 
Association of Women Blectors 
to all municipal candidates in 
the Dec. 9 elections. 

The women asked: ‘Please 
give your suggestions for solv- 
ing the problems regarding “en- 
vironmental pollution in the 
Saanich area: 

(a) The garbage dump; 

(b) The beaches and waters 
around our coast and lakes 
caused by sewer seepage or 
sewer outlets and the dumping 
of industrial “wastes.” 

Reeve Hugh Curtis replied 
that he is hopeful “‘real pro- 
gress" can be made on garbage 
disposal not only for Saanich 
but the whole region. 

“The regional district board 
has already indicated early 
interest in improved methods 
and facilities,’’ he said. 

“The compacting process now 
under development in Japan is 
particularly intriguing. 

“Authorities far more quali-| 
fied than me report that deep} 
and lengthy outfalls into active| 
tidal waters will overcome 
salt water coastline pollution as 
far as sewage is concerned. 

“Certainly there has been no 
new and impressive information 
brought to light as to more 
effective alternatives in spite of 
recent public discussion. 


FRESH WATER 


“Lakes can only be protected | 
through (1) adequate sewering| 
of the drainage areas. or (2)| 
strict control of subdivision and 
development in the same drain-| 
age areas. | 

“T think we have considerable 
work to do in connection with 
discharge of industrial wastes 
into both fresh and salt waters 
in this area.” x 

His opponent for the reeve- 
ship, Gordon Campbell, replied: 

“All known alternative 
methods of disposing of gar-| 
bage, wherever they may be! 
found in the world, should be} 
studied and within the limits of 
economic feasibility the one 
most suitable for our local 
needs should be adopted. 

“Similarly, all known methods 
of disposing of sewage and 
other wastes should be investi- 
gated by a team of scientists, | 
medical and health people and | 
again within the limits of our 
economic resources. the one 
most suitable to our local area 
or a combination of the various 
alternatives should be adopted.” 

Answer summaries from the 
11 council candidates include: 

Coun. Edith Gunning: Gar- 

bage disposal should be on a 
regional basis: including ‘more 
sophisticated’’ means of dis- 
posal; installation of sewers and| 
extension of existing outfalls far 
out to sea at great depth as 
recommended by the sewer 
survey; improve existing facili- 
ties to “quickly’’ end pollution 
by septic tanks of inland waters 
@nd roadside ditches. 
‘Mrs: Leslie’ Belfit: .Direct| 
information from public health} 
Officials where proven garbage 
disposal method in use; opposed | 
to dumping raw sewage into) 
sea, other methods should be 
investigated. 


Coun, William-Noel: Garbage|.. 


disposal by ‘controlled combus- 
tion incineration, on regional 
basis, by thigh pressure com- 
paction and burial. The sooner 
the regional sewer plan ‘is 
fmplemented “‘thesdoner” we 
have some relief from our 


pollution problems.” 
LEGISLATION 

Lionel Speller: The problems 
of all forms of pollution should 
be’ that of the federal govern- 
ment, one MP said, and “as a 
layman ... I am prepared to 
assist and accept this form of 
legislation as soon as possible.” 

A. W. Mesher: Improve pres- 
ent method of dumiping garbage. 
Disposal of sewage to sea 
through properly installed out- 
falls is the best system suited to. 
this location. 

Foster. Isherwood: Regional 
district should handle garbage 
disposal and look to new 
methods. Federal and provincial. 
assistance should be sought to 
pollution problems and- provision 
made to any sewerage system 
engineered for the district to 
control pollution. 

Frank Waring: Garbage dis- 
posal on regional basis, either 
by burial or total burning. 
Satisfied that sewer survey 
tecommendations of extended 
sewage outfalls will be satis- 
factory provided they are used 
with secondary treatment, 

Coun, William Campbell; 


Burning, compaction and burial} 
of garbage would end this) 


problem. Regional sewer plan 
will eliminate’ most serious 
pollution problem ‘by discharge 
jnto deep tidal waters. 
‘ Pat Frumento: Integrate all 
sewers into one utility, end 
“that disgusting mess” at the 
present garbage dump. If dis- 
posal of raw sewage into deep 
sea doesn’t work out, sewage 
treatment plants could be built 
near the end of main trunks. 
Henry Adams: Purchase a 
garbage press from Japan for 
regional use, supply residents 
with plastic garbage bags. 
Joseph Belton: Reclaim used 
metal, glass and other salvage- 
able items from garbage to 
offset cost of back fill. Rigid 
control of sewage outfalls “after 
passing through a cleaning 
septic process.” 


VICTORIA DAILY TIMES, THURS., OV 


A UALS 


Your Mercury dealer has the car for you: COUGAR, MERCURY, METEOR, MONTEGO, FALCON, CORTINA. 


SUBURBAN MOTORS 3377 Douglas Street, Victoria Phone 386-6131 


| 
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" FULL TORONTO TRADING MARKET SUMMARIES 


* 
Pri Slip 
a catty i , 500 2% 22% 22%—1 | OILS | ronto N Yy. r 
: re 5. m5 us Jelex ms SF 2th Bae 2% 2 2 ( , 
ay In addimen to the Canadian Press re MERC 1000 315 a? oF Jonsmith 1600 23 3 2 Roman a & a Popeye ee - ale a" 
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BUSINESS VIEWS 


Lone Holdout 


Ship Lack Big Problem | 
For Foreign Carmakers 


By AB KENT 
Business Editor 


A shortage of 
bottoms to help the British 
auto export industry meet 
cverseas demand is a problem 
shared by Japanese car 
makers. 

Recently the Nissan car 
makers introduced a custom- 
‘built ship de- cea 
signed espe- 
cially for 
transporting 


shipping 


Acc ording 
to a representative of the 
Mitsui company, this idea is 
likely to expand, as long as 
car _ sales — yolume—remains 
high. 

The fact is, sales of Japan- 
ese cars abroad have never 
been higher, taking second 
place in North America to 
Britain's auto exports. 

xk 

Two Mitsui men were here 
last week briefly to discuss 
transport problems with local 
dealers. 

Kazuo Uemara, manager of 
the transport department for 
Mitsui and Co., Tokyo; told 
Stan Hitchman of Saunders 


In Bakeries 
Settlement 


VANCOUVER (CP) — A 
contract. agreement has been 
reached between The Bakery 
and _Confectionery —Workers’ 


Union and.-all but one of eight}. 


major bakeries in.greater Van- 
couver, 

Industrial inquiry c om mis- 
sioner Noel Hall said Wednes- 
day the union membership has 
ratified the settlement reached 
in talks. 

The union was threatening to 
strike and the companies coun- 
tered with a threatened lockout. 

Details of the settlement have 
not been released. - 

’ Dr. Noel, from the University 
of British Columbia, said settle- 
ment was reached with Me- 
Gavins Toastmaster Ltd., Wes- 
ton Bakeries Ltd., McDonalds 
Consolidated Ltd., Canada Safe- 
way Ltd., Dominion Stores Ltd., 
Mother Hubbard Bakeries Ltd., 
and Mrs. Willman’s Cakes. 

Super-Valu stores Ltd, is the 
lone holdout. Dr. Hall described 
the, situation there as “diffi- 
cult.” 

The companies earlier ac- 
cepted a conciliation board 
report recommending a ~two- 
year agreement with pay in- 
creases of $7.50 a week each 
year on a rate between $101 and 
$125. 

The union aksed for a $20 
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Aussie Economy 
Allied to Japan 


MELBOURNE. (AP) — Aus-| wool, is the biggest buyer of her} 
tralia’s economy is swiftly be-|sugar and is spending many| 
coming more and more allied| millions of dollars on Australian 
to that of Japan. | minerals.- 

Japan has replaced Britain as} Capital from Japan is likely 
Australia’s biggest customer for|to be invested in Australia in 


$ EXCHANGE 


double tax can be negotiated. | 
Japanese banks have indicated} 
they would like to open Aus-/ 
VICTORIA — Banks buying cheques i q 

1% premium, noles $4 premium “and tralian branches and have sent 
silver Selling cheques at 8% pre- 

mium, notes 8% premium. 


officials to investigate. 
Since 1960, Japan has invested 
MONTREAL (CP)=The U.S. dollar in 
of Canadian funds wasup 3/32 


terms $60,000,000 in Australia. 
at $1.07 31/32. Pound-aterling wes up %| More than 65 branch offices 
NEW YORK (CP) — Canadian dollar| NOW have beéh established by 


down 1/32 at 92% .in terms of U.S|Japanese companies in Aus- 
oye Pound sterling down 1/32 at tralia. 


and Hitchman Sales and 
Service Ltd., that the unload- 
ing problem is a main con- 
sideration. 

Most ships have only lim- 
ited accommodation for auto- 
mobiles and speed of unload- 
ing is not easily achieved. 

The vessel which made its 
first visit to Vancouver re- 
cently with Nissan cars is 
designed to allow cars to be 


about six hours, reach Prince 

Rupert on the Queen over- 

night and be en route to 

Ketchikan or Juneau the next 

day by way of Alaska State 

Ferries from Prince Rupert. 
xk * * 

The fact that such service 
will not be available again 
until April is unfortunate for 
the people of Alaska who have 
been depending on a quick 


ee 


Tenaga ae 


weekly raise for one year, or 
$35 on a two-year agreement. 


Offshore Oil, 
Gas Exploration 


Permits Issued 


OTTAWA (CP) — Thirty-six 
offshore oil and gas exploration 
permits covering 2,800,820. acres 
off Canada’s east coast were is- 


434,429 acres southwest of Nova 
Scotia. 


cgntss peered "SL. payable Jan. 
Maple Leaf ‘Miiis, cents, 
84% preferred SL37%, payable Jan. 2; 
i; wd 
4 $L.00, 
pera ae 2; Dec. S81; xd 
IN. A HURRY? 
Try Our Hot 
Family Style 
30 Minute 
- Lunches h 


Served from 12° noon = 3 p.m. 
Monday Thru Friday 


ag** Ad } 
Ordera Incinde Hot Rolls ant 
Beverage 
Also, Regular Daily Menus 
’ 
McPherson’s 
SEA FOOD 
and 
STEAK HOUSE 


CENTENNIAL SQUARE 


7 BR F 


driven on and off, through the 
use of elevators and ramps 
‘between decks' and from main 
deck to dock. 

Mr. Hitechman, whose firm 
handles the Toyota Crown and 
Isuzu Bellett, said car makers 
ean't meet the demand of 
local sales. 

According to Mr. Uemura, 
the mantfacturers are con- 
sidering a higher rate of 
production to cdizicide with 
improvements in shipping. 

xk * 

The suggestion that Alaska 
State Ferries run a service 
direct to Washington by way 
of Bellingham or Seattle 


would appear to.overlook two new battery expected to Victoria saiowing ; 
important factors. power the car an. additional pag od pent gpa peal SPORTS WHEEL 


These are the steaming 
time involved and the distinct 
Possiblity .of uncomfortable 
passage for about 250 miles. 

From Seattle to Ketchikan 
is a good two-day trip and 
from Seattle to Juneau, which 
is likely to. be a more popular 
destintion ‘since it is con- 
nected with the Alaska High- 
way, would be at least 
another day's sailing time. 

Passage through Queen's 
Sound, Milbank Sound and) 
Dixon Entrance — notoriously 
rough, especially during win- 


ie let Soe Introducing 
open water account for about F DeLuxe) 4ARACA the New Firestone 


250 miles of the 873 nautical 


c= =|" MARACA EE CHAMPION NYLON J} ° 
xk ke 


The distance to Ketchikan is 
about 200 miles less, or roughly 
600 miles, 

Such distances are fine for 
summer cruising, but not too 
attractive for day-to-day pur- 
poses, or for: fast freight 
movement, 

- The link to Alaska provided 
by B.C. Ferries’ temporarily 
defunct Queen of Prince 
Rupert service is a more 
practical one for heavy trucks 
since they can drive onto 
Vancouver Island after a 
short ferry ttip from the 
mainland, make Kelsy Bay in 


connection with a. continental 
road system aside from the 
Alaska- Highway, and the 
undependable Highway 16 
eastward from Prince Rupert. 

It would seem to be un- 
economic during the slack 
winter season. On the other 
hand, if Alaska State Ferries 
undertakes ‘Girect service, the 
stat2 government would ex- 
pect to subsidize it. 

x *k* * 

The Toshiba Electric Com- 
pany of Tokyo is developing a 
new 62-mph electric car rated 
at 27 hp. and capable of 
running 50 miles on one 
charging. It. is working on a 


130 miles before a charge is 
necessary. Part of the innova- 
tion is via in-service charging. 


” When you want the right rum, just say the word. 


Say Ma-ra-ca 
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MOFFAT 


splattering. Up 


Factiry list $879.00 
NOW 
ONLY 


Nd 


adjacent area. 
general 
hospital contacts. 

with a growing company. 


29 and 30 evenings. 


North Vancouver, B.C. 


MEDICAL SALES 
REPRESENTATIVE 


Will Pharmaceuticals, manufacturer of ethical products, 
require a Medical Sales Representative for Victoria and 


Applications are invited from persons with a pharmacy, 
science. or medical x 
Duties include responsibility for medical, pharmacy and 


This position offers exceptional opportumity for progress 
Salary will be fully commen- 
surate with experience. Benefits include a company car, 
medical and retirement plans. Please telephone; November 


Mr. K. E. Pask, 
Sales Manager, Western Region, 
C/O Red Lion Motor Inn, 


technology background, 


DELUXE 


RUM 


Maraca Rum. White Label or Black Label. Or both, The light, easy-mixing 
smoothness you appreciate. Maraca. 


‘THIS ADVERTISEMENT IS NOT PUBLISHED OR DISPLAYED BY THE LIQUOR BOARD OR BY THE GOVERNMENT OF BRITISH COLUMBIA, 


MOFFAT 


CHRISTMAS S 


MOFFAT PORTABLE 
DISHWASHER 


‘ 


Washes and dries dishes better than you can. The right dishwashing 
action for every type of load. Spacious top rack rises up when lid 
is lifted. Loads and unloads easily. Double wall insulation makes it 
really quiet. Additional features: plate warmer setting, clear rinse 
dispenser, autématic detergent dispenser, high speed impeller wash 
double wash action, anti-flood control. porcelain tub finish, 

signal lights. White, avocado, antique copper. Moffat 
dishwashers color-match with Moffat ranges and refrigerators. 


Factory List $339.00 


SPECIAL 


GOURMET 


Electric Range, Model 30M250X --. 


® Roasts or broils with the door open without messy 
to 15-lb. capacity, 

® Roast above while you bake below, 

® Clock control and minute minder. 

@ Recess top for easier cleaning, prevent spill over. 


328” 


EASY TERMS AVAILABLE 


free drying. 


® Large door opening and large lint screen. 
@ Regular and permanent press cycles. 


® Adjustable heat selector. 
Factory List $199.00 


SPECIAL 
ONLY 


‘ 
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PECIAL 


MOFFAT HEAVY DUTY 
: DRYER 


@ Big 6 cu. ft. cylinder gives more room for wrinkle 


168" 
_C. TAYLER — 


% 707 JOHNSON STREET | 
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BATTERY 
BOOSTER CABLES 


Specially Priced at 


ANTIFREEZE 


$1 99 


COVERS 


All genuine leather for 
perfect. grip, from 


CAR ROBES 


All colors ... . all sizes, 
all types from 


$4.99 


Never before so much safety and styling 
for late model cars at so low a price! 


HEAD REST 


Good choice of colors, 


$E.95 


EACH 


USE YOUR 
CREDIT 


OPEN A 
“PAY DAY” 
ACCOUNT 


@ Low down payments 
® Balance easy terms 


Special Introductory Offer! 


AX WHITEWALL 
| A TUBELESS 


! 670-15 or 750-14 
ONLY 


SPECIALS. 
650 - 16 


6-Ply Heavy Duty 


scnmen $07.50 


Ideal for Pick-ups, 
“PAY DAY” TERMS 


Featuring Julie Andrews, 


Firestone 
Record Albums 


382-7283 
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CLYNE CLAIMS 


Canada in State 
Of Apprehension 


THURS., 


NOV 


VANCOUVER (CP)—A!would be little incentive for 
timber company executive says saving and little likelihood of 
the Carter report on taxation,|/capital accumulation by the 
federal government fiscal poli-| individual. 
cles and_labor-management un-| “If the proposals are imple-| 
rest are three areas in which|/mented, Canada will have 


the government and the nation| become an experimental labora- 
have failed to exercise stabibity|tory in the tax field.” 
and common sense. Mr. Clyne said another danger 
J. V. Clyne, chairman of the to the economy that Cana- 
board of MacMillan -Bloedetidians are living beyond 
Lid., was ‘speaking Wednesday | means and that it 
at a men's Canadian Club) continue— 
luncheon. He said Canada must! He said 
overcome the three problems to, is 


is 
cannot 
the inflationary spiral 
“cqmpletely out of 


mainly due to the 
demands of govern- 


getting 
inspire confidence im. the coun-| | control 
try among other nations | excessive 


Mr. Clyne said that Parlia-| ment on financial markets.” 
ment, by shifting the responsi-| ‘‘No government in Ottawa 
bility of forming a tax policy to, has_had the benefit of wiser | 


has left the 
of fiscal 


a royal commission, 
country _in- ignorance 
policy. 

“A state of apprehension will 
exist until it is known whether 
or not the recommendations will | “The Economic Council 
be implemented,” he said. “In| Canada, in its yearly reports, 
the meantime there is a state of}has been constantly advocating 
economic stagnation in which no) sound economic policies which 
one wants to. embark on new must be adopted to_avoid the 


economic guidance than the 
present one,”’ he said. Prebably 
never has gs sound advice 
ever been so 
ignored 


ventures. $ : | financial position in which we | 
“There is a popular belief,| find ourselves today. 
which is not true, that if the| ‘Phere are many. things the} 


report's recommendations were 
adopted that it would help the 
little man—the taxpayer with a 
comparatively small salary. 
“In fact, however, the princi- 


government can do to prevent 
|further inflation and one is the 
postponement of medicare. Mr. 
Sharp has said that medicare 
will bring about a 12 per cent 


pal beneficiary would be the|increase fm personal taxes to 
well-to-do investor in common) meet’ the bill. 
shares whose annual taxwould; ‘‘But.an increase in taxes 


be .considerably reduced,” 
Mr. «Clyne. 
“On the. other hand — 


said! brings a.demand- for increases 


there turn brings higher pr ices,"’ 


Schenle 
raditio 


There's really only one way to judge a 
whisky, and that’s ‘by its flavour. If it . 
makes your drink’ taste better, it’s a bet- 
ter whisky. This is what brings people to 
Schenley Tradition. Tradition’s friendly 
blend of superb whiskies makes any 
drink taste better — and it has for a long 
time. It's a Tradition worth staying with. 


SSchenley TRADITION 
It makes your drink 
taste better. 


This advertisement is not published or displayed by 
the Liquor Contrpl Board or by the Government.of British Columbia. 


their | 


pletely] 
| 


of | 


in wages and salaries which in| 


A 
OTTAWA PROBES HIKE Copper Strikers Conduct Rallies 
By THE ASSOCIATED PRESS! There were no reports of vio-|been at-a virtual standstill since three years. The steelworkers 
IN BASE ME TAL PRICE Striking copper workers have Jjence at any of the meetings |the walkout began, are demanding a 99 per cent an 
met in a series of rallies around The strike which began July Joseph Malony, international hour hike. Each side disputes 
OTTAWA (CP)—Finance Ministe: Sha rp said Tu n |the United States as their union| = nee ee ”| vieé-president -.of the 1 nited he tt ect? computations. 
le aders pledge that workers | 19 has shut down 95 per cent Of | steelworkers of America, said| the other : ee 
investigation is continuing into recent-base-metal price in- | wij) fight for and get a greater|the U.S. copper mine produc-jcopper workers were deter- i STIMATED~ 
creases announced by the Noranda, Hudson Bay Mining and jshare of industry profits.’ tion, 80 per cent of its copper| mined to catch up with workers |POPULATION Es 
: a : About 8,400 persons—mostly| processing capacity and 35 per|in other industries and gain a| The United Nations estimates 
International Nickel-Co. workers and. somé of their fami-|cent of its copper fabricating) bigger share of the profits. | the population of mainland 
Mr. Sharp said the government ‘“‘is continuing to make lies—attended rallies Wednes-| capacity. The companies estimate they China in ‘mid-1966 was 710, 
b A . = day in. Butte, Mont.; El Paso Negotiations in the dispute; have offered the workers an in-| sake 0,000,000 
inquiries abouk the ‘bagis for. the increase Tex.: Tucson, Ariz.; Waterbury:| which has made idle some 50,-|crease of 50.6 cents an hour 000,000, an increase of 10, 
: |000 members of 26 unions have'over the old wage scale over|in one year. pA Diet 


TConn. and Perth Amboy, N.J 


Sidi 


Fine. But if ee such a Brando, . 
what am | Goins wit, ieee oe Dring, that’s what. 


hie ~ \ ae the or Oo worse. ) : 
ee | should take the easy ey out ; 


C. TAYLER 
Home Appliance Co, 


707 Johnson Street 
383-3281 


TRADER VIC’S 


FURNITURE AND 
APPLIANCES . 


1412 Quadra St. 388-6264 


Victoria Delta 
Electric Ltd. 


714 Cormorant Street 
384-7416 € 


FURNITURE MART 


Dia ida d 


WAREHOUSE 
Corner Brpad and Pandora 


une 


728 Yates Street 
386-1421 


TN 


MACDONALD’S LTD. 


Furniture and Appliances 


7152 Fort Street 
383-1171 


EET FE mma 1 LPI nega. pr FTO 


HUDSONS 


Everything for the home 


Prom weenie rome ah, 


Of Bastion aie 
Phone 385-1456 


EATON'S 


Phone 383-7141 


“FURNITURE, 
716 Johnaon Street 
Phone 386-2164 


Rawlings Plumbing and 
Heating Co. Ltd. 


G. H. BIRNIE LTD. 
2624 QUADRA 


385-9791 


COAST TO COAST 
NEWSPAPERS SELL THE MOST 


2657 Douglas 
388-7311 


385-1311 
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| NATIONAL INTEREST ONLY SAYS PM | 
« France-Quebec Treaty Hit 


OTTAWA (CP) Prime Min-); France along the lines of the|nadian remarks last July during| 
ister Pearson said Wednesday|Franco-German treaty. He said) which ne Called out the Quebec} 
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JENKINS NEW CHANCELLOR 4 


Reformer Gets Challenging Job | 
| 


Wales, in 1920, Jenkins won 4 


a — , » in Abershvchan, 
By ALFRED FRIENDLY Born . vee, Oxford, graduating, in 1941 with 


scholarship to Balliol Co He 


The Washington Post : 
a he has no quarrel with France|that is the type of treaty that|separatist slogan: ‘Vive le Que- 5 : : . ; 4 : first glass honors in, philocop hy, polities and ecpnomicss fi 
AN having a national. interest in|two independent states make|bec Libre.” eamig* “AS the teed chancellor of thy*exchequer, Roy A private in the Royal Artillery in the war, oe to s ta 
* Quebec. | |and is not acceptable. The prime minister said the| Jenkins, 47, was the obvious choice. captain. He was elected to Parliament in 1948, maintaining f 
‘ He said in a CBC television| -Pearson also said it was\|Canadian constitution must be Son of a Welsh miner and on of the intellectual his seat ever since ; 
f , interview Britain has had a na-|right and proper for him to talk| altered, but de Gaulle went juninaries of the Labor governmen Jenkins is*an ardent A prolific author—he * has written five books and 
wf tional interest in Canada for F j atione 3 ; | tas 2 ¥ al a | social reformer, but right of the arty’s centre. He was a Pp z Mes d magazines~he is at \ 
cme tine, Be : ~ or el abaus international affairs wel peda by talking about long-standing if discreetly silent advocate of devaluation of innume rable | articles for ne ews apers an — ag” ere 
ene ee ee ee eee ee the pound and one of Brita’\saunchest advocates for Wome in London and Wasnt egies 4 
But Pearson said he| Pearson said the French|said he interpreted’ that  as| entrance into the Commen Market. married @ Bs : f the clear successor to ty 
would object to a treaty- of|n dent's news conference re- meaning independence for Que-| . His general reputation is of th highest, as being both : Cal laghan, — ognized or his post without having 1 
eo fr iendship between Quebec and! marks went further than his Gx.| bee: brilliant and solid. In two years as secretary—the post Wilson in the Labor party, rh ular decisions that li 
; , — - -| People outside Canada should| which former chancellor James Callaghan now takes had to make one of the inevitabley umpopt t ae ihiins , 
gy , } over—Jenkins has rarely put his foot in his mouth although Jenkins must take in the further execution of devalu { 
: ee tee an rua that office is particularly conducive to such acrobatics. policy. {| 
‘ S, . ; . eats aa daae | 
i There are very few things | Mr. Pearson said there had to Nf 
ee. 7 |be more bilingualism in the| JENKINS 
a left for the men in this |civil service, the armed forces| «.. son of miner 
= land other areas. If Quebéc|— ip! 
2 world. | didn’t needle the federal govern-| ' 
8 " f 
} 


- | ment “we wouldn't be making A i Ti 
| any progress at all.” nti- ito 
He would like to see the capi-| 
|tal turned into a federal district | 


‘Sonn rar Protestors COLOR TV SPECIALS a) a 


and Quebec, and turned into al 
5 }real national capital ‘where 
This French-Canadian’ could feel at| Arrested 
home 
smooth dark 


| UNHAPPY? | TORONTO (CP), — One man) x $100 OFF ON 1967 MODELS T0 
rum | Pearson was “unhappy’’| 45 arrested on a. charge of , : D ' ., | 
ras with Alberta Premier— Man-j possessing explosives and anoth- CELEBRA d ’ 


18 one of ning'’s opposition to constitution-| er was charged with having a 


th m. al guarantees for French-lan- to the bli t 
“5 guage rights outside Quctee, [weapon dangerous to he ye ‘ GENEROUS TRADES oh FASY TERMS if 
Mr. Pearson favored the guar-|#fter four mounted policemen F ; : j 


antee as an objective for Can-|rode into a crowd: of about 100 


: | ada. ldemonstrators parading 
| The prime minister did not Wednesday night before the * ONE YEAR PARTS AND LABOR WARRANTY 


think the pro-secessionist Es-} Yy lav C } 
tates-General, which met ear-| *U8Slav Consulate. 


|lier in- Quebec, was:an accurate} Six others were charged with . ATELY 3° a | 
representation of the feeling of! causing a disturbance, as was * 1968 MODELS UP IN PRICE APPROXIM 0 : | 
\the people of Quebec. ‘ 7 
Pearson thought the Con- | Jovan Jovanonic, 38, of Toronto, i \ 
federation of Tomorrow Confer-|the man charged with posses-} AND MAY G0 HIGHER 
}ence was a better meeting be-| sion of the dangerous weapon. | 
cause the federal government Police said a Molotov cocktail 


|was not represented except by _4 bottle filled with gasoline THESE ARE MOSTLY ONE OF A KIND—CHOOSE FROM PHILIPS, RCA VICTOR, ELECTRO- 
ee with a wick—was seized while a HOME OR ZENITH. COME IN EARLY TO AVOID DISAPPOINTMENT. a. 


| ———_—________—————— | man was being questioned short- 


ly after the demonstration 
Tax Boost Asked began. Alexander Petrovich, 33, 


WASHINGTON (AP)—Treas- | Was charged with possession of 
ury Secretary Henry H. Fowler] ¢XPlosives. ii " 


anon AeeeV Rap MSE Pree ME Rs PARK FREE IN THE VIEW STREET PARKADE—Use out Rear Entrance through to Fort as 1. ’ 


tion proposal Wednesday for a| “Tito murderer, Tito murd- 
$7,400,000,000 tax increase“and| erer,” gathered in front of the 


FLAS Extra special, just in time for the Grey Cup, El ectrohome Pacifican color TY, 6 5 a 
only. Originally priced at $1195.00, Grey Cup Special. ._-_- SEN chet wn po = ge = = aa ie 


Established 1862 : ae 


+ & $4,000,000,000 spending cut,|.consulate. on midtown Spadina 
and said it would be unthink-| Road to protest on the anniver- Headquarters * 4 al 
able not to enact it promptly.|Sary of Marshal Tito’s takeover for i 742 FORT ST. 3 ~ 


Fowler said the combination of the Yugoslav government, 

would cut the expected deficit | 

from more than $25,000,000,000 | for Dad 

to less than $14,000,000,000 and HOME PORT: 

This advert would amount to a giant step} tf 
is advertisement is not published | or displayed by the Liquor | 


? in strengthenin J 
f : g the U.S. dollar 
Be i . Control Board or the Gevernment of British Columbia. against buffetings in the inter-| VICTORIA 


Electrohome, * 883-7104 © 


Philips, IS Ge ‘Fegtnring Nictotia’s 
Largest Selection of 


Zenith and RCA Recorded Music — 4 4 


| | PONTIAC BUICK LTD. a : 

] t by 
q cs oa a es whoa ~ YEAR-END INV ENTO RY CLEARANCE SA F 1 
|. FOR HIM e LAST THREE DAYS — ENDS SAT., DEC. 2nd ) 


. 6 DODGE SEDAN—Radio: ‘Lice $ 3 
a PONTIAC LAURENTIAN SEDAN - V3—Antomatic, ‘ No, 15227, Was $16m OLEA - 1565 \ 
( epee or nly Sa 52888 G7 SUEY. SUPER SPORT IMPALA vs—171 engine, 
) , : cre Say, automatic, radio. Licence No, 55091. 
E * shaving. Kits a : pare Slippers, 5-95 . henge agen 5 3288 
© Crib Sets; 5 ; 
SPOR Ses ee 2 
.00 ‘@ Travel Bar's, 95 ) SEDAN—Radi Radio. Licence 
+, from eeneeeenon $i See ae a mS 5 7 ee OBS A 
# $2150. TO CLEAR: ea 


6 PONTIAC PARISIENNE SPORT SEDAN V8—Anto- 
matic, radio, power steering, power brakes. Licence 


Sa “S168 G3 Seuy.ta ae 1388 


‘ | é 63 ton STRAT.CHLEF SEDAN Llgece No. 
. } 6 BUICK LE SABRE SEDAN — Automatic, radio,. Was $1695. TO CURA ett i 488 
& ACADIAN INVADER SEDAN—Radio. m2 88 Licence Ne. seehe. Was 42386. TO CLEAR ...... : 21 88 

( Licence No. 13586. Was $2395. TO CLE 


| 


eae Reape teagfe ieaafe tage tae haggle tage aap 


Bd sons Sas cate” 1628 


G2 Fetncs Ne tert, Wes stun. 70 CLEAR 1808 


6 ACADIAN CANSOQ SEDAN — Automatic, radio. 


14 
, Licence No. 13588, $ 
© French Purses, [5.00 .00 Was $2695. TO CLEAR .-.------------+------+ 2488 r ¢ 
dpm: .5-=----.. ‘ ais. 
* anes Cases, 95 os 
ahehissheked 3 SPORT 2.06 sh cnn an | oe 
NTI G H. 
® Tote Bags, 6° © French Purse and Key \ f 66 ben 2 car. prea | va 2-D00R i aaa 
from -...---~--- a Case’ Sets, 1 y tae UICK AN — Automatic, radio, PLYMOUTH SEDAN — Automatic. Licence Licence Ne, 526737..." 
® Jewel Boxes + 6 cone RB aod ene 53989. No. 34514. $9988 Was, $3508 TO CLEAR -20. 2... ea. 
>” Licence No, 5788. Was $3495. TO.CLEAR -..... ;Was $2395. TO pe ee py > ep Roney 


ox Gwe De 


FREE 
Se Sie GOLD INITIALS 


._ Personal On Any Purchase 


Service Counts! , $5.00 or Over 
(Shape Permitting) 


“CHECK THE CAR—CHECK THE LICENCE — CHECK THE PRICE” 


FOR A GOOD DEAL AND A GOOD DEAL MORE 50-50_30-DAY 


GUARANTEE 
30-DAY EXCHANGE 


PONTIAC BUICK LTD.) “e2"s=" 


TIM Next Year 


ALL 
CARS 
WINTERIZED 


Ac AA = |y 900 FORT ST. ranoued ToView - Phone 382-7121 >. 


(Opposite Centennial Square) Pils Rls ili Gillie os illiay Slit: ling. ies Gin Blt Sy al i. 


ia 
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Sears Prospect 


For Fast Trek 
To Skate Stars 


By DOUG PEDEN 


From curious bystander to Olympic contestant in 
less than two years. 

That’s an unlikely climb to the stars for any 
athlete but it’s the way things could work out for 
George Sears. 


Sears~is. the ta'l 18-year-old from Esquimalt who has been 
selected as B. C.’s lone representative to compete for a place on 
Canada's Olympic speed- 
skating team in—trials at 
Winnipeg early in the New 
Year. = 

From the trials, to which 
10 men and seven women 
have been invited, seven 
skaters will be picked to toil 
for this country_in the Winter 
Olympics at Grenoble, 
France. 

Little more than a year 
ago, George was only mildly 
curious about pushing the long 
speed blades. He had. started 
churning ice for fun when the 
Esquimalt Sports Centre 
opened its doors and he 
wandgred imto the rink for a 
look“ when a_ speedskating 
clinic was held last fall. 

Before the evening was 
over, George had _ been 
matched in a race with Dave 
McLeod. Using ordinary 
skates, he finished only a 


JIM SHIELDS 
short distance behind the Dawson Creek ace and that probably 
changed his athletic life. 


“T'yve always liked skating but I figured I wasn’t going to 
be much of a hockey player,”’ Sears recalled during a workout 


this week. ‘‘So I though I'd try speedskating.” 


Agreed, Olympics Set Up as Goal 


Encouragement and coaching help came quickly from Jim 
Shields, the former Saskatoon whiz on the blades who started 
the Esquimalt Speedskating Club two years ago. 

A few months later, both coach and pupil headed for Fort 
St. John, where the Canadian and B.C. indoor ¢hampionships 
were scheduled. Competing in the intermediate division, Sears 
won the B.C. title and was runner-up for the Canadian crown. 

That rapid development was enough to convince Shields 
that his star pupil should have a chance in the Olympic trials. 
The coach started a campaign for recognition that finally 
resulted in Sears receiving the invitation to Winnipeg. 

“We made up our minds that he was going to make the 
Canadian team,”’ said ShieJds. ‘‘Which he is. 

“’m convinced George can do it. His times compare with 
the times of Can2da’s best skaters and he should do better 
outdoors. He could knock holes in the eastern theory that you 
can’t produce a champion skater on an indoor rink. 


It’s Easy For Natural Skater! 


“George is a natural skater. It seems to come easy for him 
and I’ve never seen anyone like him. He should improve for 
several years and if he can get the experience and competition 
he might possibly be among the best in the ‘world.”’ 

Sears might dispute the ‘‘come easy’’ comment because for 
many months he has been sweating at home to build muscles 
and endurance during Tong workouts with weights and a 
stationary bicycle. These—have been in addition to skating 
sessions at the Sports Centre. 

It. might a}l pay off with passage to Europe for the six- 
three, 176-pounder who says “I’m not good on corners but I 
think I can build up good speed on longer straightaways.” After 
risking tumbles on the 110-vard Esquimalt circuit he'll find 
wider turns and longer straights on the outdoor track at 
Wipniper. 

Whether or not Sears shocks the prairie and @astern people? 
who believe you can’t develop skating stars in the Pacific Coast 

“banana belt,” Shields rates applause for the progress he has 
made with his Esquimalt alub. 


Expanding Interest Nice Surprise 


When the navy petty officer decided to form a speedskating 
club, few Victorians thought he would interest enough skaters 
to form a corpora!’s guard. With his wife, Coleen, a8 his ‘Midst 
enthusiastic assistant, Shields now has 33 skaters, from seven 
to 24 years, attending training sessions. 

And interest is such that Shields, who believes at least 
three younger members. of his club “are going to be 
contenders,”’ will take @ gtoup to the Canadian championships 
at Red Deer in February, 

Forming the cicb proved an important move for Shields, 
winner of the Saskatchewar championship and several times 
runner-up in Alberta and’ Saskatchewan provincial.meets before 
moving to Victoria 15 years ago. 

It provided him with the incentive to make an amazing 
athletic comeback. 

He ended a retirement from competition of almost 14 years 
end was the..star of the sbow last season at Fort St. John, 
winning both the Canadian and B.C, senior men's aggregate 
championships at the age of 31. 

“Now I'm retired again,” smiles Shields. 

But he won't be retiring from, coaching as long as he can 
tind prospects like George Sears. 


Junior Pair Extends 


Third-Seeded Combo 


Third-seeded pair of Les Wil- Tonight's draws: 


r Goodmanson ~| 7:30—Ed Hedley Jim Wells vs. 

wand ie te men’s pect Carte and Doug Be inn Mei Fr oat 
vs. 

and ce Macmurchie; Gill Newton on 


the .35th annual Saanich open 
badminton championships Wed- 
nesday after a strenuous three- 
game match against juniors Bob 
MeMynn and Daye Sorenson. 

Wilson and.Goodmanson won, 
16-17, 15-11, 15-12. 


vs. 

= Le ; Wayne Humphries 
&: Mc ight. 
8:15—Phil Crampton and Art Davies 
vs. Jim. Wells Oaks; 


J 
cott vs. Barb y Cuppace vat Kent: Barb 


“he = and Jack Lesquesne vs. Vi pi 
In the ladies’ open doubles winners =; Muriel knot fend George. “4 
semifinal, Pat and Muriel Knott}. $:45—Kathy Tuey Mat Bob M McMynn 
vs. Carol 


FF 
defeated Ann Currie and Mary- Meija Cartwri 


Jean Smith, 18-16, 15-10. lor, Lewis. 
, , , ; t past Ticat games. 
Tournament play continues to- vi einen 8:19" draw: "Val ‘Kent aod Roughriders scheduled. amoth- 
night at 7:30. Dennis cremett ro 
oe 


RUSSELL IN FAVOR... 3 


Times News Services 

A proposed Negro. boycott of 
the U.S. Olympic team has 
touched off a difference of 
opinion among colored athletes 
themselves this week. 

Some, famous names in sports 
are enthusiastically behind the 
boytott idea. Others are just as 
adamant in rejecting it. 

Boston Celtics player-coach 
Bill Russell says negro athletes 
who boycott the 1968 \ 
will not be harming their race’s 

struggle for equality. 

“A man. should do what he 
feels is, right,’ the basketball 


“And if the decision is to boy- 


about hurting the 


cal, 
opposed the boycott. 
wait. until something happens, 


then say the people involved are 
wrong,”’ Russell said. 


the move, 


Ken ; 
Pat. Knott ~ Dennis Clemett vs. Cy 


cott, they don't. have to worry 
so-called 
Negro cause. It would have no 
negative effect whatsoever , , .”’ 

The Celtic's coach was criti- 
however, of Jesse Owens 
and Ralph Boston, who have|:- « 
Negroes have been denied equal 


“They are do-nothings who attention 


Jackie Robinson, the ex-Brook- 
lyn Dodger who was the first 
Negro to play major league 
baseball, expressed support for 


AND IN TIME FOR SUPPER... sez 8 


Shopping for supper, according: to 
Joan. Godfrey, doesn't mean a walk 
to the corner store. No fair-weather 
fisherwoman, either, Mrs. Godfrey's 
“shopping trips” are much more, fun 
. . . as Wednesday’s “purchases” in- 
A regular around Oak Bay 


dicate. 


[Roughriders Dismayed 
By ‘Skating Rink Field’: 


By DON MacLACHLAN 
OTTAWA (CP) — Saskatche- 
wan Roughriders protested 
Wednesday night at being 
provided nothing better than ‘‘a 
skating rink of a field" for work- 
outs before the Grey Cup game 
Saturday. 

Head coach Eagle Keys brand- 
ed the practice area as -“‘haz- 
ardous’” and the club was re- 
fused use of the field that will 
be used for the Grey Cup game 
with Hamilton Tiger-Cats Satur- 
day. 

The Canadian football final 
between Saskatchewan and the 
Tiger-Cats is.set for 10 a.m. PST 
and will be telecast on both the 
CBC and CTV networks. 

The workout, meant to be the 
first major one since the de- 
fending Grey Cup’ champs last 
game Sunday, was cut to a few 
formation practices and general 
manager Ken Preston began ne- 
gotiating for a new practice 
area. 

“T think it’s upto the city to 
provide a proper practice 
field,” complained Preston “it 
just isn’t right. at all that we 
come in and not be able to prac- 
tice three days before the 


| game."’ 
Tuey| WATCH TICAT FILMS 


Robinson, a business execu- 
tive and an adviser to Gov. Nel- 
son A. Rockefeller;~Said in a 
“TI feel we 
got to use whatever! means to 
get our rights here in this coun- 


television interview : 
try. And I don’t go for violence. 
But when, for 300 years, 


opportunity, some 
must be focused upon it.” 


Willye White, feminine Negro 
star aiming at her fourth Olym- 
pic Games, suggested Negro ath- 


letes are on the wrong tratk. 


said they wouldn't know until)Sam Berger, Ottawa general 
later what Ottawa Roughriders, |imanager and president respec-| S'g. 
who rent Lansdowne Park sta-|tively, hoped to provide time at 
dium, would be able to provide: |the indoor agricultural Coliseum 
Preston said Red O’ Quinn and'building at Lansdowne Park. 


Kote % 
BUILDING STRAW HUT? z 


Psychology Part 


Of Game 


HAMILTON (CP) — 


That's the reason it is difficult 
to determine when Hamilton Ti- 
ger-Cats are'honestly analysing 
their chances against Saskat- 
chewan Roughriders or building 
a straw hut for their western ri- 
vals in the Grey Oup at Ottawa 
Saturday. 


_Not one -thember--ef -the Ti- 
cats, Eastern Football Confer- 
ence champions,—will say the 
Hamilton club is better than 
Saskatchewan. 

Only 6¢ minutes of play will 


After 45 minutes of what end| provide the answer. 
Jim Carphin described as ‘‘look- 
ing at each other,” Riders ad-|including coach Ralph Sazio,}more than two hours Wednes- 
journed the outdoor gathering|will point out where the 
for a film session of watching |riders’ strength lies, but no one|fensive and offensive drills on 


Every member of the Ticats, 


will outline their weaknesses. 


During the week before Satur-|Civic Stadium, with the ayer 
er practice session for today but! iday’s annual Canadian final be-|ature about 25 degrees. 


._... SPRINTER AGAINST IT 


Boycott Plan Brings Out Differences 


equality and friendship,’ Miss} Ol 
White, 27, a world class long] ing 
jumper since the 1956 Melk} boycott against a body of 


bourne Olympics, said. 


“I can suggest specific issues 
and more specific methods ofj|pects like Charlie Greene and 
protest in behalf of Negro status|Ralph Boston have the same 
than this boycott proposal which| reaction I do, How can you say 
seems to be centred on San/ you won't compete in the Olym- 


Jose, Calif. 


“The question could be|/Nobody makes you go out and 
brought up why don’t we have/run, you do it 6n your own.” 
Negroes on our. Olympic swim- 


ming, 
other Olympic 


“This is something that could/is financed by public contribu- 
world in a great display of|be protested directly to the U.S.) tions, 


Family larder increased considerably 3. Pittsburgh, K. 
with springs weighing 20, 15, 9 and 7 


Football is comparable to 1s A les 
chess, bridge and billiards—every move is planned and} *, 
the atmosphere is heavy with psychology. 


NHL 
SUMMARIES 


| EASTERN DIVISION 


NEXT GAMES: Tonight—Minnesota at 
Montreal; Toronto at Detroit; Oakland at 
Philadelphia. 

MONTREAL 1, 
FIRST PERIOD 

1. Toronto, Walton (12) (Mahovlich, 
Armstrong) 4:44. 

Penalty—Pronovost (T) 
SECOND PERIOD 

No scoring. 

Penalties—none. 
are PERIOD 
Pappin (8) (Stemkowski, 


TORONTO 3 


12:02. 


ng 
Penalties—Young (D) 8:27 (NY) 17:28. 
SECOND PERIOD 


(D)_ 3:07. 


THIRD PERIOD 
4. Detroit, Henderson (9) -(McGregor, 
Ullman) 1:23. 


(@D), Gilbert (NY) 13:48 
Shots on goal by: 


Attendance: 13,864. 
MINNESOTA 1, BOSTON 5& 
FIRST 


derson) 18:32. 
2. Minnesota, Collins (1) (MacDonald) 


19:05. 
Penalties—McCord (M) 
son (B) 12:36. 
Pa aee PERIOD 
Boston, McKenzie (8) (Bucyk, Stan- 
nla) 2:26. 
Boston, Bucyk (12) 
Green} 6:05. 


{B) 8:20. 


THIRD PERIOD 

5. ston, Bucyk (13) (McKenzie, 
Stanfield) 8:09, 

6. ston, Sanderson (7) (Lonsberry, | 


Williams) 9:36. 
(B) 18:39. 
5 10 


jon = 
Attendance: - 9,560. 

OAKLAND 1, PITTSBURGH 6 
FIRST P| 


Marina, she caught limit of four Baye tsoureh, Ubriaco (2) (Fonteyne, 
* : ‘ vin) 3:58. 
salmon during quick afternoon trip. Penalties—None, 


THIRD. oD 


M 4 
be tgriee ot Stralin) 706 easy 


Attendance: 4,498. 
PHILADELPHIA 1, CHICAGO 3 
FIRST PERIOD 
0. scori 


ing. 
Penalties Jarrett (C) 1:12; Blackburn 


TP) 16: 
SECOND PERIOD 


Maki) 7:21. 
a cago, Mohns (6) (Mikita, Pilote 


3 ee 2 Bockstra, (8). (Black- 
burn, Roche! 
Penalties -Pllote. wi) 223; 
348; Watson (P), 


fc 
ins 
Penalty—Stapleton (C) 15:23. 
Shots ‘on 


ys 
Philadelphia -__- 
Chicago Ph Orato 
‘Attendance! "16,666. 


Dornhoe! 
‘Nesterenko’ (Cc 


Los antes 2, ST. LOUIS 3 
i og PEI 
" oul 
McCreary 
Lamnbone) 
Penalties Fortin (StL) 
(LA) 6:36; Amadio (LA) 16:23. 


0) 
sweet Louis, Roberts (6) (Berenson 
4: Los Angeles,..White (4) 18:07. 
seeeree= een (StL) 7:31; Amadi 


(LA) 8: 
THIRD PERIO 


Strategy ost St. lout Schock (5) (Picard, Crisp 
cCreary 
( Smith (LA) ¢ 


16:18; ya (StL) 19:11. 


‘attendance: 5,583. 


tween. the top clubs in the EFC 
and the Western Football Con- 
ference, only one Hamilton play- 
er has come close to revealing 
the sepret behind the stretegy. 


NANCY 
ie eee in a ores [REJECT S 
“You just never ei AWARD 


mate the oppesi#tien in a football 
game,’’ says Willie Bethea, 
tive-year veteran. ‘‘You have to 
remember that every member 
of the other team is sa profession- 


The Ticats worked out for 


versity here, says acceptance 
of a special athletic scholar- 
ship from the B.C. govern- 


gymnastics and many!place silver medal in the 1956 


units ~ beyond| Olympics broad jump, pointed 
“Boycotting the Olympics is|track, basketball and boxing. 


boycotting the nations of the 


day night. Sazio worked on de- 
the frozen field of Hamilton’s 


interview the scholarship, 
given to het after she won the 
women’s world skiing cham- 
pionship, is really in a tangle. 
She said she hasn’t seen any 
of the $5,000. 

learned she wouldn’t be 
pic Committee, and noth- 
Oo vague as an Laney 
na- 


ship after’ checking with the 
ciation. 
tions. 

“"T iniowe other Olympic pros- 


demic reasons. 
Coach John Platt of the 
Pics until you make the team? 
Miss White, who wort the third 


teur Ski Association, 
out that the U.S. Olympic team 


education. 


GPW LT F A Pts 
Boston - - ©1352 7% Sw 
Toronto -....... M1 12 7 2 WW 47 
Detroit - 2 wW8 3 BBB 
Chicago -....... BM BSS HB 
New York - 2 9 8 3 5B 6 
Montreal 2894 wT Dw 
WESTERN DIVISION 

GPWLT F A Pts 
447 4 
368 6 B 
3 8 2 
431 & i | 
5 45 67 13) 

241 


= ab haa peas (3) (Crashley, 
York, Nevin (6) (Marshall, 


Penalties —Nellaon (NY) 4:47; Prentice 


Penalties—Bergman > 7:05; Prentice 


PERIOD 
1, Boston, Williams (6) (Awrey, San- 


4:04; Sander- 


(McKenzie, 
Penalties—McCord (M) 3:04; Awrey 


Penalties—Awrey (B) 4:36; Sanderson 


7-2 


15 11 10-36} 


hman (4) (Boyer) 11:42. 


ago, R. Hull (19) (Goyer, C. 


(Wharram, 


sa 


Miss Greene said in an 


The Rossland skier said she 
' allowed to accept the scholar-' 
International Olympic Asso-. 


Miss Greene said the whole 
thing hinges on the fact. that 
the scholarship was awarded 
for athletic rather than aca- 


Canadian ski team said the 
team -has been trying for 
some time to get the govern- 
ment to channel the $5,000 
through the Canadian Ama- 
which 
would in turn use the money 
to help Miss Greene with her 


Maple Leafs 


John Paul Bucyk. 


The Wings appeared to benefit 
from the trade, getting in return 
goaltender Terry Sawchuk, win- 
ner of the Vezina Trophy for 
them ‘in 1955. Bucyk at the time 
was only a raw-boned kid from 
the Western Hockey League 


12/ who had scored 11 goals in two 


National Hockey League sea- 
sons. 

But Boston and Bucyk went 
together like beans and brown 
bread and Wednesday night he 
scored two goals to tie Milt 
Schmidt's record as the. Bruins’ 
top goal scorer of all time. 

Bucyk’s goals, his<12th and 


to, 
Rip e G. Tremblay (1) (Pro-| 13th: of the season, helped the 
, Rousseau) 18:20. Bruins to a 5-1 victory over 
Penalties—not Minnesota North Stars and gave 
Shots b: - 
Montreal hai Ae 18 9 12~-34/him a ‘total of 229 goals in his 11 
Toronto, mien CT 3“ lyears with Boston—the same 
NEW YORK 1, DETROIT 3 number Schmidt, the club’s cur- 
FIRST 10D rent general manager, scored in 
No 16 years. 


Schmidt retired after: the 1955 


season. 


BIG M IN' FORM 

In other games Wednesday 
night, Toronto Maple Leafs, bol- 
stered by the return of Frank 
Mahovlich, nipped Montreal 
Canadiens 2-1 and Detroit Red 
Wings surprised the Rangers 3-1 
in New York. 

Chicago Black Hawks downed 
the Flyers 3-1 in Philadelphia in 
an interlocking game between 
the Eastern and Western Divi- 
sion of the NHL, St. Louis Blues 
edged Los Angeles Kings 3-2 
and Pittsburgh Penguins 
bombed Oakland Seails 6-1 in the 
biggest scoring spree of the 
night. 


tonight, Wednesday's results 
left Boston in first place in the 


East followed- by Toronto; New 
|York, Detroit, Chicago and 
| Montreal. 

Philadelphia maintained its 


slim one-point lead over Los An- 
geles in the West but Pittsburgh 
is pressing both clubs. Minneso- 
ta is fourth followed by Oakland 
and St. Louis. 

Bucyk’s output Wednesday 
night left him second in the 
NHL scoring race behind Bobby 
Hull of Chicago, but he wasn't 
the: whole story in Boston, 


BRUIN SUPPORT 


) 


pounds. Or 51 in all! Fourth and 3 Pikaburen, McDonald (9) (Dilla-| His. linemate Johnny Mc- 
limit-attaining spring hit just as she G pitisuergh Bathgate (9) (Ditia-| Kenzie scored_one goal and 
neared docks and was ready to call | "##fcDonald) 14:38. added two assists and his centre 
i j Pittsburgh, K. McCreary (5) (Strat: Fred Stanfield scored two as- 
it a day. (Robin Clarke photo.) ton) 19:16. : 
Gane ae (0) $18; K. Me-|sists. Derek Sanderson and Tom 
goal by: Williams scored the Bruins’ 
Pittsburgh “7 10-3 


=e other goals while Bill Collins ac- 


counted for the lone Minnesota 
tally. ¢ 

In Toronto, Mahovlich waited 
only 19 seconds before starting 
the Maple Leafs to their vic- 
tory. After being out of action 
for 28 days, suffering from 
depression and tension, 
Mahovlich fed Mike Walton a 


) 


fer| perfect pass to give Toronto a 


1/10 lead. 

Jim Pappin got what proved 
to be the winner at. 17:14 of the 
third period and Gilles Trem- 
blay scored. for the slumping 
Canadiens with less than two 
minutes left to_play. 

Jim Roberts ‘scored two goals 


is, Roberts (5) (Berenson,|to pace. St. Louis to its. victory 
Soe» Angeles, Flett (7) (Joyal, R.|@nd enda seven-game. losing 
1:51; Wall 


streak. But Ron Schock’s tip-in 
midway through the final period 
)| was the winner for the Blues. 
Red. Berenson, newly-acquired 
o|centre that the Blues got in a 
trade with New’ York, added 
)|two assists. Bill White and Bill 


(StL) 3:32; Wall Flett scored for the Kings. 
misconduct) 


MOHNS ADDS TWO ~ 


2 u &? Veteran left-winger Doug 


5-81! Mohns scored twice for Chicago 


game winning streak 


his 19th of the season, 


Hawk goal. 


Flyers only goal late in the sec- 
ond period. 
In on York, 


losing s , 
Bobby Nevin got New York’s 
only goal early in the second. 


With three games scheduled|* 


Bucyk a Winner 
Around Beantown 


Show Spark 


As Mahovlich Returns 


By The Canadian Press 


In July, 1957, Boston Bruins did some fancy trading 
with Detroit Red Wings and came up with leftwinger 


PORTS 


DOUG PEDEN 
Sports Editor 


SPORTS MENU 


HOCKE: 
7:45 end 9:15 p.m.—Vancouver Island 
League, Quee: 


n's Own Rifles vs. Tuacrn, 
ts Centre. 


Namaleo v8. Stockers, — 


BASKETB, 


7:30 p.m.—Inter-Hi; Techook Léague, 
Claremont at Oak in 


INJURY 
STUDY 
URGED 


PHILADELPHIA (AP)—Na- 
tional Football League owners 
are being urged to dip in their 
pockets and finance an athletic™ 
research institute to study the 
cause and possible solution of 
injuries which are crippling 
many of the game’s top stars. 

G. E. (Moose). Detty, 
trainer, and Dr. James E. 
Nixon, team physician, both of 
Philadelphia Eagles, have 
submitted a plan’ they are 
prepared to implement if they 
can get the go-ahead from the 
owners 

The idea of such an institute 
came to light this week in a 
discussion .with Detty about 
the many injuries, especially 
to knees and the Achilles 
tendon, which have crippled 
several players this season. 

There have been 18 players 
sidciined for the season at 
various stages because of 
knee injuries, and at least 
four others are victims of torn 
Achilles tendons. Broken 
arms, legs, elbows, and back 
injuries are others that have 
forced out valuable properties 
all over the league. 

“Take the Achilles tendon 
injury for example,” said 
Detty. ‘ 

“Maybe it has something to 
do with the shoes they're 
wearing, maybe it’s diet. The 
institute could look into this. 
It would be a cheap invest- 
ment considering the possible 
result. 

“Also, maybe the league 
ought to take a look at such 
manoeuvres as the crackback 
lov where players are sub- 
ject to sharp angle. and blind 
side blocks."’ 

Detty—said the cleats may 
have something to do with 
it—‘‘maybe they are too long, 
or eilow the foot to become , 
embedded too firmly in the 
turf Maybe we need a 
mélifie¢ rubber cléat or 
perhaps a soccer-type cleat, 
or no cleat at all.” 


Hockey Night 
In Esquimalt 


Queen's Own Rifles go against 
Esquimalt Tudors and Nariaimo 
faces Victoria Stockers in Van- 
couver Island Hockey League 
play Friday night at the Esqui- 
malt Sports Centre. 

These games. could produce a 


and ended Philadelphia's five- pcan tie for second place 


if both the Rifles and Stockers 


Eastern clubs. Bobby Hull, with|Win their games. Tudors cur- 
ac-|rently hold the rung, two points 
counted. for- the other Black|ahead of Rifles and Stockers. 


‘Game time for Q.0.R's game 


‘Ed Hoekstra scored the is 1:45 and Nanaimo's 9:15 p.m. 


stele’ wis Volleyball Champions 
Gordie Howe of Detroit was} Lansdowne defeated Reynolds, 
shutout for his fourth consecu-|13-15, 15-4 and 15-9 Wednesday 
tive game.. Ted Hampson, Paul|to win the girls’ junior high- 


VICTORIA 


FRIDAY, DEC. 


on - sale 


MEMORIAL ARENA 
INTERNATIONAL HOCKEY 


RUSS IA 
CANADA 


Tickets go 
Box Office Sunday, Dec. 3, 2:00 p.m. 
2.50 = 3.00 - 3.50 .2-- 


VICTORIA JR. COUGARS SEASON TICKET HOLDERS 
WILL HAVE UNTIL 5 P.M. DEO. 2 
REGULAR SEAT ALLOCATIONS FOR THIS GAME. 


22—8:45 P.M.” 
at Memorial Arena 


TO PICK UP 


ond 
“4 


In Cup 


Andre Guy, of Lyon, Fra 
riotous incident in the first 


Lyon won the first leg of their | 
first-round-proper series with a| 
goal by Fleury di Nallo after 74 | 
minutes‘ for a 10 French) 
victory. 

Mullery and Guy were sent 
off in the 3th minute. Mullery 
was kicked in the face by Guy 
as both players were on the 
ground after.a collision. 

The Spurs dominated the 
match until a defensive slack- 
ness let Di Nallo through. 


BOWLER OF WEEK 


Eleanor Rukin rolled a 1T1- 


195-187—-553 series at Chem- 
ainus Bowlarena to take the 
women's tenpin honors in the 
Times’ Bowler - of - the - Week 
competition. A winner last 
season, Eleanor rolled winnihg 
series in the Mixed Tenpin 
League. 


In Manchester, Manchester 
United proved its superiority 
over 


B.C. Bowler 10t 
In World Classic 


PARIS (CP-AP) — Lino Bra-| Bragieri’s best effort was in 
gieri, displaying his best form|the fourth round when he rolled 


ef the day against a Canadian, %% : : 
took a 33-point lead Wednesday a 199-204-403 peries to win two 
games from Hill. 


night. in the semi-finals of the 

third International Masters} In second place with 1,807 

Bowling Championships. points was Rene Ferrie of 
Paris. 


Bragieri averaged 192 pins-a 
game while winning six and los-| Australian Steve Mackie, at 18 
ing .two for a total of 1,840|the youngest bowler in the tour- 
points. nament, was third with 1,758, 
while Jack Connaughton of the 


Gerry Hill of New Westmin- 
ster, B.C., was in 10th place|United States was fourth with 


after Wednesday night's play,|1,737. |cup, scored a surprising 2-1 win 
with 1,600 points after three vic-| The semi-finalists bowl 12/in the first match at Kiev. 
tories and five losses. games today. 


HOTSPUR EDGED 


Tempers Flare 


Action 


(Times News Services) 
Alan Mullery, of Tottenham Hotspur, England, and} 


nee, were sent off after a 


half of their European Cup- 
Winners’ Cup match in Ly on Wednesday night. 5 


Union in Chorzow,. Poland, and 
eliminated the Soviet club— 
conquerors of defending cham- 
pion Glasgow Celtic in the 
previous round—from the Euro- 
pean Cup of Champions, 
POLES SURPRISE 

A stormy, hard-fought 1-1 tie 
before a roaring 85,000 crowd 
armed with fireworks, trum-| 
pets, bells and sirens gave] 
Gornik a 3-2 winning aggregate 
in the first-round-proper series. 
Gornik,- the first Polish club to} 
reach the quarter-finals of the 


WHL SUMMARIES 


CRW L TLF Abu Penalties Murray (S) 2 Johnston 
Neattic -- BH OSB BB : (S) 5:44; a *S)| 
portinnd -W es 716 # 12-45; Cote { (S) 27:11 : yee 

Sen Diese. is 3 81 oS et OD 

Vancouver 23 8 13 2 of + aes PERIOD 

Phoenix 2 6 14 2 et 96 3. Portland, Saunders (Kearns, Mes 
AHL _ 15 0 Fs 80 sier) 6:34 


Next games: Friday—Portiand at Van 


o 
fete 
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~«Classy Broncs 
Blank Vernon 


(CP) — First-place|Doug Thompson kicked out the 


\TIME OUT 


4 Portland, Johnson (Kearns, ~ Heben. 
tom) 11:21 


| VERNON 


couver; Springfield at Seattle & Springfield, Menard (Foley) 14 13.| |Penticton: Broncos -outelassed|22 widely- seattered shots man- 
‘ . . - ortla. ohnsen (Mad 3 | > 7 iti 2 
OE igs 1, SEATTLE § | ders) sta” malay wate nt Vernon Essos- 7-0 in a British — by the Josers for his shut-_ 
’ Penalties — Messier (P) 1:55: Leach 7 i our 
No scoring (P) 3:02; Cole (8) 5:37; Rathwell (S}| Columbia Junior Hockey ee 
| Penalties—Lemjeux (V) and Lund (S)| 17:35; Messier (P) 19:47 League game before 900 fans|¥IRST Fim 
a Wednesday night Pasiier toe 
jor) 7. Springfield, Anderson (Locas, Inglis) Ae : 3 
and Lund (S) (minor, major, miscon-| 5.g7 the Bron-|SECOND PERIOD 
duct) 19:51 Penaltiés—None. Pat Laughton was Pentic Laughion {mowat) 8 4a 


ton, 
2 Penticton, Hayes i 


sO Reattle, Cait (Leonard, Holmes)| < S20 om soa! by: cos’ big scorer with three goals. a Pee tA a tmatpaiiin 
| Springfield -12 4 8 Om Their top point man was Bob Whitin) 4 
2 Seattle, Iannone (Mortson, Carr Poca 63 6 om Pant 


Mowat with two goals and two) aig le roy 17:30 


Attendance 6,346 hor (P) 1:08; William 


Seattle trimmed Vancouver 
Canucks 5-1 while Portland 
Buckaroos were losing 4-3 in 
overtime to Springfield Kings 
and Phoenix Roadrunners were 


By The Canadian Press 
Seattle Totems extended their first-place lead in 
the Western Hockey League Wednesday and received 
an assist from American League teams, 


| with a 2-1 win to qualify for the sac Seattle, Leonard (Chiz, Holmes)| PHOENIX 3, HERSHEY 8 | assists. es ; 
second round of the European| 4 Seattle, Mortsom (Hale) 18:51. | wanaee PERIOD Other ge r and: Wayne 5 Laughton (Che renko) 
: Penalties—Lem (Vv) 2 c (s)| No scori es an a 4: 
|Cup- of Champions on a 2-1) s7!43""Veiprava (V) and Ward, (s)| _PenaltiesMahoney (H) 2:11; Wileosi| wane: Pate. ey * 8. Penticton, Mowat (Taggart) 5:32. 
| aggregate. [3tas Head (S) (served by’ Fedun)| ‘P) 7:53. Schaab. Penticton, Schaab (Madden, Mowat) 
In the Inter-Cities Fairs Gu 19:38 } SECOND PERIOD ; Penticton scored three goals ue Quechuk (V) Ak:@8: Me ° 
: fim aco Bh ee ag within less than three minutes P) 11-0, Penepoikin WV), ‘tuaion> 
match at' Edinburgh, Hibernian 4 Vancouver, Carmichael (Maloney)|, 2 Hershey, Leiter (Snell, Marcotte)/ |, : 5 Bale ee ip Seen) 38-00; 
heat (Naples 50 to win” th | 5:18 ‘ ‘Watch your step tonight, men!|to break a 0-0 deadlock mid-|1 er iss 
s e ss “Seattle, Lund (Fielder, Mortson)| 3. Herstiey, Keller (Nykoluk, Harvey)|,.. . the second period. 
second-round series on 64/8 °°" ° ., age CDesordy, Leiten| nis team would resort to any way through a + cnet oe 1 ie 0-8 
ies—Hale (S) 1:51; Picard (V ershey, Heaney y, Leiter) P : ‘ernon never serious at- rey amon “ 
ageregate. 5:40; Kilpatriek (S) 7:05; McNabb: (v)| 9:12 ; | lousy trick to win a game!" Vernon ‘3 ay » i¢ | Thompson <P) $0 6m 
MADRID ON-HER WAY ee Ward (S) 15:31; -MeNabb _(¥) sieae cenix, McVie (Labrosse, Mucul) ened, and. Penticton goalie” Attendance; 902 goa Attendance: 900. 
i gy ‘ Saves: Penalties — Marcotte (H) $:47, Hucul . 
Ret a ofS BB tsi RRR 
“Tl 9 5 5-43) rump reriop 
time. winner of the Edropeen|* ‘Attendance 2,884 |- & Phoenix, La! (Math 4 7] ¥ : 
Cup of Champions, qualified for SPRINGFIELD 4, PORTLAND 3. | 1. 2 
Sarajevo of Yugoslavia the quarter-finals with a 4-1 win! FIRST PERIOD | T Hershey. Stankiewicz (Gilbert, Keller) 4 
over Hvidovre Copenhagen of] ,.3, Springfield, Menard (Anderson) | en, eEcbey,  Delorty ". Stadpenics, 
: gs j . rt) :Z 
Denmark. Madrid qualified on a 7 Fpinalties—Cote (S) 2:48; Leach (P) 9. Hershey, Gilbert 19:58. 
63 aggregate, with World Cup|4,-5) Smith (P) 9:50; Johnson (P)| ~Penalty—Labrosse (P) 10:28. 
veteran Gento scoring one goal.|sxconp rEeRioD eae: ees ee 7 11-12-30 , = 
‘ - = 
Gornik Zabrze put up the] yurrays tea Menard (Robinson, ay hee wae 3 7 62 a 
toe shutters against = 
Dynamo Kiev of the Soviet} 1! 


Totems Improve 
Grip on Top Spot 


for pipe smokers! 


If you want a change for the better in pipe tobacco— 

NOW’S THE TIME TO TRADE! We will trade you an ; 
empty pouch of your present Made in Holland brand for 3 
.a full sized pouch of Amphora Full Aromatic — in the 

Red Pouch. Amphora is the gentle, extra-mild smoke— 

from Holland. It’s the one with the aroma that’s so 

pleasing to everyone around you. Amphora—the best : 
pipe. tobacco the Dutch send us! 


Bill Saunders and Norm John- 
son scored third period goals to 
give Portland a 2-2 tie. John 
son’s second goal at 15:19 of the 


In Turin, Italy, Juventus beat 


VICS CLIPPED 


Bays, Claremont 
Open Impressively 


- Clarémont and Oak Bay started their Inter-High 
School Rugby League schedules Wednesday in fine 
fashion—Oak Bay rolling over Victoria High, 14-6, and 


Claremont stopping Mount 


At Oak Bay, the home sige] 
took the lead on Glen Myles’| 
penalty kick only to have 
Victoria High square matters 
with a try by Ken Rittaler. ¢ 

Late in the first half, back-| 
field strength paid off for Oak 
Bay as they took a_ half-time 
lead of 83 on a try by Jim 
Dempsey and a convert by 
Myles. 

Oak. Bay dominated the 
second half as Robby Charles 
scored a try and Myles com- 
pleted the scoring with a second 
penalty kick. 

Dan Wallis.completed Victoria 
High scoring with a try just 
before time. 


CLARK CONNECTS 

In the other game, Claremont 
settled into a 6-0 lead in the 
wide-open game on first-half 


trys by Bob Chapple and Steve} 


Sanders, 


Deadline Set 
For Defence 


NEW YORK (AP) — Judge 
Sylvester J. Ryan of the United 
States Southern District Court 
of New York has ruled the three 
defendants in the National 'Pro- 
fessional “Soccer League's $18 
million anti-trust suit have until 
Dec. 1 to file affidavits and mo- 
tion papers opposing the suit. 

The NPSL has filed a show 
cause order‘against the United 
Soccer Association, Federation 
Internationale de Football, the 
United States Soccer Football 
Association and the Canadian 
Soccer Football Association ask- 
ing that they show cause why 
world organized soccer should 
not immediately end its boycott 
of the NPSL. 


View at Carnarvon 


Rapid Bucharest of Romania 1-0 
in a first-leg match on a goal by } 
22-year-old Swedish Inter-| 
national Roger Magnussson, | 
playing his first official match 
for the Italian club. 

Under a law banning foreign 
players from Italian league 
games, Juventus can use Mag- 
nusson only in matches against 
foreign clubs. 


ENGLISH LEAGUE 
Burnley 3, Arsenal 3 
Derby County 5, Darlington 4. 
Fulham 1, Huddersfield Town 1. 
EUROPEAN CUP CHAMPIONS 
First Rownd Proper, Second Lex 


Kiev, Soviet Union 1, Chorzow 
Poland 1. 


Rapid Vienna, Austria 0, Brunswick, 
West Germany 2. 


Hvidovre Copenhagen, Denmark 1, | 
Real Madrid, Spain 4. I 
rajevo, Yugoslavia 1, Manchesier 


View, 18-0. 


They added to their lead in 
the final half on two penalty} 
kicks by Ted Clark, the second 


United 2. 
from 35 yards out. Ross Clague (Last teams advanced to quarter- 
compteted the Claremont” vic-| finals.) ct aa | 
* irs! vane roper, rs 
tory with two unconverted trys |Anderiecht, Belgium 2 Spara Prague 
; Czechoslovakia 3. 
late in the game. Bucharest, Romania 06, Juventus,| 


In exhibition play, Mt. Doug- 
las swarmed over Claremont’s 
second team, 33-6 at Royal Oak. } 


Lorne Bunyan led the winners 
with six converts and a penalty 
kick. 

High school rugby play con- 
tinues next Wednesday as Mt. 
Douglas opens against Mount} 
Park and 
Claremont hosts Victoria High 
at the Royal Oak pitch, with 


Tialy 1. 
ee poeta td WINNERS 
Round Second Leg 
witien Krakow, "Poland 0, Hamburg, 
West Germany 
NAC Breda, 
Wales 4. 
(Last 
finals.) 
First Re 


R Proper, First Tec 
Standard : Liege,-Belgium 3, Aberdeen, 
Scotland 6. 


INTER-CITIES FAIR CUP 
Second Round, Second Leg 


Naples, Italy 0, Hibernian, Scotland & 
Hibernian wins on aggregaie, 


Sec Round, First Leg 


‘Netherlands 1, Cardiff, 


teams advance to quarter- 


| Leland Mortson and Larry Lund. 


| with singles going to Bobby Lei- 


}and Roger Dejordy. 
| LABROSSE SOORES TWICE 


| getting belted 63 by Hershey} 
Bears, 

The victory extended Seattle’s 
lead to! five paints. 

Portland remained tied for 
second with San Diego and the 


| | overtime, 


HOCKEY TRAIL 


B.C, JUNIOR LEAGUE 


defeat prevented Vancouver GP WLT F A Pts 
from vaulting from fourth to , wn Westmineier Sr is 1 or = - 
second. a gaiheesiene 4 Geis 

At Seattle, before.,2,884 fans, VicToRIA Ears 8 
the Totems got goal§ from five spay 1 8 


ames: ie ag Fi al Pen- 
ticlon? Emloope at Kelowna 


EASTERN LEAGUE 
4 


different players. — Don ,Chiz, 
Tom Iannone, Gerry: Leonard, 


Bruce Carmichael ‘scored for 
Vancouver. 

At Hershey, before 3,538 fans, 
six Bears shared the scoring, 


Charlotte 
Nashville 4, Flo 


ONTARIO suid 
St. Catharines 3, Ottawa 3. 


WESTERN JU INIOR 
Fiin Fion 5, Weyburn 1. 

a CESTRAS rao BE 
ter, Ralph Keller, Bob Heaney,| Houser anatase o> 
Myron Stankiewicz, Gil Gilbert INTERNATIONAL LEAGUE 
Muskegon 5, Fort Wayne 2. 
Columbus 2, Toledo 8 


WESTERN INTERNATION. 
Nelson ods Bie 2 = 


-ST. LAWRENCE 


Claude Labrosse counted! ,. OTTAW. College 3. Lavoie 4 


twice for Phoenix and“fom Mc- 
Vie scored the other. 


At Portland, before 6,346 fans 
Jim Anderson broke a 3-3: tie 
at 3:01 of the overtime session’ 
with a goal for the Kings. 
~Howie Menard scored Spring- 
field's three goals during regu- 
lation time. He gave the Kings 
a 2-0 lead after two periods and 
then put the Kings ahead 3-2 at 


Halifax 13, Charlottetown 10. 


Partizan Belgrade, Yugoslavia ‘1, 


games starting at 4 p.m. Leeds United, England 2 


14:13 of the third period. 


reat Beer 


PRO. BASKETBALL 


| ee 


LIMALT 


SPORTS CENTRE 


ANCOUVER ISLAND 
HOCKEY LEAGUE. 


FRIDAY 


7:45 p.m. 


QUEEN’S OWN: 


ng 
versus 


ESQUIMALT 
(TUDORS) — 


9:15 p.m. 


NANAIMO™ 
(O'KEEFES) 


See action-packed hockey 
every week in the comfort 
of a heated rink. 


like beer are swinging to the great beer. 
And that’s i the swing 


great name 
inbeer 


een at irs pest 


For free home delivery , 
and bottle return, phone: 


The swing to the 
ishappening. — 


It’s the natural result 
of natural brewing. 


British Columbians know a great beer when they taste it. One 
that’s quality brewed and aged naturally from the finest ingredients, 
for a smooth, easy-drinking flavour. That’s why people who 


third period sent the game into) 


Just mail this 
coupon today! 


\uA Ga a ela, WN, A, 


MAIL TO: M.C.F.G. Box 220, 
Station F, Toronto, Ontario 


6 
PLEASE PRINT 
CAREFULLY 


Ar. A S..rsosencsseranonsnvonnonansnsssescsons 
ADP ESS. svsrcovsssnereese soneat nabvopiuhosssin aenssconeeiSoan 60 
OP | ene aie ose TOM. can 
Yes, 1 would like a a FREE full Il sized Red Pouch of F Amphora Full Aromatic pipe 


pabenanennenepetenansopennenesnennanannersaunennnantesnvenunsnacy+nananendunnenssananan 


inaspensansoeysnayage mas oreanhennensensene 


vapenemennsanennns neeanererreranwernenees 


tobacco. | enclose am empty Pouch Of s.ececsnseapeneusansasnisiineerssanseeerasenseaie the 
Made in Holland pipe tobacco | have been smoking. 

My tobacconist Iannis ee 
Address...... i a ae 


(This Offer wupiras Dec. ‘31st, 1967 and ie limited _ 
te one Free pouch per person, per address). 


“Key No; cT4 


NORTH AMERICA’S BEST 
SELLING COMPACT 


SAVE HUNDREDS 


(HURRY WHILE SELECTION IS GOOD) 


12 ONLY 


EXAMPLE: 


Stock No. 3010—1967 DODGE DART 
70’ 4-Door Sedan, high avian 


slant 6 quigine. 3-speed automatic trans.,— 
wheel covers, whitewalls, safety pack: 5 


age. Cost new $3,300. 


NATIONAL 


5279 


819 YATES 


THIS ADVERTISEMENT IS NOT PUBLISHED OF DISPLAYED BY THE LIQUOR CONTROL BOARD OR BY THE GOVERNMENT OF BRITISH COLUMBIA, 


-CHRYS LER 
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Mound-Mending Birds 
Return Luis to Chisox 


MEXICO CITY 
Luis 


(AP) - 
Aparicio, the 


five year 
Alozen 


meetings, 


Little | 


trades involving 18 play-| 
ers made at the winter baseball | back 


wife,”’ Aparicio said 
when Chicago general manager 
Eddie Short called him in Mara- 
Venezuela, to break the 


| The Whjte Sox got Aparicio 


from Baltimore Orioles 
|Wednesday in a six-player deal. 


| COMPLEMENT THE MAN! | 


For men who insist 
ralf skins, handcrafted with 
superb skill. Shoes of 
matchless qt ality 

that, express dig- 

nity and good 

taste, 


If you understand all 
of the extra oper- 
ations and 
skilled hand- 
work that goes 
into fine shoes 
you would rec- 
ognize that 
quality was 
your best buy, 
by far. Choose 
from our wide 
range of fine 
shoes. 


by 
@ Macfarlane 
@ Dufresne 


1321 Douglas St. 


SHOES 


NT | COMPLEMENT THE MAN! | MAN! 


on 
most ouality, cut from small 


Come tn today and choose from our large selection 
of fine dress shoes in the latest styles 


THE STORE FOR MEN 
Open Friday till 9 p.m, 


MODERN SHOE CO. 


Between Yates and Johnson Streets 


ut- 


@ Ritchie 


Phone 383-1821 


“That is good news. Wait until) 
speedy |I tell my 
shortstop who once helped Chica- 
go White Sox win a pennant, re-| 
turns to Comiskey Park after a|leaibo, 
absence in one of a|news. 


gave up pitchers 
|Bruce Howard and Roger Nel- 
{son and infielder Don Buford.| 
|The Orioles dealt outfielder 


Chicago 


| 
baseman. 


traded | 
Fish- 
John 


minor league first 
The Orioles had earlier 
knuckleball pitcher Eddie 
er -to Cleveland, for lefty 
O’Donoghue. 

There was a rumor of a trade 
between Boston Red Sox and 
Cincinnati Reds in which catch- 
er Mike Ryan-and pitcher Bill 
Rohr would go to the Reds in 
exchange for pitcher Sammy 
Ellis and catcher John Ed-| 
wards. 7 
OTHERS SHOW INTEREST 

New York Yankees and De- 
troit Tigers both felt they were 
close to making a deal for 33- 
year-old «Aparicio. 

Harry Dalton, Baltimore's di- 
rector of player personne 


Yanks would have meant giving| 
up some of the Orioles’ top| 
young prospects and he wasn’t 
prepared to do that. 

Cleveland Indians sent Chuck 
Hinton to California Angels for 
Jose Cardenal in an exchange of 
right-hand hitting outfielders. 


last season with Chicago. 


“Howard has pitched good| 
against us. He has a good slider 


tation with Jim Palmer, Dave} 
McNally, Tom Phoebus and Jim 
Hardin.” : 

“We are thinking of moving 
Ron Hansen to second base,” 
{Short said. ‘Aparicio 
|help our defence and we think 
he can bounce back at bat. Sny- 
der fits into our-general outfield 
plans.” 


Butcher Battles 


Don Leo Jonathan 


Abdullah the Butcher will be 
going after another victory at 
Memorial Arena next week 


Jonathan in the main event of 
a professional wrestling card. 


|nese, will facé the giant Mor-| 
mon (305 pounds) on Dec. 5. 

Other bouts, starting at 8:15) 
p.m.; will send Rocky Johnson 


against Don McClarty, Jack 


“The brightest idea on the-men’s fashion scene 

this Fall, The *Country” look is projected into 

town and business wear. Sportmates are casual 
yet dressy, Here are pure Virgin Wool 


res f and 
piled 


sportcoats and trousers that belong peer 
perfectly matched in texture and colour. 
The “swing” is to Sportmates. Go with it. 


@ 


PURE VIRGIN WOOL 


9° 


1435 DOUGLAS 
383-1025 


civic 


ARKING 


+ 
TICKETSHE VALIDATED 


{Bence against Roy McClarty 
and Woody Farmer against 
| Jose Quintero, 


‘Minor Basketball |“ 


Results of games played in 
the Victoria and District Basket- 
ball 
night: 


BANTAM BOYS 
Gordon Head 16, Evening Optimists 56. 
Oak Bay Optimists 12, Victoria 34. 


Saanich 28, Metropolitan 27. 


|Russ Snyder and John Matias, a| 


| Boys’ 


would | 


when he tangles with Don Leo} 


Abdullah, a 260-pound . Suda-} 


Association Wednesday |: 


MINOR SOCCER SLATE 


Schédtile of weekend games in the Lower Island 


Junior 
SATURDAY 
10:38 a.m, 


Division VIB Parker Johnson vs 


E ing Optimists at don Head Ele 
m 7 Qs Lake 
H at Bullen Park and 
F and Talbot at told 
Ss Inited vs. Cadt Bay 
F. at Hampton: View Roya! Eagles vs. 
| Gordon us ad “B at View Royal 
Oak Pharm vs. North- 

Park; Lake Hill Kiwanis 


t Lake Hill Ele 


mentary 

Division VOILA lak Bay Optimists vs. 
Gorge F. C. at Windsor Park; Victoria 
Boys’ Club vs. Pro Pats at Central 


Junior High; Oldfield Service vs. Gorge 
Canadians at Glanford Park; Langford 
S.C. vs. Lake Hill Kiwanis at Elizabeth 
Fisher School; Peninsular Cougars vs 
Evening Optimists “A” at Sanc ha Hall 
Cadboro Bay Gyros vs. 
Frank Hobbs School 
Division Vi—Oak Bay Optimists’ vs 
Saanich Thistles at Carnarvon Park; 
Cordova 
Park; Gorge F.C._ vs. 
at Hampton Park uimalt 
Langford 6 Mile at Esquimalt 
Hill Kiwanis vs. 
Mount Douglas 
“ I 6B. vs. Victoria 
Club at Reynolds Road Park 


Gordon Head Machinists vs. 
Bay at Majestic 
ANAF. 


and Juvenile Soccer 


Tsartlips “at| Evening Optimists vs. Whytes Shopeasy 


ssociation: 


12 Neos 

Division V—Victoria Boys’ Club vs 
Lake Hill at .Hollywood Park; Gorge 
Canadians vs. Quiggs Builders at Hamp-| 
ton Park View Royal F.F. vs. Oak 
Bay Optimists 
Langford vs. Peninsular Tigers at Eliza-| 
beth Fisher School; Gorge F.C. vs. 
Marina S.C. at Colguitz Junior. High 
Lake Hill Lucky Dollar vs. Skillings 
Mayflower at Gordon Head Junior High 
- Saanich Employees vs. 
Langford Building Supplies at Reynolds 
Road Park; Esquimalt Legion vs. Gorge 
F.C. at Bullen Park; Britannia Legion 
vs. Prospect Lake at Windsor Park 
Gordon Head Sheil vs. Gorge Canadians 
at Majestic 
bye. 

Division Til — Gorge Canadians vs. 
Lake Hill Kinsman at Hampton Park; 


Park; ‘Evening Optimists—| 


at Lansdowne School; Victoria Boys’ 
Club vs. Gorge F.C. at Central Junior 
High 
SUNDAY 
12 Noos 
Division 1i—Trafalgar Legion vs 
Bay Optimists at Victoria High: 
Hillvevs.. Gorge F.C. at Mount Douglas 
Park; Esquimalt Meat Market—bye. | 
Division I—Lake Hill vs. Lake Hill 


Oak 
Lake 


Brentwood vs. Langford Building Sup- 
plies at Brentwood Elementary School; 
Whytes Shopeasy vs. Douglas Rotary at 
Victoria gh; Public Service Legion vs. 
Evening Optimists at Royal Oak School 


a trade with the Tigers :c'te| Weiler, Ontario Trio 


Enter Hall 


MONTREAL 
Jack Davies, 


(CP) — 
chairman of the 


| Amateur Athletic Union of Can-| 

Baltimore Manager Hank| |ada Hall of Fame committee,|Games champion in 1963. 
Bauer said Howard, 24, was a| Wednesday announced the elec- — - 
deciding factor for Baltimore in| tion of three former Hamilton, ] 
the deal despite his 3-10 record | Ont., 


athletes and one from Brit- 
ish Columbia to the. hall. 


Selected were Mrs. Elizabeth 


|Campbell, who as Betty Taylor, 


and will fit into our starting 20-| was a medalist in the women’s} 
In Pocketbook 


hurdles at the 1932 Los Angeles 
Olympics and the 1934 British} 
|Em pire and Commonwealth| 
Games in London, England. 


| Larry O’Connor, was chosen 
for his performances’ in the 
same games, plus his member- 
ship of the men’s 440-yard relay 
|team thatbrought Canada a 


gold medal at the 1938 Empire 
Games at Sydney, Australia. 


Neil J. Farrell of Hamilton 
}was chosen in the - outstanding 
official capacity. Farrell is 
jimmediate past national honor- 
ary secretary of the Amateur 
Athletic Union of Canada. 


manager of: last year’s BEG 
|team to Kingston, Jamaica and 
| was manager of Canada’s track} 
and field team in Rome for the 


| pire Games at Cardiff, Wales. 

| Fourth choice. was German- 
|born gymnastic coach Wilhelm 

Weiler of Vedder Crossing, B.C. 
Weiler coached Canada’s 
jmale gymnastics team in Jamai- 
ca last year. He now coaches at 
| the University.of British Colum- 

| bia. Weiler was born in Rastatt, 
algae and was German jun- 
_ gymnastics champion in! 


RACING 


First Race — $2,400, 
| year-olds and up, six furlongs: 
| Old Style tkrey) 

Rededication (Pineda) 


Moon, Dusty Spots, Sir Costa. 
Hope, Jo's El Dorado. Time 1:11 45. 


Second Race—$2,400, claiming, 
year-olds and up, six furlongs: 
Sofonsified Garcia! 
Know Me (Gonzalez) 4.60 
Red Splendour (Hawkenson) 

Also ran: Leonard’s Nephew, 
Bin, rescent Bay, 
Mayshel, Kalinka, Desert-Dee, Mr. 
Buford. Time 1:11 


Daily double paid $138.60. 
Third Race — $2,400, 
year-olds, maidens, six furlongs: 


Sweeping - Beauty, 


Fourth Race—$2,400, claiming, three- 
year-olds and up, six furiongs 


Time_1:13 4-5. 
Fifth Race—$2,600, claiming, 
olds, one mile: 
All Lucky (Baze) 
Crystal Mountain (Frey) 
Breeze Well (Yaka) 
Also ran: 
Our Ripple Rock, Innisprize, Holo’s: Jr., 
Old Slouch Hat. Time 1:41 4-5. 


Col. | 


Farrell was assistant general} 


1960 Olympics and the 1958 Em-} 


BAY. MEADOWS 


claiming, three- 


Hau ® -* r 20 
4.00/ Dingville (Palomino) 


Sharon 


three- 
$46.20 918.80 $10.00} 3 
3.90 


8.00 
Foreign 


claiming, two- 


Kahling K.B. «Pineda) $11.00 $5.60 4.20 . 

Money" Awhirl (Wilburn) 23.60 12.80 Also ran: a—Clarinetist, Sombalero, 

Rich Ground (Yanez) - Bonnard. Lucky Spoone. Time 1:38 3-5. 
Also fan Susie~ Be Fleet, Movie a—Entry. 

Typee, I'm Flashy, King’s Rider, tit : omy 

Soleil, Campusville, Carlos Comets Big} — Ninth Race — $3,000, calming, three- 

Gib, Prince Sinn. Time 1:11 2-5. year-olds and up, one mile: 


War Mask <Mahorney) $15.20 $8.60 $4.60 


Baby Pam, Tia Ping, Jourdan Way, Just 
Like Edy Lucky James, Fumi, Civic) f 
Bride. 5 


two-year- 


Lucky Doller, Perfect Form, 


“B” at Reynolds Road; Gorge F.C. vs. | 
Optimists Scottish at Hampton Park; 
London Boxing Club vs. Evening Opti- 
mists at Central Junior High; Sidney 
United—bye. 


of Fame 


|1956. He was Canadian champ 
| in 1957, 1958, 1960, 1962, 1963 and 
1966. He was Pan-American 


Misconducts 
Hit Hardest 


REGINA (CP) — Frank 
Boucher, commissioner of the 
Western Canada Jumior Hockey | 
League announced Wednesday) 
that three new regulations will) 
be in force for all league games 
| beginning Saturday. 

The regulations : 

A player receiving a miscon- 
|duct penalty will also be fined 
| $10. A second misconduct in the 
same game will result in ejec- 
tion from the game and an auto- 
matic one-game suspension. 

A player receiving a game 
{misconduct penalty will auto 
matically be fined $25 and sus- 
| pended for one game. 

When a -ciib delays a game, | | 
|the refereewill call a bench 
penalty. Further delaying tac- 
tics by the same team will re- 
sult in a-$25 fine for the coach, | 
who will also be ejected from 
the game. His _ replacement 
‘would have to be a player taking 
part in the game. 

There. have been 79 miscon- 
duct and game misconduct pen- 
| alties in league play this sea- 
son. 


RESULTS 


Sixth Race —. $3,500, claiming, three- 

year-olds, one mile: 
Sundello (Pineda) 36.00 $4.00 $3.40 
21.00 11.00 


Foam Rubber (Gonzalez) 3.20) Equal Me Now (Garcia) 5.60 
Also fan: Capris Count, Faruorme, Also ran: Solid Upset, High Tower, | 
Bockerest,, Venetian -Knight, Pacifica} Bosom Buddy, Uncle Roddy, Wantago! 


ee Crimson Fiag, Prompt Host. Time/ 

Seventh Race—$5.000, allowance, tnrée-| 
| year-olds, six furlongs: 

Joe Jean (Harris) 36.80 $3.40 $3.20 
He's King Again (Frey) 5.20 3.40 
Twist O Stone (Pineda) 3.40 

Also ran: Brer Clover, Legally Yours, 
manlec, Seemingly, Lin Pat, Mr. Budget, 

‘ime 1:13. 


Eighth Race—$6,000, allowance, three- 
year-olds and up, one mile: - 
Vast Ruller (Yaka) $14.00 $3.80 $2.60 
a—Bigger Grant (Garcia) 2.40 2.20 
Beau's Red Tie (Trujillo) 2.60 


Listo Librar (Pineda) $1640 38.60 $5.20) 
Francisco Dunham. (Perez) 5.20 3.20 
Old Times Sake (Frey) 3.00 

Also ran: Covet Wave, Lamar Kid, 


r Her Joker, Speed Command, Barbara 
Ste, Quickly” (Grendinetti) = 5:60 390|-Bam," Happy Joy. Time 1:38 45. 
Also ran: Old Fort, Spurgeon Creek, f 


for them, we are 
placing 3,590 
quality TREES 
AND SHRUBS ON 
SALE AT 
REDUCTIONS UP 
TO 50%. 


Exampies: 


(Reg. $1.95) _- 


EVERGREEN AZALEAS, 
(Reg, $2.95) _. sic 


WINTER HEATHERS, 
(Reg. $1.20) _..: Les bowened 


RHODODENDRONS. 
(Reg. $2.95) -» 


SPREADING 
(Reg. $2.95) 


KOSTER'S BLUE SPRUCE 
(Reg. $9.95) .- 


MT. ASH, 8 ft. 
(Reg. $2.95). 


JUNIPERS, 


JAPANESE PLUM, 


OPEN 


“VICTORIA’S BIGGEST 


POTTED ROSES, $4 00 


1715 HILLSIDE at Shelbourne—385-4162 


SUNDAY 


SHRUBLAND 


LITTLE GARDEN SHOP” 


at View Royal School; \@ 


Going south 
fora change 
of scene? 


Fora change 
of south, 
go to the 
Bahamas or 
Jamaica 


to Antigua, Barbados and Trinidad & 
Tobago. « 

See your Travel Agent for: complete 
information about a holiday in these 
fabulous and fabled Calypso islands. 
Remember to ask for our free, 40-page 
colour booklet “Island Vacations”. It 
* tells and shows you a lot about the 
South. Or call Air-Canada at 399.9949, 


5349 


Victoria/Jamaica 


There’s a bright and different holiday 
world of new people, places, food and 
entertainment waiting for you in. the 
Bahamas and the Caribbean. And, this 
winter, you can get there fast on Air 
Canada’s through jet service every 
Saturday to the Bahamas and Jamaica 
. . . plus daily connecting jet service 


$299 


Victoria/Nassau 


. Flights from Vancouver, 


21-Day Economy Excursion Return fares, valid Dec. 16, 1967 to April 14, 1968. 


ee i a OO 


| MAILTO: 


|’ ISLAND VACATIONS, AIR CANADA, P.O. BOX 598, MONTREAL 3, QUE. 
| Please send me a free copy of Island Vacations. 


Name 


I 

I Addre: 
City— 
L 


Apt. —__ 


Prov 


ee ee rene 


@ 


Fly away to the Calypso islands 


AIR: CANADA 


I 
| 
I 
I 
I 
I 
l 
I 
I 


= 


ie 
*) 


Ss 


t 
i 


turned toypolice since the 


’ ‘would see it.’’ 


By JACK BELL 


LAST DISSENTER OUSTED? 
McNamara Exit Grist 
For War Critics Mill 


{state department. They conclud- had chayacterized as a headlong} 
WASHINGTON (AP) — Presi- ed there is almost no oné of im-| course. 


dent Johnson has stirred a new portance left to argue wijhin the 


political storm by his perform- 
ance in assigning Defence Sec- 
retary Robert McNamara to the 
presidency of the World Bank. 


If there was anything Johnson] yored adviser 


administration against 
adoption of stringent war 
measures. 

“The ungracefulness ° of 
president's turning of a once-fa- 
into a banking 


the 


the) 


didn’t need at this point it was @| monk, who no longer could offer 
controversy over the retirement) any opinions on Vietnam poli- 
from his cabinet of the last in-| cies, left Johnson open to politi- 
fluential dissenter to the mili-+|ca) accusations that he was un- 
tary chiefs’ advice to go all-out| willing to entertain even mild 
in the effort to win the Vietnam | dissent to what his opponents 


war quickly. 


Johnson's observance of the| 
protocol that the 20 World Bank 
directors. must approve the 
McNamara’ nomination’ before 
he could announce it did nothing 
to dispel the political opinion 
that he is so secretive in his op- 
erations as to suggest he would 
rather embarrass a faithful ser- 
vant than let the average Amer- 
ican get a glimpse of what is 
House. 


really going on in the White 


But a combination of the pres- Pa 


Perfect Gifts for the Skier at 
Victoria’s Ski Equipment Headquarters 


Check our complete stock of ski equipment-for gifts 
that are sure to please! 


ident’s inherent secretiveness 


a political quagmire bound to/¥ 
remain sticky throughout his ex- 
pected 1968 bid for re-election. 


and the requirements of interna- 
tional protocol led Johnson into 


Despite the valiant efforts of 4 


MecNamara—in announcing ac- 
ceptamce of the unanimously 
proferred bank post, to absolve 
his chief of putting him and his 
possible critical voiee in dry- 
dock for next year’s campaign 
—it seems likely Johnson's 
anti-war critics will seize on the 
action as precisely so moti. 


44 


Wednesday night acceptance of|¥ 
the bank board’s election of him 
as President that this was a} 


vated. ; 
McNamara suggested in a; 


who had served his country well 
for nearly seven years. 


UNAWARE OF CHANGE 


magnanimous reward by the 
president to a bone-tired official 


x 
Two days earlier, according if 1 * 


to-friends, he had no thought of 


amazed when the news leaks in- 
dicated he was on his way out: 
Yes, he told friends, he had 
discussed with the. president the 
bank job about which retiring 


+4 


leaving his defence post in the 
forséeable future. He was 


President George D. Woods had pe 


approached him in the ‘spring. 


son Street, you will find the largest selection of ski 

equipment on Vancouver Island... . 

models to make the sport more enjoyable! 

* SKI BOOTS—Raichle, Tyrol, Henke, Kast- 
inger, Gresvig_and others. 


_* BINDINGS—Salomon, Look Nevada, 
Marker, Miller, Tyrolia, etc. 


* SKIS—Head; Fisher, Toni Sailer, Ander- 


son & Thompson, Attenhofer, Gresvig and 


others. 


* POLES—Steel or aluminum. poles—all lengths. 
* SKI CLOTHING—By “Alpine”. 


At Peetz Ski Shop on John- 
the brands and 


Slacks, Pioneer down-filled jackets, 
stretchies, parkas (quilted or plain), mitts, thermo socks, sweaters. 


SKI ROOF RACKS, WAXES, BASES. 


Rentals and Repairs—Skiing Information—Peets Fishing Tackle. 


PEETZ SKI SHOP 


574 JOHNSON STREET 


PHONE 383-3652 
peices e “Yon tree “fue c-Si ete “tec “tee tee “tee tae ime te tes 


But it had been only a casual), 
conversation at a social affair. 
McNamara’s private version} 
was that.he had not heard from 
the president again. This con- 
flicted with an administration 
version that before he told 
Treasury Secretary Henry. H. 
Fowler—who put the Mc- 
Namara nomination in the inter- 
national mill in October—John- 
son had called the defence sec- 
retary and asked him if he was 
still interested in the job._The 
administration version is* that 
McNamara replied that he was. 
There seemed little doubt the 
president's political instincts 
cohcurred in the defence secre- 
tary’s belief the “fresh person” 
might relieve thé president of 
some political liabilities in next|* 
year’s campaign. 
REMOVES LIABILITIES 
Johnson’s war policy critics 
compared McNamara’s exit 
with the. retirement several 
months ago of George W. Ball, 
a Vietnam dissenter, from the 
pa, maak a eae 


10 Bogus Bills 


Turned In | 
Since Weekend 
City tives report 10 


$29 bills have been} 


weekend. > a 

Detective Doug Grant said 
Wednesday alll the bills have the 
same serial umber, T over E 
3587399, but he stressed... this |- 
does not mean othér numbers 

The detective said the most 
obyious way to distinguish the 
bills is by their color. 
“Tt’s a darker green ink. 'The 
shading around the Queen's 
head is much heavier. Anyone 
comparing one with a real bill 


The phoney bills’ are also 
printed on a lighter quality 
paper. - 


. 


PLAY. 


L 14 GAMES 
‘RESERVE SEATS 
FOR ONLY $2.00 

All Seats Reserved 


aa 


% 


2) 


TT 


KINSMEN ALL CASH 


> MONDAY, DEC. 11, 8:00 p 


“MEMORIAL ARENA — 


Eaton’s Box Office 


Memorial Arena 


Pan Fee ag Oe 


rca 


fico NO-TIE BREAKERS - ALL PRIZES TO BE DIVID 
TICKETS _ 


Ve tae. 


BINGO 
‘D Bingo 
BINGO 
BINGE 
* BINGO|E 
BINGO |, 

- BINGO 


A certennial medal for 


ice to Canada has been rece 


F. “‘Skipper”’ King. 


generations of boys in Sco 


i 
a 


construction 


traction lugs 


JUST SAY 


(Range 


\ 


nent youth workers, Freeman 


Mr. King, 76, instructed 


serv- | from 
sived | field commissioner he became 
by one of Victoria’s most promi-|a the 


me 


uting 


Natural History Society. In 19 
named Greater 
toria’s Good Citizen. 


VICTORIA DALLY ‘LLiiine, THURS., 
'Virus Isolated 


‘Skipper’ King Gets Medal sox wronce 


day they have yeas me 

assis g nter-|jating a mysterious @ eadly 

to assisting and ¢ le ng vas tie io te 

rupted production of polio vac- 

cine in West Germany and else- 

A worldwide scientific 

effort to identify the virus has 

been under way since the death 

jof seven West German scien- 
\tific workers Jjast summer. 


taining campers at Goldstream 

Provincial Park jnfecent years, 

cam, wel i ef vati and natu- 
lteaching copsefvation anc 

jral hisjery. 

y t 20,000 Canadians have 
péen nominated for the, silver 
A two-war veteran who camé€|medals which are sent out from 
in this area. Whenhe retired|here in. 1925 he has, devoted |Ottawa. 


ne 


where. 


NOV. su, 190/—19 


St 


: ; eV _ 8 Ra enn ttt eee 
~ smears 3 ee Or en ne ee at 
. ‘<= m4 > ' 


HUSKY, deep-biting mud and snow 


© GUARANTEED equal to or better than the batte 
that came with your car 


© RESERVE power for sub-zero starts 
® GUARANTEED for 30 months on @ pro rata bosis 


OUR BEST 
SNOW TIREVALUE! 


WOOL CO 
auto centre 


BRUNSWICK] 


CHECK THESE FEATURES 


STRONGER than steel 4-ply NYLON TOUGH, longer wearing tread rubber 


compound 


NEW—double inner-liner tubeless 


construction 


LIFETIME WARRANTY AND ROAD HAZARD GUARANTEE 
Meets or exceeds V.L, S.A.E. and R.M.A. standards 


OUR BEST 


COMPARABLE SAVINGS. ON OTHER SIZES 


Wheel balance 1.59 including weights 
Extra wheels from 8.88 


1:75-14/15 
TUBELESS 
BLACKWALL 


NO TRADE-IN 
REQUIRED 


WHITEWALLS~ es 
ADD $2.00 : 


= 


BATTERY VALUE 
GUARANTEED FOR 


—2Y2 YEARS 


BRUNSWICK 
UPER SERVICE | | 
195 


All fhatioty pilose exchange ~ 


Service Centre Hours: Monday to Friday,.10 a.m. to 10 p.m. Saturday, 9 a.m.\to 10 p.m, 


DOUGLAS ST. & §$ 


Ww 


e 
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PM ENCOURAGED DE GAULLE—BENNETT 


Pearson Blamed for Paris Snarl 


By JOHN MIKA statements,” said Mr. Bennett. 


ENSIGN incur say 


BUY A BIG BEAUTIFUL 
CLAIRTONE 25” COLOR TV 

AND AGREAT 
"68 CHRYSLER BUILT. 
CAR OR TRUCK 


Quebec should seek sovereignty |establishec what Quebec wants 
and ties with France. |but “declined further comment. 

Mr. Bennett declined to make| He has been keeping tele- 
gny comment on de Gaulle’s|phone contact with Attorney- 
statements themselves, except/General Robert. Bonner who 
to shake his head and murmer|represents B.C. at the confer- 
wale. pesccane to te ‘rane fee statement that French-| ‘teh, teh.” : lence but he declined to say how 
president's latest outburst wes anadians are treated as in-| He said the Toronto confer-|the B.C. government assesses 


om ’ ferior by other Canadians sc > 1 “clea i 
nil-right but the whole episode y anadians solence stil has not “clearly'the meeting. 


a * was the fault of the prime 

minister. Py Py oba oty ety ote dy ob goby ty ty ety ob yg ob y oy ot yg AL 

The premier said Mr, Pearson 

encouraged the French presi- 

dent to meddle in ‘Canadian 

<i atfairs when he did not. insist 

that de Gaulle visit Ottawa first 
during his trip to Canada last 

summer 4 

“He allowed him to sail up 
the St: Lawrence in a battleship 
into historic Wolfe’s Cove and 
symbolically retake Quebec for 
France,” said Mr, Bennett. 

Mr. Bennett-said Mr. Pearson 
made a ‘disgraceful’ error ‘by 
even inviting a foreign head— 
especially in view of de Gaulle’s| § 
reputation—whose views were 
known to be negative to Canada, 
NATO, the U.S. and Britain. { 


THIS ERROR f 

Mr. Bennett said the prime 
minister was to blame for the 
subsequent. furore when Presi- 
dent de Gaulle made his ‘Vive 
Quebec libre’ statement in 
Montreal and the consequences 
of this error are continuing. 


The current Confederation of 


Premier Bennett Wednesday | He apiched _ the conte rence as 
w attacked Prime Minister Pear-|270ther opportunity,”. he added. 
|“‘He said this by design." 


son as a straight man for Mr. B. 7 ec 

P President de Gaulle leas sae gone referring to 
; xe Gaulle’s ris press con- 

a Mr. Bennett said Mr. Pear- I 


f, 
MEN! 


y ot Is the Store with More... 
714 VIEW. STREET 
LimitEs Just Up From. Douglas 


“CHRISTMAS 
CARNIVAL OF CLOTHES” 
OPEN FRIDAYS UNTIL 9 P.M. 


Tomorrow conference in To- te 
ronto ‘‘only set the stage for de re - if 
Gaulle to make another of his “+ 3 og a un ONE | 
: = * * * ‘4 “ 1 
Wiretapping BIG PACKAGE 
. : ' 
Use Studied MEN’S SUITS ql 
: Men’s all-wool, fine worsted suits in new rich shades i" 

; By Probe rs of heather, copper, olive and lovat marl, charcoal : " 

: | greys; browns and blues. Quality tailored luxury fab- 
MONTREAL {CP} —.A Guie- rics and wide selection of fittings. i 


bee royal commission inquiring 
into the administration of jus- 
tice ‘in the province is consider- 
ing appointment of a research 
team to study the acceptability 
of wire-tapping as a weapon 
against crime, the commission's 
chairman said Tuesday. 

Chairman Yves Prevost said 
% j wire-tapping and use of elec- 
: tronic eavesdropping devices in 
criminal investigations are mat- 
ters of “great interest” to the 
commission. 

Mr. Prevost made the fe- 


ee *h9*° 


TOPCOATS 


In wool and wool laminates 


From $99°° = *69°° 


DEEP PILE ORLON 


— 


‘SAVE HUNDREDS $ $ $ $ 


AND BE A 


marks after the four-man in- T 

quiry commission heard testi- JACKETS SECRE HERO 
mony from Daniel “ Gutman, A: Plain or spec- $99°* 

dean of the New York Law tacular colors ----- 


School and a-legaladviser to IS 
administrators of New York 


Staite. 

Dean Gutman said telephone- 
tapping is the investigative 
method most feared by narcot- 
ics and gambling racketeers, 
whose criminal activities were 
far greater than ‘‘an i 
ay and unconcerned public” real- 
wea : . ized. 
fe He said he believed existing 


SNUG, WARM DUFFLE COATS 


With blanket or pile linings, detachable 335° 
hoods,.stag horn fastening ----------- setacaeele 
Sweaters and Sweater-Jacs—Double-knit cardigans, tar- 
tan, suede trim and solid front, $ 95 
from. ....--<-«+--------------+----- | eRe 
Washable Wool Cardigans and Pullovers—By Wolsey, 
Day and Jay Berma. New $4 7. a 392° 
colors and styles, from --------- to 
Shirt Jacs, Sport Shirts — A tremendous selection of 
brand new styles and patterns. $B0° Free Parking 


BUY ANY 1968 MODEL GAR FROM ENSIGN AND WE'LL 
INLUDE A 1968 GLAIRTONE COLOR TV AT HUGE SAVINGS TO YOU 


legislation designed to protect 
persons suspected of having 
committed a crime “‘seemed to} 3 
outbalance the protection given 
society. , 


68 VALIANT 


AS LOW AS: - 


68 Barracuda 


AS LOW AS 


ee 


Prince George Jail GIFR CERTIFICATES 


4 ‘ 3 ; LIMITED 

7% Adds Regional Tag * a Wie 

mf “tthe ee government is}, Use Our TEESE EEE SE iF 
4 r malizing ev i % 
yy ae oe ee ; Convenient j Sat ines ? 


qd Prince George common jail 
4 shail ‘‘hereafter be known as 


A cabinet’ order today de- Lay-Away. @) 
Budget Terms : 
the Primce George Regional 


cleared that the 12-year-old 


68 CHRYSLER 


AS LOW AS 


pra AB ea RE ED: SE ENN ARES RE PRR HERS 


EVERY WEEK 
Monday Thru’ Saturday 
9 am. till (0 p.m. 
TRADER VIC and his wife TONI 
Save Money for Victorians on 
FURNITURE and APPLIANCES 


ix *5Q00,000° | 
Saving to Victorians so far this 
year is not out of line. 


AFIELDS 
w suites 


68 Fargo D100 


AS LOW AS 


*2966 


100 Cars and Trucks for Immediate Delivery ore 
CHRYSLER 
PLYMOUTH 


- ‘TWO LOCATIONS _ UNDER 'THE BIG SIGN 
1061 YATES AT COOK or 930 YATES 


Y OPEN WEEKDAYS "TIL 9 386-2411 


ee 


ar fe 


We offer you a fine selection of Living 
Room, Dining Room, Kitchen, Bedreom, 
Rumpus Room, TV, Stereo, Pianos, etc. 


SS a 


~ Trader Vic Will Not Be Undersold! 
Open Nightly “Til (0 p.m. 


TRADER ViC'S 


1412 QUADRA ST. — A Step Off Pandora 
PHONE 388-6264 


2 a ES sy ee EE SE EAE LIE ELS TE OE 


ONLY ANIMAL LEFT ON FARM IS COLLIE 


-and-mouth disease this island|({MMINENT SLAUGHTER Shropshive..The only living ani- 
has ever known has brought the| Since the accepted method of mai on their 50-acre farm now|LOSES ONE IN 100. lon their farms, windows closed | stock fx the test tine i Ny 
destruction of more than 200,000} coritrol is slaughter, each new|!5 Nell, the collie dog. Fifty Agriculture Minister Fredlagainst the stench from their|years. Several doa étheed 
apimals—cattle, sheep, pigs,/outbreak means another farm-|ftiesian cows will break no/Peart said that While the ‘situe-{purning stock, each country-|Stately homes are barred to vis- 
goats. jer’s livestock is wiped out. more county milk records. The|tion was serious, “there is no| man's life is affected. itors to protect deer in their 


— gpuntes are directly| First comes the white-coated|the same fate as the humblest|said, has been losing less’ than sport of landowner alid farmer 
affected, rest of the country |veterinarian, followed by the of-|P!8- one in every hundred of her 9,-| alike, is completely stopped. So from Australia 

is in. pbate of' virtual siege injficial valuers with their calcula-| ‘You just can't replace /000,000 cattle, 5,500,000 pigs and|is horse racing. Canada, 14 Au and 
an attempt to keep the disease|tions. Then the slaughterers|herd like that by going out and}|20,000,000 sheep. 
from spreading. with humane idllers and cans of|buying cows,” says Jones. But the blow to badly needed| NOSE! Siem aw eee oe A 


movement of cattle, sheep or|pyre of carcasses. Lastly, the/the time and planning matter|berg, 
end deserted, their stalls empty, ; 
500 veterinarians 


ba, 
wT 
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Snop: EASY. 


Champion Milk Cows Killed i in U.K. Epidemic X 


By GODFREY ANDERSON the epidemic say the virus is, The farmer gets market value|Oswestry, near the Welsh bér-jish cattle. The ‘Hereford Herd |does not affect poultry, officials | 


LONDON (AP) — The smoky|the most virulent eneountered|for his lost stock. He gets noth-/der, five weeks ago, Although 30 Book Society, which officially |discourage large meetings «ly TMAS < if 
reek of death rises over Brit-|yet. They-eren’t-sure-of_its_ori-| ing for the consequential losses |new outbreaks were _reported| controls the white-faced ‘breed, |ro-n.ers. % 
ein's russet iside thig(gin ‘but. they’ believe that a}—milk yield, butter sales, the} Wednesday, ail of them were in| talks glumly of cancelled orders | 

fall. The country is burning in-|ftmer’s boot, a truck tire or a| cost of building a new herd. places where the disease al-|from Sweden and delayed ship- 


feoted livestock. sudden change of. wind can) “yarold and Sylvia Jones own 


Southern England's Zk 


jready had appeared, and ttie|/ments to South Africa and Den- |square miles of New Forest, 
spread of the infection apparent-| mark. once William the Conqueror’ R 
ly was an the wane. While many farmers are|fayored hunting ground, xsih 
furced to live virtually isolated|peen cleared of ail ec 


The worst epidemic of foot-|SPPe@4 it. Prospect Farm at Nantmawr in 


More than 1,000 fais ‘and 14| The same routine is repeated.|¢lite of the cattle world suffers|reason to despair.” Britain, he) Fox hunting, favorite winter | parks. 


Twelve veterinarians from 


20 from Ireland have arrived to 


Standetiif orders prohibit the|gasoline to douse the fumeral| ‘You've got to breed them, and 


The.500 


“FRESH” 10-14 LBS. 


‘TURKEYS 


GRADE A, tb. EW A, ib. 


\ eens ey 


TURKEYS 39° 39°: 
SAUSAGE 19° \ 


ec 5 ----- ; 


Y 
we. 
\. 

STEWING 

per (O's 

ender lean, boneless. Lb. --. % 
\ 
* 
\ 


1® 


SPECIAL 
Pre-Christmas 


peas to A Se eee room im time for Christmas, build that bar, tile the floor, paint the walls, install ceramic tile, fix up the kitchen with 
a new range hood . ... top quality merchandise at greatly reduced prices—DO THE JOB FOR LESS WHEN YOU SHOP AT SLEGG’S. 


Vinyl Asbestos Floor Tile 


ALL THE LATEST PATTERNS 


ay — ieee 12!’ > ZZGCGEG sPecIAL CLEARANCE 


a 81° 100 Sheets of Arborite 


‘x0 PEEL AND STICK VINYL ASBESTOS TILE—No, fuss, no muss—just peel 
off the paper back and apply. 1 934° Various Patterns—Marbles, Glitters and Woodgrains— 


Were 25c each. REDUCED TO, BACH ---_-.__-..----..------------ 
Reg. 21.95 per 4x8 Sheet 


* CERAMIC TILE x ——— CLEARANCE PRICE 


Saturday In-Store Demonstration by Factory Representatives 50 00 00 
Our complete stock of luxury patterns. c 4x 8___ 2x8__.; 4x4 __ 
Reg. 98c square foot. ; 


Sal: PRICE ON ot Si ou apelin 0 Sect 
YOU SAVE 20¢ SQUARE FOOT 

Application tools available if required. Full line adhesives, grout and sealers. 

x GIVING 


3/16 CRYSTAL Decorative Floral 


\ 
NenucaceE =" fae 

. 

2s 

\ 

\ 

\ 

‘ 

\ 

\ DELIVERED TO YOUR DOOR FOR 
. 
\ 
\ 
. 
\ 
\ 
\ 
\ 
\ 
\ 


MANY, MANY MORE VALUES 


A Christmas Special! 
DE LUXE RANGE HOODS by Miami-Carey 


FIVE-YEAR WARRANTY ON MOTOR 


30” TWO-SPEED FAN— 528° 
Ge, at. aa eae ak, A PaO 2 —— Reg. eld Price Mirrors — 14 Plate 
White andavocnds green. Reg. 442.00. SADE PRICE __..___...._.- 333° -----,$ 9,50 $ 7.50 ee i i 
30” TWO-SPEED FAN— $3g5° ee oe, 10.50 8.40 40x24 ___-_- $49.00 $41.95 : 
Brushed chrome. Reg. $49.95. SALE PRICE... poe 1195 9.490 24x30 _..--- 38.50 31.50 some Cc 
Sl: 12.95 10.25 36x24 ------ 45.30 36.95 TOMATOES 
MAHOGANY << [AR B 22x36 1595 12.75 46x20 ------ 46.50 38.50 on 
Prefinished Bessie Panels teens 06. ING ee ee oo 
Woodgrain 199 «6.40 (80x22 -----. 38.00 29.95 


Hardboard Panels 


EATS 13.95 11.95 49 POLISHED 
ASSORTED PLATE MIRROR 


4x8x B/O Mahogany. 89 
SALE PRICE 52 


Priced Panellin, 

* For all Interior Work 

Seven Exquisite Panels 
to Choose From 


: Aoi Se Caspian Walnut Economy Lumber | etka. gy nays a a 
Acadian Cherry . 2 ; ' 
“Waterford Elm, Tyee — ar ete 150 OF cs ee we... GO um: \ ae 
Ge Only, per panel -- 6 weno ewanintninnin 
2x4 Random 


. First quality panels. 
‘4x8x4-mil, SALE PRICE -.-.-.-----.----.---1--2.. 


_ INTERIOR FLAT 
- LATEX PAINT 


1x12 Random, 
bw , Sepa anen apts ahs 


P.V. HARDBOARD Sir waa? | 


- GOLD NUGGET 


LOOSE FILL 


NSULATION es a PANELS Fh gece 1° 
Degrade HW «= 3 4x8x14 Hardboard $42 4x 4°S48 Clear 20° 
es Reject ---------25----"» Cedar, lin. ft 
U; reat 9 S4ake Abe ee OOP £iBei, 9 OCU, SUL WEI. 4 US, ... 2 ~~ = 
4x8x14 Hardboard 79 
siete Reject, banone Saar nis ei a . One Side Cedar suas ¥ 
| eee ee 2x8 S48 Sas select Qe TA soso 4 on 
x a Accounts Reject... ----.-----254+- Cedas 5 49° 
udget Accoun 4x4 Ceiling Panels. Qe |... 
+ Gold Star Time at a 99° 2x8 S48 Select Bie 
Payment Plan = 46> - 6 Patterm eeu. -- 2 ee ee OCTEP eccsece i kus 


SHOPPING HOURS: 
Shop 9 a.m. till 9 p.m, Monday through Friday; 


STORE HOURS: Open 6 days a-week—8 a.m. to 5:30 p.m. 


‘SLEGG BROTHERS 


VICTORIA. Quadra at Reynolds Phone 479-7151 


DUNCAN 
SALES OFFICE 
Station, - 


9 a.m. to'6 p.m., Saturday, at the Shop-Rasy 
Stores located in the Shelbourne and Colwood 


* 


eS aN 


“date should be set after which 
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Hanging Bill DE d 
nQS 
Say 


Injustice = 
Claimed by MP’ 


OTTAWA, (CP) — If govern- 
ment legislation limiting the 
death penalty becomes law, 
what happens to a man already 
on trial for murder and subse- 
quently convicted? Must the 
judge sentence. him to be 
hanged? 

The answer is yes, as the bill 
now stands. But this may be 
changed before it gets through 
committee and is given third 
and final reading by the Com- 
mons. 

Terry Nugent (PC—Edmonton 
Strathcona) suggested Wednes- 
day that the bill, already ap- 
proved in principle by thé Com- 
mons, should be made clearly 
applicable to court proceedings 
already in progress when it be- 
comes law. 

Solicitor-General Pennell 
agreed to consider the sugges- 
tion, and may state his position 
when debate resumes today on 
third reading of his bill to limit 
the death penalty to murderers 
of policemen and prison guards 
for a five-year trial period. 

At present, the bill specifies 
that it has no effect on court 
proceeings launched before it 
becomes law. 

SUBJECT TO NEW ACT? 

“Suppose a man is accused of 
murder last April, and the pro- 
cess of his trial is Subject to a 
great many delays,’ Mr. Nu- 
gent said.’ “His case would be 
subject to the provisions of the 
new act. 

“On the other hand, a man 
accused of an offence on the 
same date, and whose™trial had 
been expedited, would be dealt! _ 
with under the old law.” 

Andrew Brewin (NDP—Toron- 
to Greenwood) said a specific 


ol HAUNT 


Visit Santa in Toyland —4th Floor. Santa’s Hours 
will be 10:15 a.m. to 12 noon and 1 p.m. to 9 mm. 
daily except Saturday when he will be in Toyland 
from 10:15 a.m. to 5 p.m. 


Get Your Breakfast with Santa Tickets at_the Bay's 
Serviee Centre, 3rd floor, for Saturday, ‘December 
2nd, 9th, 16th and 23rd. Zbere will be two sittings each 
Satutday in the Bay’s Olympic Room, lower main 
...at8a.m. and 9 a.m. Won't you come and join 
in the fun? 
Have the Kiddies Photo Taken with Santa—A happy 
reminder of your children’s visit with Santa. De- 
lightful to send to friends or relatives. Coloured 
photos in plastic frames or Christmas card folders. 
Each, 95¢, or 3 for 2.50 


Enter the Place Mat Contest—Colour your “Break- 
fast with Santa” place mat, deposit it in the special 
box in Toyland and just wait! You-could be the lucky 
winner of the grand prize... a shiny new bike- 
There are also special prizes for each age group! 
2 to 4, 4 to 6, 6 to 8 and 8 to 10. 


all trials and proceedings would 
be handled under the new law. 
Another provision in the bill 
stipulates that if a new trial is 
ordered in an old case, the new 
law, forbidding the death penal- 
ty unless the murder: victim is a - 
policeman or prison guard, will 
apply. 
Ralph Cowan (L—York Hum- 
ber), one of the few opponents 
of the bill-on the ae 
side of the House, said this 
clause was written into it to 


Now at Timely Christmas Savings ... Men's Famous 
ssisnm=e=| Quality Shoes by Slater... Superb Comfort and Style 


REFERS TO CASE = ro 
He referred to the cases of Z | : 
Francois Schirm and Edmond Put Slater shoes in his Christmas stocking and he’ll walk through the year in foot- 


Coser ee ot & Sie page happy ease. Why? Because Slater shoes have been especially designed to take a 
we x r ees a i Wiecrerk man striding through each busy day with utmost comfort. Little wonder they’re 
South) protested that these called “the most walked about shoes in town”. Add to this superb craftsmanship, 
pence! ot Sangpt ger Pn quality leather uppers, hard-wearing soles and rubber heels and you'll be giving 

him the shoes he’d be most likely to buy himself. Choose black or brown mocca- 

sin toe, black or brown plain toe, black toe cap or brown brogues, Sizes 644 to 12. 
C, D and E widths. Save on these quality Slater shoes at the Bay today. 


sale, pair 


19.99 


The BAY, men’s shoes, mala 


3 
pF EVERYTHING 
FOR EVERYONE 


discussion of them: is not per- a Your usr 
missible. 

Mr. Cowan said the bill under 
discussion was presented to the 
Commons Oct. 13, 11 days be- 
fore a new trial was granted to 
Schirm and Guenette. 

Separatist MP Gilles Gregoire 
(Ind—Lapointe) tried to turn|¢ 
the tables on Prime Minister 
Pearson at the start of Wednes- 
day’s a accusing him of 
butting the affairs of 
France and Eta 

The day before, Mr. Pearson : 
had accused President dej@ 
Gaulle of France of interfering |7 
in Canadian affairs with -his|# 
support of a “sovereign” Que- 
bec ‘master of its own exist- 
ence,’ 

Speaker Lucien Lamoureux 
rejected Mr. Gregoire’s request, 
ruling that the matter was not 
urgent. 


Russia Buys 
More Alberta 


Herefords 
EDMONTON (CP)—A Rus 


Have New Curtains for Christmas . . . Sale Priced! 


ments have been completed in : 

eight years to Prodintorg, the o> ee 4 ' a ‘ 

Soviet government import and |? Dacron Panels—Washable, sheer panels that allow the light to tter Quality Dacron Panels—Sheer, elegant panels to dress No-Iron Seneglas Sheer Panels—White or beige no-iron sheer 

export agency, Mr. Noble said.}} filter gently through. They’re lovely to-hang by themselves up your ows on their own or with your present drapes. panels to add fashion beauty*to your windows. They're easy 
Piapcaielk of the ortes would |i or use as sun drapes behind your regular drapes. In beige, White only, easy to launder, headed and-cased ready to hang. to launder. Give your rooms a fresh new outlook. Headed 


Canoe Club 
Meets Tonight 


A meeting of the Canoe and |# 
Kayak Club of Victoria will be|@ 


held in Saanich at the Scout Hall 


on. Shelbourne Street tonight|# 


starting at 8:15. 

The hall is situated opposite 
the Shelbourne Plaza shopping 
centre, 

The business agenda will in- 
clude selection of a name for 
the club which is still in the 
process of being — organized. 
Movies and slides of various 
canoe trips will be shown. 


green, gold, rose. Headed and cased. 
41''x54”"". Sale, pair 3.49  41’’x63”. 
41''x72"". Sale, pair 4.49 41'’x81"", 


Sale, pair 3.99 
Sale; pair 4.99 


Trulon Panels—Decorative, fashionable panels that wash eas- 
ily, add light, airy beauty to your rooms. White-or beige with 
woven decoration. Headed and cased. 42’’x81’’. 99 


Sale, pair 


Cafe and Valance Set—Gay cotton kitchen prints in red, gold 


or turquoise. A delightful and -inexpensive Way to brighten 
99° 


your kitchen or utility room. Valance 65”x10’’; 
eafe curtains 32’’x36’’. Sale, set 


Smart shoppers know it costs no more at the Bay 


VICTORIA'S GREAT STORE, DOUGLAS AND FISGARD, OPEN DAILY MONDAY THROUGH FRIDAY 9 A.M. TO 9:30 P.M. SATURDAY 9 A.M. TO 5:30 P.M. 


ae aa sd hence 2” See ook 3” 


Trulon Striped Shortie Drapes—These decorative aes wash 

easily, look fresh and fashionable at your windows, In brown, 

green, gold, lilac, stripes. 42’’x54’'. 99 
Sale, pair 


Tier Sets—Charming for smaller windows anywhere in your 

home. These fashionable, decorative cotton tier curtains are 

attractively designed in pink, aqua or melon on a white 

background. 

32"’x24”", Sale, pair 2.99 «32’'x30’’. 

32x38’, Sale, pair 4.98 Valance 65'’x10’’, Sale, ea. 1.49 
{ 


Sale, pair 3.99 | 


. Your downtown shopping centre 


and cased. 5* 42"'x81"". 


deco 6” 


Cafe and Matching Shortie Drapes—Brighten your kitchen or 
bathroom with these easy-care Fiberglas sets. Wash them, dry 
them , . .. never ever iron them. They're resistant to sunlight, 
stay new-looking longer. In gold, pink, turquoise, Q 4° 
toast, green. Sale, set i 


Dacron Cottage Sets—These washable cottage sets mean easy 
care for you... a bright, decorative outlook for your kitchen 
windows. Contemporary pattern in red, gold, pink 4°? 
or turquoise on white background. Sale, set 


The BAY, draperies, 4th 


Fudsons Bay Company 


: , INCORPORATED 2"° MAY 1670 
DIAL 385-1811. JORDAN RIVER, COBBLE HILL, DUNCAN, GANGES, GULF ISLANDS CALL ZENITH 6040 (TOLL FREE), 
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2 NEWMAN | 


f 
Jontinued from Page 1 
which Quebec would remain 
an active partner, 
v Faribault’s very presence 
within the immer circle of -the 
Quebec government has 
become a reliable barometer 
of the province’s true inten- 


ie )’ 
| OE TL 90 PM 


ssac~c=| the@e.._ Christmas Gift Sale Gontinues ... 


English Canada that the 


- Bs potential for compromise has . 2 

A “ aay exhausted. It’s the last great sale of the year so be sure and recheck the 8-page supplement delivered ‘w ith Tuesday’s ‘Times and Wednes- 

S ¢ < 2 o Fi . ; , 2 4 . * ; « * 

% Pht penrsnthed E rench-Cana- day’s Colonist. You'll find gifts galore for everyone on your Christmas list . . . fresh, festive seasonal fashions, home needs 
this country fs Seok ean and niuch, much more. Shop in every department for outstanding savings during the Bay’s big Christmas Gift Sale. Shop in 
Maes ee erate vei Person or by Phone, Dial-385-1311. Phone order board -open 8:30 a.m. Friday. 
1754, when one of his an- VICTORIA'S G T.STORE, DOUG iD FISG { 

in ORIA'S GREAT.STORE, DOUGLAS AND FISGARD. OPEN DAILY $ A M. TO 9:30 P.M. SATURDAY 9 A.M. TO 5:30 P.M. DIAL 385-1311. JORDAN RIVER, COBBLE HILL, DUNCAN, GANGES, GULF ISLANDS CALL ZENITH 6040 (TOLL FREE) 


cestors came to Canada as 
secretary to the army of 
General Montcalm. 


OLD-FASHIONED 


At 59, he is an old-fashioned 
figure with old-world charm 
who quotes Aristotle and 
addresses himself to current 
problems like a man con 
stantly teaching a university 
tutorial on constitutional law. 
His' speech and elaborate 

2 phrases, rich with allusions, 
sound like another language 
amid the staecato.quips of the 

* technocrats who run most 
Quebec government depart- 
ments. 

“The main problem is that 
Canada has outgrown her 
constitution,” Faribault told 
me dyring a long interview in 
his hotel room, “It has too 
many remnants of imperial 
thinking to be-satisfactory to 
French-Candians. 

“(Ags soon as we say that, of 
course, we're accused of being 
agaist the monarchy. Rut we 
couldn’t care less about ques-+ 
tins of the monarchy—if 
‘Canada really wants it. Just 
don’t force us to have all of 
its trappings as part of our F1 
government's inher working. 


This has-no interest for us.” Happy Hopper Slippers Make 


Faribault is pleased that the 
Confederation of Tomorrow | 7 
conference has produced a Down-to-Earth Gifts for Her 
‘consensus for’ constitutional 


change, but insists that. the 
new document must end the 


aren at 


She'll Love the Luxury Look and 
Touch of Quality Perrin Kid Gloves 


Hot foot it to the Bay for her Happy H 
y ppy Hoppers Shortie Style, 7 tag 6-button length, Wha 
| Sale, pair 1 U 


rule by majority which has now. Buy a pair for yourself while you're reg. 9.95 3 i 

been the Canadian tradition. at it! They’re joyously comfortable. Great - He rat deanpotgcied ti 

“The trouble is,” he said, for padding around .the house or a) utton length, 99 8-button length 99 

i Ser” s r partment . l nai ae . 7 

aod oe po and she’ll wear them outdoors with slims Sale, par reg: 0. ieee taniael reg, 15... _ Sale, pair 12 

cot cre. bY majority Quebec __ and casual clothes. Assorted colours. ,Sizes Add the right touch of elegance to every costume with beautiful, 
y ity, 5 to 9. Put wour-fooe dow ie imported kid ‘gloves by Perrin. She'll revel in the luxury look and 

will exercise a practical veto | y : Tec il t on. touch of th 3 : “ . 

i verythi This is ridicu- Happy Hoppers today ouch of these supp eather gloves in basic fashion colours. Why 

in everything. ‘ } : a 5 A — a pair for yourself as well? You'll save right now at 

’ the Bay, 


lous. People who believe it 
take’ French-Canadians to be 
fools—which they are not. 
“But in my view you cannot 
have all of the major national 
decisions made by the Ottawa 
establishment,. or even the 
Commons majority and since 
the Senate has no decision on 
money matters, there is no 
appropriate forum. That's 
what Mr. Johnson is proposing 
—bi-national forum where all 
the provinces will be repre- 
sented, not just Quebec. _ 
The. other main consitu- 
tional amendment Faribault 
will be denranding on Quebec’s 
behalf is that. the so-called 
“residual: powers" which 
Ottawa has appropriated since 
1867 be returned under pro- 
vineial jurisdiction. This 
would include all matters’ not 
specifically provided for in the 
British North America Act. 


{ OF F-SHORE REVERSAL 


The BAY, hosiery, main The BAY, gi ain 
» gloves, m 


ee 


Give Her Quality Baycrest 
Nylons, Choice of 8 Styles 


Style 200—Seamless plain for sheer glamour. Looped toe. Briar 


ST ca 


ze 


Lt: 


¢ Despite these and other F2 i = wood, Fox Trot, Almond, Pale Black. 
we napa a ovina E P ti C: f B i Style 251—21 denier seamless ptain with stretch tops. Minuet, 
ceca’ akin | Exciting Gift Buys! Luxury Leather Satan, Sea" bx. 
| mature form of government ° Style 300—Good wearing, 400 le, i % | 
|| mature form of, government | ~— Handbags at Rare Low Sale Prices Mee duende Cue seen ize All Your Suits wi 3 
| Girtues are that people of Bye . : ‘ ccessorize our Suits with 
350—Seamless mesh with Banlon “tops, good stret < x 
ene tet ee gr |p - Here's th sit that will remind ber of your open Briarwood and Almoct ee These Versatile Silkron Shells! 
; widens economic boundaries thoughtfulness all year iong. A beautifully- Style 451—Walking sheer mesh with Banlon stretch tops. Smoke- ; i 
B | by eliminating internal tariffs styled handbag of luxury leather—designed 5 tone or Mocha tone. i, 
epg yee en ad Sebedhceanat delay sat die wine. Ail : ; : : These easy-care silkron knit shells are lovely Sale, each 
| ta aia re vo elegantly designed ‘nd eet off with imported . fr _ 725—Full fashioned nylons with flattering seams, lace tops 3 to. wear with your pant suits . . . business , 
| without impendiment—but of frames. Black, brown, tan or navy dressy s ie panel heel. Almond or taupe haze. or dressy suits, skirts or slims. Marvellous 
course all people within the ahd baslsSdedibaas’ ot exnequieaiiy. low Style 925—Full fashioned seamed nylons with lace insert and gift ideas. Styled with jewel or mock turtle 
ox ede ration must be treated aa ae i 1 4 gy stretch welt, Good secure weight, plain knit. Taupe haze, cider. necklines in beautiful Fall colours. a 
a ; ty 
Style 288—Demi toe seamless sheer. Lovely to wear with slin 4 
nT alias 3 ay . ; S sling F7 Knit Sweater Dresses—Sleeveless, short and lo: leev it 
4 pe a : Begs eS F3B Seyialase with Light — A weloome gift for tei or back shoes. Spice toné and Minuet. .Good choice of colours. Sizes §.M.L. 99° sae re 
P| ‘akternative ne Quebec and woman. These handy leather keytainers are equipped with «3 All sizes 8% to 11. Proportioned lengths. Reg. $10 to $13. Sale, each to 1 0 
was not particularly: disturbed small flashlight. Anat apes cases. Reg. $5. Sale, each The BAY, hosiery, main ; 
by the violent resolutions of % x The BAY, handbags, main The BAY, d 
= ’, dress accessories, main = 


the .recent Estates General, i 


“size nmi] Optical Gifts for, Viewing Near and Far .. . Now Sale Priced 


For™’an fnstant, Marcel 
Faribault’s gentlemanly smile 
vanished, he looked remote 
and troubled, and he said: \ 
“What else is it possible for 
man to do?” 


Marijuana 
Possession 
Trial Ordered 


‘1. ¢ Thomas Penston, 18, of 950 i 
\ ‘mnpress was ‘committed for|/f ™ : se : , 
Li) trial for a charge of. possession : 
of marijuana after a prelimin-|f| | FS F9 ™ F10 ved 


ary, hearing fm central court} = SHecial Purchase! AMC Binoculars 25-50 Power Telescope with Tripod 3 Study the World of Microbes 


Penston has elected trial by 


Bring everything into close range with these precision-made i ; 
binoculars. Terrific for sporting events, ship watching,_hunting or The astronomer in the family will enjoy ‘star gazing” with this = ——— ts ere microscope outfit will give much satis- 
action e young beginner, | He'll delight in his. first attem { 
pts 


RCMP. Constable Gerald any other outdoor activity. Mono mould styling wi j i 
ot Se s g with coated lens, 40 MM. objective tel . s riew 
O'Neil said he and two other org! grade glass. Lightweight and more compact. 99 em ee ange sega ane iG i 6 = RETIN OR ee eer en ee ee ee 
policemen fo i 7x5, : Sale, each plete with handy table tripod stand. A wonderfully useful Christmas -, at-the powerful magnifications. © Qe: 
two juveniles in @ oar parked on 7x35 extra wide angle. ~ Each 39.99 gift for anyone interested in viewing the heavens 99 nea eal ene 

& St Nov. 4 ; aie pose= si : 14 , Others priced from 15.99 to 19.99 
I He said plant-like materials Case and strap included. le, eac 4 

| 99 ; The BAY, photo needs, main 


found.in-two mattch boxes in-the 
car was subsequently identified 


es marijuana ty « government You park at the door on 3 levels on the Bay’s Pardade . . . 2 levels out-of -the-weather Hudsons Bay Company 


analyst. 
WICORPORATED 2% MAY 1870 
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a 
© eof, s | 
. ; es | 
th ristmas Gift Sale Continues... } 
A e€ The Bay’s Christmas Gift Sale is on . . . three days of timely bargains’ for_you, your family, your home and your ' 
= gift list. Check your—eight-page supplement. delivered with Tuesday’s Times,..Wednesday’s’ Colonist, then shop 
= Friday 9 a.m. ’til 9:30 p.m. and Saturday 9 a.m. to 5:30 p.m. for your share. Phone order board ‘open 8:30 a.m. «» + | 
x i dial 385-1311. & Bs 
GUILD 
i VICTORIA'S GREAT STORE, DOUGLAS AND FISGARD. OPEN DAILY 9 A.M. TO 9:30 P.M. SHOP SATURDAY,9 A.M. TO 5:30 P.M. DIAL 385-13LL JORDAN RIVER, DUNCAN, COBBLE HILL, GANGES GULF ISLANDS,-CALL..ZENITH 6040 (TOLL FREE) 
a RITES SATURDAY 


Ex-Radio 


President : 
‘ ; — Replenish r wardrobe from these 
Dies ne BF i : eplenish your wardro 


The former president of Is- . : 4 100 regular stock dresses reduced! 


e land Broadeasting Company and : 
general manager of Radio Sta- é ne = j i i 
tion CJVI, died in Victoria today : : Choice oF wools, mes ag renee 
—~ after a brief iliness. - ; 
William Guild, of 3918 Lauder ’ 3 
Road, was 57. x 


5 He retired from CJVI in July, : a & : 
Hi 1966. * a % e : : 

: Mr. Guild was well-known in ai" ; . 1 

d radio circles for the past 35| (es sai ' a : ? 
} years. : 

; E He began his career in 1932 . 


ES as a writer with Radio Station 
’ CKOC in Hamilton. 
In 1945 he became manager 


Here’s a wide assortment of daytime, afternoon and 
of station-CJOC at -Lethbridge \ 


= and in 1952 came to Victoria as| © : pl business girl dresses in a — of wools, cain i 
re general manager of CJVI. thetics and blends. All one-piece stylings, all in rich 
s Mr. Guild was a past presi-| : ia ; p 

E dent of both the Canadian Asso-| © : winter tones (browns, greens, reds, blues, oranges and 


ciation of Broadcasters and the 


golds) all dresses you’ve admired in regular stock .,. 
i Western Association: of Broad- 


casters ey " now offered at 50% savings for you! Sizes 7-15, 10-18, 
1414 to 224. Regular $20 to $26. 


t From 1948 to 1950 he toured 
a Canada with the Vincent Mas- 
a sey commission making a study 

of radio across the country. 

He was vitally interested in| | =) 4 ‘ € : ; 

Victoria, serving since 1963 on ; : : % - aS aah Sal 12” an ee one mene 
the board. of directors of St. j : saa : 
a Joseph's Hospital. | 
: He took an active part in the | 


40 Regul: 22. 99 T regular $20. 99 
— Sale 10 Sale 9 


: ‘ gin ‘ 4 ee The BAY,-women's dresses, 2nd 
“3 fund~~drives~of “St. Joseph’s,] “4 : 4 o 

. Royal Jubilee Hospital and the 

a University of Victoria. 

‘s A member of the Union Club, 


he was forced to resign a month 


ago. oS 
f Mr, Guild is Survived by his 


| . ; i= iar SSN ES 5 BAY HAS MORE 
wife, Myrtle; two sons, David : : ; : : as 76 aw 
f and Peter, and one grandchild : a ne ; f fe = eae & i bd EVERYTHING 
ft in Victoria, and another son, ‘ E : er c _ ae ‘OR 
& John, and one grandchild in 5 Z ; |. 4 <a Fs EVERYONE 
: Montreal. og 3 : | : i OUR Usr 
a He is also survived by his - : i : ‘ 
ca mother, a sister and brother in : ; Me : 
i Hamilton. 


Funeral services will take 
place at McCalls Saturday at 
2:30 p.m. 


Civil War 
‘May Be 
Necessary’ 


TORONTO (CP) -— Maj.- 
+ Gen. Churchill Mann, 63, 
former vice-chief of ,the Cana- 
dian Army general staff, says 
if a-united Canada cannot be 
maintained, armed force may 
s— be necessary” against those 
opposing acceptance, 
3 In a prepared statement 
‘ expressing concern over the 
possibility that Quebec might 
separate from Canada, Gen. 
Mann warned against: being 
“diverted into foolish channels 
and course of action” that 
could lead to civil. war, 
“Bloodshed between com- 
patriots” can be avoided -by 
intelligent and thoughtful 
debate, he said. 
“But -if this cannot be 
accomplished,” he added, 
“then I believe it may be 
necessary and worth while to 
compel acceptance of a 
majority view as to the 
desirability of a united Can- 
ada of 10 provinces and the 
territories of 1967, even if F 
should require enforcement by 
the use of arms. ...” 
Gen. Mann: said that as a 
six-year veteran of the Second 
: World War he believes it is 
i a time to put things in “‘intelli- 
gent perspective’ and cut 
through. the ‘“‘verbiage, the 14 
fanfare and ballyhoo’’ to look 
at the facts directly. 


SEES HARMFUL EFFECTS 

He said separation of Que- 
bec from Canada would leave 
the country “in tatters’ and 
be harmful to the economy. It 
would be an easy prey for 
absorption by the United 
States, which ‘‘could scarcely 
afford the risk of a weakened 


za ===") Please your lady withJuxurious Mink ‘Wear a gorgeous beaded shell top 


For thousands of veterans 


. 

“the whole idea of a disinte Sea aceite Be your most glamorous self with these 
grated Canada is unaccept- Six skin Mink Stole (natural) — Fully let 28 Mink Jackets (natural) — In the popular : ‘ haat 
able,” he added. Praising |. Gut and truly luxurious, this stole comes in $ shawl collar or set-back neckline. Short $ Choose from our opulent selection of Mpea id Sale 
Ca aa Aileen a" small collar or portrait neckline, Light and 3 5 G sleeve or turn back cocktail cuffs. Pastel. 4 black, silver, white or blue tops shimmering 
a cone, os caithcits Secdhate. Sizes 10 to 18. with beautiful all over beaded effect. Both 99 oe 
gallantry béside their English- - straight and scalloped edges, sophisticated 
Gencige oo near i is ‘ “5 ee Special scoop neck. (Show yours off with a matt sur- 4 

. Ma i: S vice- Mink Stoles (natural) — Lovely semi let out Special Mink Jackets (Natural) — Fashionable 21’ pec i 
chief of the cen peace stoles ‘to make some lucky woman a deeply and 22’! female mink jackets in portrait, set 3 faced ubict,) Shells, “SM. Reg. 320, $3, 
penuh eiacah etal at furred, large wrap. Shawl collar, portrait $M} back and smallcollar stylings. Light and - - 
the ist Canadian Army in the and set-back necklines. Light and meditim medium pastel shades. “Turn back cocktail . F di ‘ kirt 
north-west Europe campaign pastel mink. — cuffs. Reg., $650. - Match with a crepe dinner or evening Skirt . 


of the Second World War. He 
now lives in retirement on the 


Dior pleat. Reg. $12. 
length. @88 
outskirts of Toronto. 


In time for the party season... dinner Shorter li 


Three-quarter mink coat (natural) — Or Special 


Sale 
As = Mink Boas (natural) — The ideal gift for Special trotter length. coat ... . fluid tent shaping 5 and~evening length skirts in elegant ‘el she aarti 
Christmas! Selection of pearl, light and dark controlled in front for a flattering slender 1 000 k coin crepe fabric. Sizes 10 to 18. li > i! 
Ike : Donates’ Home pastel, plus) ranch and ‘pearl with natural 560 efféct. Shawl collar and turn back. cuff. blac ve aa side “10° 4 
ai d sapphite chevrons. Rég. 89.95, Shorter length with back zip. - Sale 
Miernyen tg nat rong and sapphire chevro g The BAY, fine tors, tnd ig ns p. 
pr eer geet r 
Ei donated their Use Your CDP : The BAY, party shop, 2nd floor sportswear 
home and.its sunrounding Penn- 


sylvania farm land to the peo- 7 


eventual development es a na-| Smart shoppers know it costs no more at the Bay ... your downtown shopping centre - Hudsons Bay Company 
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tional historic site. 
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. Local News 


Women’s Pages 


Arthur 
Maysé 


The two Montrealers 
were sharp, bright and 
handsome. They whisked 


“soff the train at its moun- 


tain ‘stop, and ran with 
their small daughter be- 
tween them to inspect 
Jasper the Bear, where 
the cocks—a comic eye 
from his stance near the 
station. 

The young husband 
land wife were two of the 
jucky ones: thoroughly 
‘bilingual, trained. for 
their specialist jobs, and 
sure of their welcome in 
the larger Canada. 


; nant feature. 
' Their narrow 
fields provide 


porse. 

® We. tried to talk to her — 
We were free with our bastard 
that trip — end she 
her best to talk to us, But 
mmunication was difficult 
spite of determined  at- 
mpts on.both sides, and we 
armed only that she was 
ing out to join her husband 
PP ite Maillardville area. 

+ But along with these aspects 


exists, our Canadian constitu- 
tion may’ ,be—hauled—in—for 
revision. 
+ 
Here, I can’ picture no 
‘single type for you, because 
the is who demands 
change, and in his extremes 
insists that he will break 
to win it if 
necessary, defies _-classi- 
fication. 


‘ 


te 
i 


i 


i 
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100 HOMES WANTED 


| Jaycee Yule Contest 


icloria Daily Times 
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SIGN IN THE. WINDOW of this Pandora Avenue 
barber shop was just too much. Quartette from 
Society for Preservation and Encouragement of 
Barber Shop Quartette Singing in America just had 
to hold a sing-in there. For that matter they 
gather anywhere to sing. In boaters from left are 
John Varrelman, Paul Raike, Ron Caught and 


Lee 


Mee Sing. Victoria chapte 


McPherson Playhouse. will 


the 37,00-member parent 


MILK PRICE INCREASE 
EXPECTED HERE SOON 


[io Fhe 

An increase in the price of milk per quart is expected 
here soon, following a one-cent adjustment made in Vancouver 
Wednesday. 

Currently, milk in Victoria sells for 30 cents per quart 
delivered, 28 cents at grocery stores. = 

The Vancouver price was raised by Jersey Farms Lid. 
from 30 cents to 31 cents delivered, and from 28 to 29 cents in 
stores, It covers a raise given to milk producers. 

Fraser Walley Milk Producers’ Association—largest dairy 
organization in the lower mainland area—was expected to 
follow Jersey Farms’ lead today. 

A local dairy spokesman pointed out that Vancouver 
Island wholesale milk prices are fixed by a public board and 
that dairy costs are higher than on the mainland, Therefore 
a price increase seems inevitable. &- 


i ANOUTS T WONDER IF I 


Light Up and Enter 


Bring those strings of bright,|Centennial Yuje, despite the 
colored ~ lights out of -their|work it will cayse the judges. 
cartons in the attic—it’s that|The greatest number they have 
time of year again. had to judge camé@ last year, 
With Christmas only 25 days|when 75 households ‘turned on 
away’ (that’s right, just 25) the| their lights, «& 
Victoria Junior~ Chamber of| ‘They are off to a good 
Commerce has opened entries|with five of/the earliest en‘ 
aa ‘ Pca Christmas| ever received already in. 
ing Contest. ; The competition offers prizes 
Doel it's. =. contest with slg onck at fips metepories this 


I'VE GOT TO STOP THIS BUSINESS 
OF TALKING WITHOUT THINKING... 


difference this year. The Jay- Com: 
cees want 100 entrants—more deste : Pinna. liRereaigese 
than ever before—to light up the door; best depiction. of Christ- 
a mas message; group display of 
4 three or more adjacent houses; 
a pha arid: novice (first-year entrant). 
Oo 1s ass A separate category for the & Se 
:FOps navy has several ships vying for| Tourist Court. 
Another Victoria constable|the lighting prize and HMCS a 
hes topped his class in’ Van-|Oriole is expected to be sta-/Operator Dies \/ 
couver Police .-Academy|tioned in the Inner Harbor, ‘The owner-manager of. 
examinations. : Five independent judges will| Malahat Tourist Bungalow Og 
Constable .D, E. Wilson, with|make the rounds to look at|for 20 years, Ivan Edward 
an 89. per cent mark in thelentrants’ effforts Dec. 18 to 20|/Mahon died Wednesday of 
heart seizure. 


exa’ a 
The announcement of .Const.|displays in all major depart-| Vancouver, Edmionton and Win- 


morning by Mayor Hugh/at the Jaycee offices at 2651| Funeral services have not yet 


Repairs to Temporary Homes 


reasonable shape,’ Mr. Joyce 
_|said. “It isn’ going to be easy 
people 


No specific construction start 
date has yet been given by the 
provincial government, in 


sible 
and still locaites on the’ silte. construction costs with the 

“Some of these are, more than| Mr. Young and Mr. Joyce|federal government responsible 
said Mr. Joyce.|agreed that these homes would for the other 75 per cent. 


have to be retained and used) . 

City officials admit that_dur- 
ing the movement of families 
not yet|from houses scheduled for 
will|d@emolition to the temporary 
accommodation the displaced 
people were assured that new 
permanent accommodation 


for 2 


Blanshard Street School 

signed to replace North Ward 

School. 

winter repair bill. 
“The continued housing of}for occupancy next September. 


ee en ee 
ee 3 ie ' tae a : er 
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gh 


president: Bill Chisholm. The man not singing is 
members: Their first annual show January 20 at 


from here, the Lower Mainland and Seattle. The 
local chapter will receive its charter that night from 


would be ready for them in the 


ABDUCTION 
TRIAL SET 
FOR WOMAN 


A woman charged with 
_ abduction was committed for 
| after a preliminary hear- 

ing in central court today. 

Valerie Hall, 30, of 3100 
Uplands, was committed by 
Magistrate Ostler after her 
former husband, Anthony, 
testified he had custody of 5- 
year-old Laurie Hall as a 

_result of an interim court 
order. 

Mr. Hall testified he left the 
girl with Mrs. Hall for a visit 
April 29 and when: he returned 
seven hours later Mrs. Hall) 
and the girl were gone. 

Oak Bay polite reported 
they arrested Mrs. Hall in 
Kelowna Nov,~6 where she 
was with the ‘child. 

“a 


r of SPEBSQSA has 38 
feature singing groups 


organization, 


‘Back-Seat’ Parents 
May Cause Child 
To Flee Reality 


By KATHRINE THOMAS 
Problems faced by young- for Emotionally. Disturbed 
sters today are often the Children. : 
result of over-protection by The main topic question 


g 


Second Section 


Lx Pages 25-48 


ak 


Bennett Claims 
He Planned 
Alaska Move 


Hails Ferry Service 
As Benefit to B.C. 


By JOHN MIKA 
Times Legislative Reporter 

Premier Bennett today extravagantly hailed Alaska 
Governor Walter Hickel’s announcement that Alaska 
State Ferries would begin a twice-weekly ferry service 
within 30 days, connecting Ketchikan to Bellingham or 
Seattle. ee een he ns 
In fact he planned jit all, Mr. 
Berett told. reporters as he 
finally broke his silence on the 
controversy. surrounding his 
refusal to resume the Kelsey 
Bay-Prince Rupert ferry -run 
this winter, cutting off Alaska’s 

sea link ‘with the south. 


like to drive back another way 
(on return journeys }.”’ 

Asked if he had had any 
contact with Gov. Hickel at all 
during the past month, Mr. 
Bennett replied: 

“No. We don't interfere with 
the United States—and if I was 

Ironically, the Alaska decision | 2" American I would have been 
to bypass the ‘Queen’ of Prince | Pressing for this (direct U.S. 
Rupert with its own competing ferry link.) 
service was made while she was | /\A/; ’ 
undergoing a final 20-hour. sea ‘Will Help Us 
trial in Georgia ‘Strait today} “It will 
following ‘completion: of repairs Columbia. It will help.” 
to her hull and: machinery) He said the Queen of Prince 
damaged by a grounding Aug. Rupert service would not be 

abandoned nor prices cut in 


11. 
i view of the Alaskan com- 
‘Pleased’ i 
Mr. Bennett made his com- 
ments in rapid-fire fashion while 
walking through a group of 
waiting reporters on his way to 


petition. 
Asked if he would order a 
second deepsea fery, he 
“At this time, the answer is 
: A because now we'll have the 
a cabinet meeting. He opened leon: 
the interview himself and gave Americans to help us take the 
little chance for questioning Al jaskan (traffic) and I appre- 
r disappeari the [ciate this greatly.’ 
po oN A Pt er ea 
“] didn’t make any comment pl . 1 the whole chain of 


parents, says, Dr. Pierre under discussion was; How 
@’Estrube, psychiatrist with can you encourage ‘young 
the Mental Health Asso- people without pressuring 

ciation. them? Se i as 
“ er 

“The children are back seat 2 cuhientsel to be 
dtiven by their parents—and eau vie. to. be open to 
pean % re, ge every signal from their en- 


a vironment and other human 
bewildered, they crack up. beings,” the doctor said. 
Dr. d’Estrube made this 


“Parents fall into the trap 
observation at a recent meet- 


of shutting out what they 
ing of the Victoria Association don’t want to hear. 
ee oN. @.--2--- 


"Then they set up condi- Communication must be & 
tions whereby the child is two-way Process. “When @ 
robbed of the signals of person is on the defensive, it 

S is only one way and eventu- 
reality, He does not have ally their system cannot with- 
enough self-confidence — that 


stand the pressure and they 
inner . satisfying feeling - of 
coming up with the right 
answer himself—to adapt and 
communicate properly with 
the world.” 

Dr.. d’Estrube’ stressed the 
special need for individual 
communication today. ‘‘Unless 
we know what signals are 


coming to us, how_can.we defensive and 
adapt to our fast-changing child, according to Dr. 
environment? d'Estrube. 

.e@ @ ®@ 


“They are trying to give-us 
a thessage—we can share our 
feelings, communicate without 
being scared.” 

When parents approach 
their children with the idea 
that what was good for me, 
has to be good for you—they 


“There are many~ different 
degrees of ‘hippie-ism.’ At one 
end of the scale is the 
individual rebelling; he has no 
sense of providing for himself 
-and abandons himself to 
‘Society to bail him out.” 

«At the other end, says Dr. 
a ibe, ~is the sincere_ 


the start of construction 
. Blanshard Street School isn’t quite 


ready for the classroom yet. But 
young Patricia, ter of Mr. and two of the 
Mrs. John Deyak, 2522 Blanshard, is 


looking forward to doing her learning 
in brighter schoolrooms that the ones 
her older playmates now share in the 
gloomy confines of the North Ward 


housing in 


awai 


will be the construction of public 
struction plans for the new homes are 

from. the provincial - 
ment. (Times photo by Bill Halkett.) 


pefore but now that Gov. Hickel]| © 

has made his announcement I . i ied 

want to say I’m very peased,” an . tau a —_ 

he began as soon as he saw the a anewer So ae 
shutting off further questions 


reporters. 

“There’s no reason why the 
U.S. proper shouldn't be con- 
nected with Alaska and if I was 
an American I’d have been 
pressing for this all along. 

“There'll be lots of traffic for | ; elsey Prince Rupert 

ths tote, shige ist, aoe aces 
go up and down the west coast ” 


the better for the tourist] Protests 
business. and commerce. 68M! yy, .4* “started “A Series of 
erally. ; protests beginning with Gov- 


State Ferriés southern terminal 
is a few yards away from the ict ; 7 bell : 
bos ie ge Me eee = rgunicipal council poiyeal 
Prince, Rupert), eng write a letter of protest to Mr. 
{ Bennett with copies to Gov. 
Hickel and its MLA, Municipal 


complement 


many milliong’ of ‘dollars of! ajaska would have to su 
roads. and just, end them in)its yenture more heavily 


pressure them and the children*|Prince Rupert .». our people! can afford. 


bsi 

than 
“Tf Aleska has got so many 

per: 


Q. What is the address of the 
Royal Society of Canada? G.B. 
‘A. National Research Build- 


Olympic marathon race times. 
N.T.P. 


big revitalization program 
the area. Design and com 
govern 


not hurt British | 
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This enthusiastic trio will be among the junior dancers of Adelaine Duncan's Studio 
who will entertain when St. Andrew's and Caledonian Society holds its annual Christ- 
Left to right, they are Syzanne Delauriers, 
Lynette Smith” and Penny Whyte. Mrs. M. Griffiths’ boys’ choir will sing carols at 
the event, which will be officially opened by Mrs. Hugh Stephen, wife of Victoria's 
mayor, at 2 p.m. Stalls will feature home cooking, candy, aprons, white elephants 
A Christmas raffle and door prizes will be extra attractions. 


mas tea in, Holyrood House this Saturday. 


and other items. 
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Victoria Clergyman. Officiates 
When Daughter Weds Up-Island 


bouquets of pink and white|These creams are not to be left 4 
on the face for long periods of Christmas Tea 


time but are simply cleansing 


A-wedding of wide interest to| Similar 
in St,| colonial bouquet. As a jewelry |carnations. 


Victorians took place 


Peter’s Church at Quamichan! 


recently when Gabriele Maria 


Tiefert- became* the -bride —of | siadioli and white carnations|1an Nimmo. ushered the guests. 


Barry Edward Greenhalgh. 


Parents of the principals are) 
Mr. and Mrs. Walter Tiefert of 
Chemainus and Rev. and Mrs.| 


W. E. Greenhalgh, 4733 W 
Quamichan for the service. Re-. 


ceremony. 


The bride entered the church| 


on the arm of her father to the 
strains of Purcell’s ‘Trumpet 
Voluntary.” The congregation 
sang “Lead Us, Heavenly 
Father” as they proceeded 
down the aisle. The bride was 


est). 
Saanich Road, who travelled to| Sister bees 
| 


Greenhalgh officiated at the | 


flowers formed her 


accent she wore an -heirloom 
gold cross. 


Standard -baskets. of pink 


decorated the church, Miss G. 
Lewis was the organist. 


Miss Ellen Werther, Winnipeg|the Tzouhalem Hotel, Duncan, 
was maid of honor and Miss |for the reception which followed 


Nancy Greenhalgh, the groom’s 
bridesmaid. Miss 
Werther chose a gown’ of. blue 
lace over taffeta and Miss 
Greenhalgh. wore a_ similar 


gown in pink. Their headpieces |L 


of net, centred with flowers 
were en tone and they carried 


CLUB CALENDAR 


Pot-luck supper at 6:30 p.m. 
on Tuesday, Evening Branch of 


| James Crow, Vancouver, 
jacted as best man. Michael 
|Tiefert, the bride’s brother, and 
| Pink 


and white carnations 


|the ceremony. A_ three-tier 
wedding cake’ centred the head 
| table. Congratulatory telegrams 
}were read and Fred Mullin 
proposed the toast to the bride. 
W. Gutenson’s 
provided the music for dancing. 

For travelling’ on honeymoon 
to the Island ‘Hall Hotel, Parks-| 
ville, the bride chose a choco- 
late brown _ two-piece 


completed her ensemble with a| 
brown feather hat and toning 


| tioning creams 


| are designed to 


yt 
} 


. F 


qv. 


MAMMOTH BAZAAR AT ST. LOUIS COLLEGE 


St Louis College Parent- 


Teacher Organization raised 
|proceeds. of $1,500 at a Christ- 
| 

|mas bazaar held at the school. 


Mrs. : H.* James, diocesan 


president of the Catholic 
Women's League, 
affair. 
Mrs. 

president. 


opened- the 
She was introduced by 
Frank Stuart, PTO 


Mrs. L. Webb, Mrs. K. 


Alexander and Mrs. L. Lynch 


WHY GROW OLD? 


By JOSEPHINE LOWMAN 


Cleansing Creams Aren’t | 
To Be Left on Your Face 


Many readers want to know]|use this classification of creams | 
what the difference is between|under makeup, with the excep- 
cleansing eream and cold|tion of 


cream, and 
lubr ica ting 
creams, mois- 
turizing 
creams, condi- 


cold 


cleanse the 
face just as the 


Lowman 


cleansing cream 1s. Some in- 
gredients in the cream help 
isolve the sebum (tatty sh many diffrent forms of Iubr- 
so that it can be removed more icants and motsturizers. 


easily: with a. tissue or towel 


agents. 


The second group really be- 
long to the same family. Their 
purpose is to soften the skin and 
|decorated the Crystal Room of|overcome dryness. They lubri- 
cate the outer coating. Many of 
contain “materials 


them also 
which attract moisture. 
It is preferable 


cream which combines™ lubri- 
cating qualities and also in- 


creases moisture in the skin 


~ orchestra|The oil helps prevent moisture ‘ ; 
loss and the humnectant quali-|be @ fish pond-and @ children’s | 


fies help with the moisturizing table 


job. 


These products should be left 
suit,|on for longer periods of time, 
trimmed witha seal collar. She| preferably all night. You do not 


to use ajreeve, 


}acted as general conveners. 


| ated the hall in a Christmas 
theme and stich seasonal spe- 


meat, 


novelties were for sale. 


R. Trottier, assisted by Mrs. V. 


\work, Mrs. 


some . moisturizing} 
creams, | 
Many readers are confused by 
the .term foundation cream. 
These disappear into the skin- 
and are used, as their name 
indicates, before applying your) 
usual makeup. Many women 
who have an extremely dry skin 
use a moisturizer under their 
makeup all the time. 
There are so many splendid 
products on the market.} 
Whether you’ use a ‘lotion or) 
cream or oil is a matter of 
personal choice. There are 


This Saturday 


The Salvation Army Esqui- 
malt Home Léague will hold its 
Christmas tea and bazaar this 
Saturday from 2 to 4:30 p.m. 
at the Esquimalt Corps, 1245 
Esquimalt Road. Mrs. Ray T.!| 
\Bryant, wife of Bsquimalt’s | 
will open the affair. | 
There will be stalls of home 
baking, candy, Christmas novel- 
ties, aprons, knitted articles 
and needlework, There will also 


eae 


Presiding at the tea table dur- 
ing the afternoon will be Mrs. 
J. B. Smiith, president of the) 


lovely in a gown of white satin 
styled with a sweetheart neck-| St. 
line and sleeves ending in-lily 
points. A full cathedral veil 
complemented the gown, mist- 
ing softly from a headpiece of 
white roses and pink carnations. 


Toastmistresses 


Meet at the Inn 


e of the evening was 
“Mian in the Community” when |} 
the Arbutus Toastmistress Club 
held a recent Gentlemen's Night 
at the Inn. 

President Mrs. G. H. Love 
and members welcomed Mrs. T. 
Hutton, Mr. and Mrs. C. W. 
Logan, A. R. D. Robertson, S. 
Graeme Hynd, P. MacOscar, 
W. A. Ludlow, G. H. “Love_and 
A. M- Reid. 

Mrs. S, M. McCulloch. led @ 
program of table topic speeches 
during the serving of dessert. 
These were evaluated by Mrs. 
H. Butt. 

Toastmistress Mrs. W. A. 
Ludlow presented a panel dis- 
cussion on ‘’‘The New Morality.” 
Panelists weré Mrs. J. L. Brens, 
Mrs, C. M. Dowling, Mr, Hynd 
and Mr, MacOscar. Mrs, R. M, 
Butt was moderaitor, 

Mrs. H.L, Clarkson gave a 
lesson on protocol. | 

Evaluators were Mrs. Peter 
Small, Mrs. Harry Winstone and 
Mrs. S. M. McCulloch. Mrs. D. E 
Pite was timer and the lexicolo- 
gist was Miss Juanita Davis. 
A.R.D- Robertson, member of 
the Beaver Toastmaster Club, 
evaluated the evaluators. Gene- 
ral evaluator Mrs. G. L. Cook 
presented the spur and oscar’ to 
Mrs. McCulloch and Mrs. Lud- 
low respectively. 

Mrs, Butt gave the vote of| 
thanks and Mrs. Reid, the—clos-| 
ing thought. : 
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TONIGHT 
to 
DEC. 2 
8 P.M. * 


@ NORMAN TYRRELL 
Scrooge 

@ PHYLLIS GASKELL 
Mrs. Dilber 4 

@ IAM McINTYRE 
Hawkins 

@ BARRY GRIMSHAW 
“Young” Scrooge 

@ BARBARA DEPREZ - 
Belle - 

@ BILL BROADHEAD 

jey’s Ghost 

@ JOHM BRAY 

Christmas Present - 

Rox Office 


Now Oper. 
rt $2.25, $2.78 
Wed. ; ‘Thars, Eves, Sat. Aft, 


John’s Anglican Church 


accessories. 
Women, Fireside Room. To be| The newlyweds 
followed by annual. meeting: 


will 


|their home in Duncan. 


make 


THE BETTER HALF 


"Our resident magician has transformed that 
_ accordion you sent us into a man's suit." 


Carpetorium’s 


Special . 


Our Normal Policy |s 
20 Per Cent OFF for 
Cash and Carry 

On All Rugs Cleaned 


OUR 
PRE-CHRISTMAS 
SPECIAL... 


The FIRST 100 to phone in 
for rug cleaning will receive 
if the 20 per cent off AND we 
will PICK UP and DELIVER 
your rugs, giving the same.. 
deep cleaning you are ac- 


customed to! 


this offer 
good only 


Carpet orl 


SPECIAL 


DEC. 1 to DEC. 9 


By Bob Barnes 


um 


of Victoria Ltd. 


1210 Wharf Street 


384-4125 - 384-4126 


Auction Highlight 


The Colwood Women’s Insti-|from Esquimalt United Church 
|tute will introduce an, unusual . 
|highlight at its Christmas tea/dent of the — ; 

land bake sale, to be held'in the kates Maing 
WI room of the Colwood Com- 
munity Hall this coming Wed- 
nesday from 2 to 4 p.m. To ‘add 
color to the-afternoon the group 
bas planned to hold an auction 
of novelties. 


LEN. GLANCY 


PAINTS 
1116 Blanshard 


383-0537 


Esquimalt; Mrs. H. B. Hisey, | 


and Mrs, A. C. Wurtle, presi- 


Matson Lodge. 


vener, 


kamer, 


Conveners at the numerous|vener, assisted by Miss 
stalls were: Refreshments, M»s.|Malcolm; 


Armstrong; eprons and need!e-|by Mrs. J. Perser and Mrs. K. 
P. Sneedon, con-| Kissinger; 


veners, assisted by 
Caldwell. 
Mr. and Mrs. A. Ritz were co- 


ae 
Beautiful Handmade 


assisted by 
Faculty members had decor-|Bonad and Mrs. E, 
candy, Mr. and Mrs, E. Lang-|Haynee 
co-conveners, assisted 
cialities as homeanade miince-|by Mrs. R. Flanagan; country 
Christmas pudding ad |store, 
cakes, gift boxes of fudge amd|Anderson, co-conveners; fish 

|pond, Mrs, W. Kirzinger, oon- 


_John Lynch 


jewelry, 


Claxton;|stall,- assisted 


and R. 


Mrs. K. 


the picture 


5 


ia 


Mrs. J.|conveners of the = 
i iy 
Mrs. F. Griffin, Miss 
C. Ritz, and Mrs. J. P. Martin. jof 
The delicatessen was convened assisted by Mrs: R. “Brooks, 
by Mrs, C. Tombu, with Mrs. Mrs. H. Jordens;. Mrs. 
W. Kraeker, Mrs. G. Hewitt, 
Miss Angéla Tombu and Miss|Redmond, Mrs. 
Mary|Betty Thompson assisting. |Mrs. M. Fisher. 
Christrnaas novelties were con- 
assisted|vened by Mrs. V. Green with p S 
Mrs. C. Dowling assisting, Mrs. Kgl 
.|E. Adrian convened the white 
co-con-|elephant stall, assisted by Mrs. 
.|Mae and “Mrs. Moore. 

Mrs. P. Brophy looked after 


raffle and the 


t TREASURES 
FROM THE BLUE WINDOW 


e cooking )Brothers and Grade 12 students 
Mrs. S.|arranged the games, 
Mrs. J. Hogan was in. charge 
She was 


afternoon tea. 


P. Seurrab and , 


Cashmere Sweaters 
$25.00. 


PICCADILLY SHOPPE - 


Hundreds of Lovely Gift Items to Choose From 


Hand-Garved Jewel Chests 


From Taiwan. We have only $4 3° it 
a few. Priced from-.----- ees 


Christmas Corsages 
For all occasions. 


$4 2s i 
GNLT; C808 602 ooo sae esee sss 


Interesting Elephant Shaped 


CONT St 8 oo Sc scene somcers 
Other designs available. 


sq i 


Fae Sahn SN Sn 
We Have a Beautiful 


Selection of Crystal: 
Rive Stor Sr Nive es 3 Nis tes = ins eS rN 


BLUE WINDOW 
GIFT SHOP 


“Victoria’s Lovely Gift Centre” 
1607 DOUGLAS ST. (Opp. Centennial Square) 


“MISS VANITY” 


Presents 


THE FASHION HIT 


OF THE YEAR! 


Sizes 5 to 10, 


4 Punch Bowl Sets 
Heavy hand-cut lead crystal, pinwheel 
design. Bowl with 12 match- 

4 ing cups and ladle. Com 

Hafid-cut lead crystal pieces . . 


baskets, bowls (various sizes), decanters, 
ashtrays, sugar and cream:sets, etc, 


Chinese Dragons 
= gold or red. 24 inches $4 g** 


English China Horses 
Authentic models, beautifully finished. 
We have an interesting $495 
selection, from .-....-...------.2.- 


Gracefully Styled Decanters 
Italian-made wine and liqueur decanter 
sets. We have a variety of shapes and 
colors. Various prices from, a 


. 5S 50 


Other Sets from 1.95 up. 


. vases, 


REASONABLY PRICED 


383-5815 


STRETCHY BOOTS 


As shown in all the leading fashion magazines . , , THE LATEST BOOT CREA- 
TIONS .. . of stretchy vinyl. Available in Black, Brown, Bone, White, Gréen,”. * 
Orange and Yellow. : 


Open All Day Wednesday. Friday! until 9:00. “Available on 30-day charge plan rites 
} 


1429 Douglas Street 
Telephone 386-8224 — 


In the-1400 Shoe Block—Where Selection Is Best 


Baier, Mrs. W. Finlay;, Mrs, JJ. 


Rev. Norman Archer will officiate. 
Portrait Studio: 


16, in Emmanuel Baptist Church. 


Mr, and Mrs. H. E. Forsberg, 1436 Gladstone Avenue, announce the forthcoming mar- 
riage of their youngest daughter, Nora Jean, to Mr. Barry Lee Arden, son of Mr. 
Mrs. S. Arden, 1014 Rockland Avenue. The wedding will take place on Saturday, Dec. 
(Jus-Rite 


Women’s Editor 


River Sunset Homes. 
aide-de-camp in attendance. 


Comes of Age 

Mr. and Mrs. F. W. May of 
Reed Avenue entertained at. a 
dinner party in the Princess 
Mary Restaurant on Tuesday 
evening in honor of the son, 
Mr. Raymond May, who was 
celebrating his 21st birthday. 
He received several gifts and.a 


and 


Groom's Parents Here From Toronto 


WED IN DOCKYARD CHAPEL 


wore an amethyst ring belong--Grecian hair styles. They each} 
carried a single bronze chrysan- 
themum in a cascade of gold 


Sub-Lt. Ronald McLean, RCN, 
and Mrs. McLean left on aj ing to Miss ‘Christine Nelson. 

é _.| Fr. D, Hatfield heard the 
honeymoon trip to Ohare, vows uniting the daughter of 
Montreal, Toronto and Niagara|Mr, and Mrs. Ian Humphries, 
\Falls following their wedding in| 1191,Munroe Street, and the son 
\ 
the Chapel-by-the-Sea, HMC 
‘Dockyard. 

The bride, the former Jill 
Elaine Humphries, wore a white 
crepe gown topped with a Jace 
coat, thet was styled with lily 
point sleeves and-was gathered 
at the necxline to sweep back 
into a. cathedral train... Satin 
roses held her tiéred veil of 
illusion tulle, Which was scal- 
loped and edged‘ seed pearls. 
She carried a bougiet of yellow 
roses and ivy. As a “something 
ojd and borrowed” talmman she 


satin ribbon and ivy. 
| 


travelled to Victoria for the 
service. Mr. Humphries gave 
his daughter in marriage. 
Bronze and yellow chrysan- 
themums decorated the church. 
Mrs. Williams was the organist. | 
Miss Kristie Humphries was 
maid of honor for her sister and 
the Misses Christine Nelson and 
Donna Humphries, another 
sister, were. bridesmaids. They 
wore matching gowns of jade 
green delustered satin with 
toning ribbons highlighting their 


officer’s “wardroom, 


Lt.-Col. 


pleted her ensemble. 


Sub-Lt, Peter Watt. acted as 
best man and-ushering guests 
of Mr. and Mrs. Peter McLean|were Sub-Lt. Yves Trottier and 
of Downsview, Toronto, who|Sub-Lt. Tom Watson. 

A reception followed in the 


Forces Base, Esquimalt. Yellow 
roses topped the wedding cake, 
which was made by Mrs. J. S. 
Humphries, the bride’s grand- 
mother, and Mrs. J. 
the bride’s aunt. The groom’s 
sword was used to cut the cake. 
F. D. Nelson (Rtd.) 
proposed the toast to the bride. 
As her travelling costume the 
bride chose a blue and green 
wool dress, topped with a blue 
coat and matching accessories. 
Yellow roses en corsage com- 


decorated cake completed the 
table setting. Others at the 
party were Mr. and Mrs. Frank 
May Jr., Mr. and Mrs. John 
Troughton, Mr. and Mrs. Rob- 
ert Brown, Mr, and Mrs. R. L. 
Moores, Mrs. E. W. Adrian and 
Miss Audrey Wilson. The honor 
guest is well-known in musical 
cirdes as a member of the 
Regents band. 


To Calgary 

Mrs. Ivan McManus, 450 Sim- 
coe Street, willl leave Dec. 1 to 
spend the Grey Oup weekend in 
Calgary, Alta. Mrs, McManus, 
who has made an extended visit 


Canadian 


relatives and friends in her 
home town of Calgary before 
returning to this city for another 
visit. 


Attend Service 

Mrs. D. Bennett, the groom’s 
grandmother, travelled from 
Toronto, Ont.- to hear the 
McLean - Humphries vows 
exchanged. Other out-of-town 
guests were Mrs. F. H. Thicke, 


W. Lord, 


: ° Sees f ° 
Bride Has Mother's Veil 
‘Linda Jean Temple wore her\for his brother. Parker O’Kano, 
mother’s veil when she became |Jim Jennings and Richard 
the bride of Bernard Glén|Brown acted as ushers. 
Maggiora in Gordon United), after the ceremony there was 
Church. The chapeldength veil}a reception in Wolf’s Raths- 
was edged in embroidery and|keMer restaurant. A cake, made 
misted from a headpiece of) and decorated by Miss Philpott 
orange blossoms. tentred the head table. The 
The bride’s gown was Of/cake was decorated in rose and 
Chantilly lace over silk organza.| white and topped with wedding 
The fitted bodice was accented| bells. It was. flanked- by- rose 
by cape sleeves and a jewelled| candles and tulle. 
neckline. The hoop skirt fea-| the pri 
tured-tiers of ‘scalloped lace. A} oyit pt jan iy ce wort 
tiered: train extended from the) 44. 3 a wel: at 
hone’ 8 a 
shoulderline. The bride carried Disneyland, Los Angeles and 


a bouquet of rose-colored 

. San Francisco, the couple will 
haggy chrysanthemum: and 

ae ts in : return to Victoria to live. 


& 


satin ribbons. 

Reverend G. Smith officiated| « 
at the ceremony that united the 
daughter of Mr. and’ Mrs. W. J. 
Temple, 1153.Goldstream Ave., 
and the son of Mr, and Mrs. C. 
Maggiora, 1773 Feltham Road.|% 
The bride’s father gave her in 


goes i 


same shade as those in the weeks 


le’s bouquet. Ernest Yates 
played the organ and Miss Judy 
ple, the bride’s sister sang, 

“f11 Walk Beside You.” 
Temple was also maid of 
for her sister. Mrs. J. 


keeps 


refrigerators 
clean — odorless 


A-solution-of Cow Brand Baking Soda 
(3 tablespoons per quart of water) makes 
an economical cleanser. Recommended 
by refrigerator manufacturers, it 
cuts film, removes stains, 
> won't’scratch, “swe 
P crispers, ice trays and all 
9/_/ food containers to keep meat 
and vegetabies fresh, flaverful. 


COW BRAND 
BAKING SODA 


were / 
wre matching full-length gowns 

irrose peau de sole styled along 
empire lines and accented by 
silver and white ribbons. They 


Automatic blind 
hemming 


_ Automatic fancy 
stitches 


Very quiet operation 
Very simple to use 


Makes buttonholes, 
sews on buttons, , 
monograms, appliques, 
overcasts seams 


Rolled seams for 
nylon 
Automatic. mending 


Home 
demonstrations 


Cabinets $30 extra 


Open Friday ~ 
Night for 


- This Special 


% “Tvs from Wilson’s!” 


Made in England 


White, all wool with original flower hand- 
embroidery. Delightful for southern or cruise 


GIFT WRAPPING, TOO! 


WeJ WILSO 


VICTORIA 


1221 Government Street 


Sodputy ty uly uty op oly oly ety Py oty 


CHRISTMAS SPE 


on “WHITE” 24 cam fully automatic sewing machine 


Lessons included with your purchase. 


: 
¢ 


Hand-Knit 
CARDIGAN SWEATERS 


¢ 
¢ 
: 
: 
: 
$ 


$29.50 


VANC UVER 


Opposite the Post Office 


383-7177 


‘ 
: 
: 
: 
‘ 
i 
: 
: 
$ 


NO DOWN PAYMENT 
Reg. $259.95 


811 FORT 
388-6228 


Pat Dufour 


OF PERSONAL INTEREST 


Off to Powell River 


His Honor the Lieutenant-Governor and Mrs. George R. 
Pearkes will fly to Powell River on Friday, where they will 
participate in the official opening of the Olive Devaud Powell 
Lt.Cmdr. W. E, Clayards, RCN, will be 


A gala round of parties and 
showers has entertained Miss 
Juan Woolison -whose marriage 
to David Skillings will take 
place on Friday. 

Mrs. Waldo Skillings, the 
groom-elect’s mother, honored 
Miss Woolison at a coffee party 
in her Rockland Avenue home. 
Mrs. F. A. E. Manning and 
Mrs. William McFadden pre- 
sided at the tea table which was 
centred with white chrysanthe- 
mums and candelabra. There 
were 70 guests attending. 

Mrs, F. A. E. Manning 


of Vancouver; 


the bride’s grandmother; Mrs. 
G. W. MacKinnon, the bride’s 
great-aunt; Mr. and Mrs. K. B. 
Johnson with Faye, Lynne and 
Bruce Johnson, Mr. and Mrs, D. 
Routley, Mr. Fred Koempffer, 
Mr, D.. Mclidoon, the Misses 
Irene Nakai, Carolyn Fulton, 
Sharon Pearson, Debbie Brew- 
ster, Faye Cooper, Donna Miller, 
Gail Fraser and Bilen Ingtis, all 
Mr. and Mrs. 
Jack Baigent of Youbou, B.C.; 
Mr. David Humphries, 
loops; Mr. and _ Mrs. 
McKinley of Ladysmith. 


Return to City 


Mr. and Mrs. W. C. Pendray, 
3071 Larkdowne Road, returned 
Wednesday from_a brief vaca- 
tion in Penticton. 


Announcement 


Mr. and Mrs. Eric C. Powell, 
2576 Margate Avenue, announce 
the forthcoming marriage of 
their daughter, Alice Mary, to 
: : ‘ , ~|Mr, Mark E. H. Trueman, elder 
in Victoria, will holiday with son of Mrs. M.,C. Trueman, 
2656 Cavendish Avenue, and the 
late Mr, Trueman, The wedding 
will take place on Tuesday, 
January 2 in St. Matthias 
Church. Rev. A. W. R, Ashley 
will officiate. 


This 
plain 


contains the 
best buffable 
floor wax 
in the 


world 


Kam- 
John 


entertained at a luncheon for 
the bride-elect in the Imperial 
Inn. Miss Woolison was sur- 
prised at a kitchen shower 
following the affair. 

Bronze and yellow chrysan- 
themums en corsage were pre- 
sented to the honor guest when 
she was entertained at a shower 
in the Richmond Road home of 
Mrs. B. Cuppage. A” decorated 
shopping basket held the gifts. 

Mrs. E. J. Moore, the bride- 
élect’s cousin; Mrs. H. L. Wooli- 
son and Mrs. J. D. Horne, aunts 
of the bride-elect, entertained at 
a shower in the latter’s Hey- 
wood Avenue home. Chrysan- 
themum- corsages were pre- 
sented to the mothers of the 
principals and Mrs. E. J. N. 
Mitchell, the bride-elect’s grand- 
mother. Mrs. T. Woolison and 
Mrs. Skillings presided at the 
tea table. There were 25 guests 
attending. 

A breakfast set was presented 
to the ‘bride-elect when Mrs. 


P.S. Special! 


Pure Wool Skirts $42°° 
Reg. $17.95. ...------ 
Fully lined 


PICCADILLY SHOPPE 


Joan Woolison Is.Widely Feted 
Prior to Marriage This Friday 


VICTORIA, DAILY TIMES, THURS., NOV. 30, 1967—27-~ 


coffee party in her Craigowan} Mr. and Mrs, Waldo Skillings, 


Road home. |groom-elect's parents, will 


Gifts were presented on a tealentertain the bridal party at a 
wagon when Mrs. W. H. Arm-|buffet supper this eveing. 


strong and Mrs. G. R. Newell 
entertained at a shower and 
coffee ‘party in the latter’s 
Cadboro. Bay Road home, 
Mothers of the principals pre- 
sided at the coffee table, which 
was centred with white and 
mauve chrysanthemums, and 
silver candelabra. There were 
30 guests in attendance. 


IN GOLD CROSS 


League Plans SHOES 


Annual Bazaar 


The -Cat’s Protection League 
will hold its annual Christmas 
tea and bazaar on Saturday, 
from 2 to 4 p.m. in the Royal 
Canadian Legion Hall, 1686 
Blanshard -Street. Stalls-“ of 
home cooking, aprons, Ghrist- 
mas gifts, superfluities,. plants 
and books will be featured. 

Anyone wishing to donate 
items should leave them at 1736 
Haultain Street ov-i08—Davie 
Street, On Saturday, donations 
may be left at the hail after 10 
am. For information phone 
383-2893, 384-9692 or 383-6190. 
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1453 DOUGLAS ST. 


Can 


! 


GUARANTEED AND 
SERVICED IN OUR STORE 


Girls’ SHOCK- 
PROOF DRESSY $4 qt 
WATCH, ONLY... 


or Ladies’ 


ENGLISH BONE CHINA 


COFFEE MUGS 
$f95 
er 


Set of six. 
SPECIAL 
HAND-CUT LEAD CRYSTAL. 
CANDY BOWLS 
s3° 
SPECIAL 


BEAUTIFULLY BOXED 


Pin and Earring Sets 


sre Oo 


Alaska Black Diamond 


Ladies’ Rings, 10k i 
Marquiese $4 88 % 
shape, SPECIAL 5 k: 


Columbia Tru-Fit! 
DO YOU? 


it’s buffable, The best all-floor buff- 
able liquid wax on the market. With a 
shine that is every bit as deep as that. 
of the finest paste wax, a shine that out- 
lasts paste wax and you can damp-mop 
it and re-buff it over and over again. 

How’s that for an easy-to-use liquid 
wax? And it works on any floor, be it 
wood, tile, cork or linoleum. z 
_ We must mention here that it costs 
‘more than ordinary waxes. We don’t 
think you'll mind because you'll save in 
the long run= on money and work. 


And that's a promise. 


always look for the K-wax family of products 
manufactured by GENERAL DYE & CHEMICAL CO, LTD, canada 


_ 1817 Douglas 
oA be 


Ri oe Ce i 


DEAR ABBY Ce Alumnae Project hes wees Xs SARS NS ER icles Sig Cae = — 
Mrs. V. Skinner convened 


Fiendish Uncle es eee ale = i 
Not So Funny a ee ee “ib a) a 


Was held in the nurses’ resi-|# 
By ABIGAIL VAN BUREN {335° <8 Rove subes Hos, 


the Alumnae Association of the 
Royal Jubilee Hospital’s School 
of Nursing. 


WHAT MAKES A SALE AT GIBSON’S MAGIC— 
QUALITY MERCHANDISE AT SALE PRICES 


Walk through the Mirrored Arcade, into a Christmas Wonder- 
land—Luxurious quality Fashions for gift giving or to wear now, 


OUR CUSTOMERS SAY: “CHRISTMAS WOULD NOT BE 
CHRISTMAS WITHOUT A VISIT TO GIBSON’S.” 


SALE 


OF 


/3°/ rn 


THAT SPARKLE BY DAY 
AND SHIMMER BY NIGHT! 


Reg. *29” to 125 
SALE 14” to *89 


DEAR ABBY: I em a 15-year-|with the fellows, and on occa-|90069. For a personal reply, 
oid girl with a big--problem.|sion they go to dinner; moviesjenclose a stamped, self-| Proceeds amounted to more 
Please don't laugh, Abby, butlor sightseeing. My husband says |addressed envelope. than $150, 


my problem is that I am/this is the accepted thing. - 
ticklish. “And I mean like if; I am consumed by jealousy 
someone just tickles me a little |and tied up in knots just 
bit, I practically go into. hys-|thinking about it. I need advice 
terics. on how to handle the situation 
Of coursenearly everyone|0 I don’t question him ~ too 
who knows me knows about how|Much and get into fights with 
ticklish I am, but my uncle in|him when he comes home- 
particular takes advantage of| 1 don’t have any reason to 
this, and he will get hold.of me|Goubt my husband but I can't 
BS and tickle me until I am solTid myself of the jealous 
di played out from laughing and|feelings I have. I love him very 
z screaming that I always end up|much, and am so afraid of what 
crying. might happen as a result of the 
parents ' pretty mew young faces that 
wae and I poe eee ob surround him, Can you help 
’ |me? 
—_ Please tell me what to| JEALOUS 
4 TICKLISH |- DEAR JEALOUS: Jealousy is 
a DEAR TICKLISH: Being tick 2 ng saa _ = “ren 
; ‘ * hw usually cause it are lack 
a lish is no laughing matter, and I|of self-confidence and mistrust. 
a sympathize with you, Your|/Non’t quiz him, but let him 
3 uncle sounds like & first class/know (good humoredly) that 
S nincompoop, who’s probably|you think he is quite a prize and 
D~ piiiteeyberten am ee re tua elu," wi 
be cua to re-assure you, as 
that if he.so much as puts &|/anvoye ie susse enmagh Oc 
hand on you,-you will clout him}, plane must surely know.) 
“ hs ee or ported he Frankly, I don’t. think you hare 
a handy. Then go ahead ‘0 It! anything to worry about. 
= No jury would convict you. husband who swings away from 


home avoids mentioni other 
DEAR ABBY: My husband-is| iris. “a 


on @ pilot for a big wir line, and on 
é layovers indifferent cities the} Problems? Write to Abby, 
stewardesses frequently go-out'Box 69700, Los Angeles, Calif., 


SHOPPING GUIDE . 
Scarves tor Winter 
Found in This Shop 


: The ultimate. 
_ By Penny Saver 
Just a short sample of Saturday’s walk made me aware of m creature 


the approach of winter weather. My morning experience usually 
consists of standing by the warm stove, preparing breakfast for 


s 
family. The eight-thirty air in front of the Parliament f Ne W Id t 
Buildings ae a shook epee Sieeairal wae and ears and it com ort. oe ] cats! 
was not until my poor feet had given out and I was safe at home 


: 


an 


that they thawed out entirely. “1° bE i 

This made me feel for. the children that I send out into the Every man should have a pair of Packards é 
cold air every morning. But rather than give them a ride to > to slip on at the end of aday. ‘ 
school and deprive them of the good exercise, I went in search of That’s because they’re made of fine, supple, q 
some warm headgear for them. mellowtan leather and then they're. 

I have yet to find something that the boys will consent to finished by‘hand. They feel luxurious and\_ ip: 
wear, but I did find some attractive scarves and hats for the they look superb : 4 
girls. Three-quarter scarves in a wool-like acrylic fibre caught 3 a rf 
my eye. These come in plaid or plairi colors and have a foam So treat him to the luxury of Packards i 
reinforcing to help them hold.thcir shape. The plaid scarves are : They’ or ly th ’ , k 
often reversible. They can be worn around fhe neck to fill the this Christmas. They’re truly the ultimate in 
neckline of a coat, but they are particularly good as head- a comfortable slipper. 


squares. The cost is $1.98 each. 
A good variety of pure wool knitted hats are available. These 


E come in all colors of the rainbow. The prices begin at $4.95. 
For more dressy occasions there «are fur hats of all 
. descriptions. Ranging from the fake furs to mouton, they are 
available in many styles, including modish helmet and the 
: simple pillbox. Prices begin at $7.95 and go as high as $16.95. 
Black lace mantillas are always right. The-shop-I visited has 


some lovely ones that are stitched along the open edge with a 


4 , space left for the head. The ends come down well below the b K 
i shoulder level for a good wrap around the throat. The cost is 
oi Ss np aun te y Kaufman < 
: f This shop also has a fine selection of scarves suitable for é 

gifts. Prices range from $1 to $2.98. Attractive and different are Kaufman Footwear Limited, Kitchener, Montreal, Sherbrooke. 


a ? hand-made neck scarves in two toning colors or a color and a Get them at leading department stores and at these fine shoe shops. 
eB § print. Tubular in design, these offer a range of stylings. They cost 


$4.75 each. 


Gift sets of evenirg bags and ows are available in silver, 
gold, white and black, The gloves stretch so that one size fits all. 
ok Each set costs $12.98. A similar set in black velvet costs $11.95. 
es Large gold or silver bows on combs to match the sets are 
> 2 available at $3.95 each. A mink bow on a comb: costs $4.98. 


OLD COUNTRY 
SHOE STORE 


COAST TO COAST 
NEWSPAPERS 
SELL THE MOST 


I If you would like to know where I found these items, vena 
t call me at 382-3131. 


Proceeds of $1,700|3 
|| At Church Fair 


" Proceeds of $1,700 were raised 
; when St. Martin-in-the-Fields 
& Church held its fall fair. The 


PLEASE NOTE 
OPEN ALL DAY 
~ WEDNESDAYS TILL XMAS 


money will be applied to the 
church hall building debt, : 

Reeve !Hugh Curtis opened the 
affair, which was convened by 
Mrs. B, P. Harding. 

The afternoon_branch of the 
4: Anglican Church Women looked 
after the home cooking stall and 
F arranged the afternoon tea. The 
Ce evening branch hardled the 

i sewing and novelties’ stall, and 


Kiev 
“ie 


1 ee Se 
4 
aA 
r 


. 
a atdnas 
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convened the luncheon. 
The church committee was in 


|| S222] JEUNIQUEPASHIONS’ |i... 


y oA aes GIFT-GIVING FASHIONS TO LIGHT UP CHRISTMAS FOR P | Say f 
ee | THE YOUNG AT HEART. a 
e SWEATERS eCARCOATS~- —¢ DRESSES © § 
FASHION’S FIRSTS Featuring the new cape look imported Mel- You'll love the selection waiting for you in’ 
cquard knitted couturiere imports, Tur- ton Cloth—camel and heather tones . . . all our Jeunique fashion group—to wear now $3 
and tem Visor te, oO from France,. Italy the great zips to fashion firsts. ~~ __ and for gift giving, a 
moons We Ee 
bn *.UP af Lid ‘ 
| If OFF TO 1 we OFF - - lf OFF i 


= 


Mon., Deo, 4, 8:90 p.m. 


Get Tickets Wow! 
FICE A’ 


Gibson’ S_ Ladies’ fb sua View St. Thru to. Gibson Girl, Douglas St. § 4 


STREREAVAVATAVAV ATPASE NEN NG 


‘bell loves nothing better than to sit in the sunshine and 
gaze at the country she’s lived in so long. 


PLANNED FOR WEDNESDAY 
Retarded Centre Bazaar 


When the weather and her health permits, Granny Camp- 


‘Granny Campbell’ Hangs Scroll in Place of Honor with Family Portraits 


CENTENNIAL YEAR LEAVES ITS MARK IN BELLA BELLA 


The excitement of Canada’s When the village held its festivities in her own 
centennial year has reached centennial celebrations, pa way. Hanging among 
into every nook and cranny of arrangements were made OSs anna Miseetied’ ante tees 
this vast country. have Granny Campbell in @ centennial ‘scrdlls, one mark- 

Not the least-to be affected place of honor on the review- ing her country’s and the 
by the year-long fervor is the ing stand, so that she could other, her province’s centen- 
isolated. settlement ,of Bella watch the fancy dress parade ial. Her eyes were often on 
Bella, where an Indian village and a program of Indian them during that special day. 
lives an existence made soli- dancing by Johnny Humchitt. 
tary through its locale on a But, trod very fail, Granny LIKES HARD WORK 
small island. Campbell was unable to leave Always a believer in hard 

Eight of its pioneer resi- the small cottage of her work, until resently Mrs. 
dents received centennial daughter, Mrs. Eva Starr, Campbell regularly walked to 
medals this year, and, if. which almost straddles the the beach near the cottage, 
there’s a star among -them, — shore. sawed off logs. from the 
it's Mrs. Susan Campbell, Mrs. _€ampbell celebrated driftwood and tolled them 


pictures Of her family on the. 


affectionately known as —_+— 
Granny Campbell. 

Records have a habit of 
becoming confused in such 
lonely outposts and even 
Granny Campbell. doesn’t 


Granty, | 2 SINCE 1924 AND 
aoenromm icin t =) STILL GROWING 


1842 at the age of ‘about 40.” 
An undetermined factor as it . . 
is, everyone in the village is We have been serving our public“for over: forty 
convinced that Granny’s life years and the growth of our business bespeaks 


began much earlier than 100 - 
. the esteem in which we are held. 


Prescription Optical 


Campbell Building Medical Arts Building 
1025 Douglas Street 1105 Pandora Avenue 
384-5914 384-7987 
Professional Building * 459 Trunk Road 
1106 Cook Street Duncan, B.C. 
746-6041 


Where Executives 
Meet Each Other 


back to her home. 
A woman of strong convic- 


tions, Mrs. 


hesitated 


There’s another son, Mark. 


In -her 
Campbell 


of government action . . 


is 


inaction ... 


Campbell never 
to voice them. 
Angus, one of three children 
that survives from the 15 she 
bore, still has a message 
mother sent her peo 


ig 


message, Mrs. 
highly critical 


for her people. 


. or 


A fervent Christian, 
Campbeli ended her message 
with a ‘Sentence, simple but daughter. 


“I’m proud to say I really 
believe in prayer, and I have 
been brought up in a Christian 


louse-bound as she is most 
of ‘the time, Granny Campbell 
does her part in ensuring that 
same beliefs will be 
shared by her 12 grandchil- 
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“ 


Mrs. dren, 79 great-grandchildren 
and one great-great-grand- 


She also imparts to them 
her love of Canada. 


OPENING DEC. 4th 


LA POOCH COIFFURES 


b\) 


IRS EGE PERE NS SRE GEE PERS CSE Mae ALL SOE SOOPER DASE NRE SE NER IRE NRE NE 


GIRLS’, 2-6 
@ Suits 

@® 2-Piece Dresses 
@® Slim Sets 


@ Suits 


2204 OAK BAY AVE. 
Sc ea RE RG RET RARE RA RSET AG RE REO RNG SRO RR 


@ Outerwear 


2 EY Ere SES ERS 


Imports from Europe Trash 


For the Young and Very Young 


Charming Knitwear 


made from EASY-CARE yarns 


INFANTS’ 


@ Dresses 


Vp 
Volt 


BOYS’, 2: 6 
@ Short Pant Suits 
@® Cardigans 
@ Long Pants with 
Matching Pullover 
ad 
STORE HOURS: 9 A.M. - 5:30 P.M. 


: 386-1983 


pes Ysa 0 Yr Yr J DE EON 


i 


The_attenders of the Occupa- 
tional Extensive Care Group, | 
operated by the Greater Vic- = 
toria Association for the Re-| 
tarded, will take an active part) 
in the association's seventh an-| 
nual Christmas tea and bazaar, 
tobe held at the centre, 1450 
Blford Street; this coming Wed- 
nesday from. 1:30 to 4:30 p.m. 

Helped by the group’s auxiili- 
ary, attenders will..package the 
Ghristmas cakes, piekles, mar- 
malade and preseryes they 
haye made for sale. Also for) 
sale are hooked rugs, polished 
driftwood candle holders, plant- 
ers and other handiwork made| 
by the attenders, who will also 
act as serviteurs, 

The. association is hoping for 
& large attendance, made-up of 
peopl¢ who are interested in the 
work-done at’ the Elford Shelt- 

ered Workshop and Occupation 
Cefitre. 


Proceeds of $600 
At Church Bazaar 


The sum of $600 was realized 
wien St. Dunstan’s Church held: 
a sugar plum bazaar in the 

fish hall Saturday. 

ms. Harry Bonner convened 
the luncheon and Mrs. G. Vant- 
reight was in change of. tea ar- 
rangements. 

Stall conveners. were Mrs. R. 
Hy Vidal, Mrs. D. Freeman, 
Mas. A. Whittaker, Mrs. W. 
Harkness, Mrs, D. Latimer and 
Archdeacon A. FE. Hendy. 


““GHANGE YOUR SHOES 
FREQUENTLY .. 


.. Some doctors advocate 
twice a dayll 


+, .«for the benefit of your 
feet... to prolong the life 
sof your shoes 

ap | * find it's ECONOM- 


L when you buy TWO 
ors ata time. 


MILL oR 


ec Poy 
AMERICA'S MOST ATTRACTIVE 


BHOES © COMFORT 


Perfect fit, perfect comtori, 
: sensible low heel to match thot 
sensible last. For those octive 
hours, for off hours! 


Recommended by leading 
doctors throughout 
the country 


Gi Sees 


COMFORT 
FOOTWEAR | 
In the 1400 Shoe- Block, 

Douglas Street 

“Where Selection is Best'* 

1407 DOUGLAS ST. 


aT 


look for the. 
Strawberry 
Stripes 
right inthe 
Jar: { 


~~ VARNA a ee NY VAWWAT VAT 


] : : ] 
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“+ ARSE. : = 4 = o 3 - 
Ff ¥ TSR IE IR RR RG TEAR NS AIST AIOE SEI niacin Toe 
¥ { A PA 
4 MUSINGS - 
a : a 
‘ i 
{ Handsome Brocade -% PEDOMETER 
4 J | 5 . For the hiker or outdoorsman. This compact, : 
3 Cwe Ox well made German instrument accurately meas- ' 
4 ures your walking distance at any speed. It H 
> straps securely to your ankle, waist or boot top 5 
Pe and records up to 12 miles. This new, improved ' 
: modeBhas a compass on the reverse side. | 
- 
] 


| Cultured Pearl Necklace and Earring Set 
4 Graduated necklace, hand knotted with 10k gold aaa 


Matching earrings with screw back mounts. ASO 
Sm FEATURE VALUE, Set _ $39 


This delightful jewel case is spacious in size, mirrored inside the BI LLFOLD 
lid and trimmed with gleaming gilt metal. Two shapes to select OR WALLET 
from. 


$Q95 


MARBLE DESK 
SET 


With ballpoint pen. Choice of round 
or square base. 


FEATURE VALUE 


In ‘soft, supple calf leather, im- 
ported from Europe. Beautiful 
handerafted turned edges. Colors: 
black and brown. 


SPECIAL VALUE... 


CHINESE JADE RINGS 


12 Only—Genuine Chinese jade rings, marquise shaped stone, 
set in 10k yellow gold, four styles to choose $3 2] 95 


te paw owes teerees 


- s 4% 
BILLFOLD ___-.--- 


WALLET '|....-----. 


Silver Plated ells 
Gallery Waiter 


12” in diameter, this serving ‘tray is 
an ideal size for serving purposes for ff 
the host or hostess; heavily silver /} 
plated on copper base. a 


| 
t 


4 


; Pf ee eee ep enc emcee smccer coho omen aor nr CN: aC Sar 
a a ays 7. 


FEATURE VALUE~ 


Silver Plated 


SERVING DISH 


Shell design triple. section serving dish, ideal for 
dainty cakes, ‘candy or other uses. Diameter 


$7 0° 


SALT and PEPPER SET = Charming Gift 


A gleaming, useful set to grace the festive dining table. Silver _ Dek x * 
plated with blue glass liners. Delicate ‘English Bone China 


oT” CUPS and SAUCERS 
ue FEATURE. 95 or $7 
“VALUE pen hal WY aes each 


From Portugal 


ETCHED 
GLASS BEER - 
ORALE 
STEINS 


Set of 1, oh : 


Gag sind ‘Delaceable. 4 


NTHE DRESDEN STYLE 


MESSE MS SCE IRS EIRENE SIS SEIN RE BSCE NL PIE RRS ASC BIS NRL IR BERLE OL USO BEAL BIG Wie la Ne Ba ad WE a Whe BORA tak WAL OR li OSL OIL Wil WE ela bal ERE Wil Ula le Seal Bie a, hes Na ak Ni at Vota is Wat es ti, le Wie lek Wet te YS 


Eoch 2 


English Bone China. Floral 


SALT and PEPPERS 


, Something cute and different, yet. practical. . Plain white or 
pink; with an assortment of colored floral tops. 


$250 


‘a Pair 


The Versatile 
“Penguin” Server 


fs: 


A Handsome 
Men’s 


JEWEL BOX 


The interior provides ample 
space for his cuff links and 
other jewellery accessories. De- 
signed in black or go vinyl, 
attractively lined. 


5° a 


“Keeps _ food hot—keeps ice cubes 
solid.” A welcome and practical gift. 


‘2°. 


BAROMETERS B r R AN Ss" 


A precision weather instrument for “From France 


the home—an ideal man’s gift. 706 ¢ 708 YATES si: ion 382-4241 Silver plated table sweeper ‘that 
Plain Style sips *6” Open This Thurs. and Fri. Until 9 p.m. eats up crumbs in an instant. 


sa05 : CIVIC BARKING 510” 
' al 
Ship’s ‘Wheel :_.._-- cee TICKETS# VALIDATED > 
a 


mc a ms SSSR IE SOS AN a SARS IE NN SPIE OS A SOE NL PS DSR NNO NC Aalst ae ante a Bes ieee: SEEGERS PIS DOR SPS PRE NPE ES Se CORO UN A : 


Birks 


Favorite European 


DESSE RT PLATES | 
| Trimmed in gold, six attractive fruit centres on pure $9750 5 
S , white chitidiSET OF SIX...2 2... 222 ed 


Separately, $] 50 Large matching $: 95 y 
: each. ; Sse “oe vias + Capea s 


Crumb Sweeper 


ERENCE MS NBs NA a eS IE MER A AS I MR Ms AFL Hl IL NE 8 ER ML tH fe MS i LE i 8S A Me ie PE RR Le BAe Bek Wee Stl 


Pec: 


\ ' aay 
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FOUR STATES TO TEST WAR ISSUE | 


McCarthy Names,Primaries 


m MURRAY GETS .$5,000« 
FOR MEDICAL STUDIES — 
| 


} TORONTO (CP)—Board of Control Wednes- 


‘ day unanimously approved a $5,000 grant for 

x i medical research to.Dr..Gordon Murray, 73-year-old 

| Toronto surgeon who claims to have found a way ror ug S @) nson 

“4 to repair damaged-spinal cords. 

; r e 

° W. M. _Campbell, city finance commissioner, | WASHINGTON { AP) —Sena-| He said he will enter primar-;more than 94,000 wounded 
} was also instructed to make his office available for tor Eugene J. McCarthy an-|ies in Wisconsin, Oregon, Cali-)among U.S. forces; 100,000 to| 
4 public donations to the trust fund established by nounced today he will chalienge| fornia and Nebraska. 150,000 civilian casualties in| 
a Mr. and Mrs. Ernest Ofenheim, of Toronto, in sup- President Johnson.on the Viet-| He will decide within two|South Vietnam alone and U.S.} 
fe’ port of | Dr. . Murray’ s work, nam issue in four Democratic|weeks on Massachusetts’ and/expenditures between §2,-| 


presidential primaries and pos- New Hampshire, Mc Car th y/ 000,000,000 and $3,000,000,000 al 


Rendezvous for Afternoon Tea 
at the new 


GERDEN CHEE 


Piping hot tea served with 
sandwiches and famous 
Empress crumpets 

$1.00 


2:30 p.m. - 5:30 p.m, daily 


sibly two others. 


a. deepe ning moral 
America,’ 
erat told a news conference. 


McCARTHY 
. moral crisis 


“There is growing evidence of 
crisis 
’ the Minnesota Demo-|Strengthened by recent an 


said. 
He said his determination to| 
jn|challenge Johnson ‘‘has been 


—neuncements from the adminis-| 
ltration of plans for continued | 


CHRISTMAS GIFT SALE— 
UP TO 30% DISCOUNT 


SALE ENDS DEC. 9th. 


A small deposit will 
hold your article. 


Bird Baths from $5.95 
$1.95 


Gaily Colored- Dwarfs, 
WReg. $27.50 for $14.95. 
Reg. $14.95 for $9.85 
17” Rastus Fisherboy, 
Reg. $7.50 for $5.85 


Fountain Kits and 


Planters from 


This Beautiful 14" Urn, 
Reg. $7.50 Now $5.00 Pumps, 
(Painted White $5.50) Reg. $34.50 for $29.95 


See our wide selection of Garden Novelties — Frogs, 


Pixies, Set of Ducks, Squirrels, Deer,~Rabbits, etc., 
all made'in Durable Concrete at... 


Studio of decorative Arts 


lescalation and intensification of 
the war in Vietnam.’ 


On the other hand, there has 
|been an “absence of any posi- 
tive indications or suggestions’ 
lfor a compromise or negotiated} 
political settlement.” 


|FEARS PRICE 


He expressed concern that 
|“‘the administration seems to! 
jhave set no limits on the price it 
| will pay for military victory.” 

| McCarthy said he did not see 
|his opposition to Johnson as a 
{threat to the unity and strength 
of the party. 

“The issue of the war in Viet- 
nam is not a separate issue but 
is one which must be dealt with 
tin the configuration of problems 
in which it occurs,” McCarthy 
| said. 

He said he was not advocating 
peace at any price but wanted 
“an honorable, rational and po- 
litical solution to this war." 

He listed what he called war 
|costs to date. | 

They included “the physical] 
destruction of much of a small, 


|leviate the sense .of political 


month. 

And, he asserted, the war has| 
|resulted in a failure to provide | 
adequate funds for such domes- 
tic programs as anti-poverty, | 
housing, education and othér na-| 
tional needs. 

McCarthy expressed hope that | 
a challenge to Johnson ‘‘may al- 


helplessness and restore to 
many people a belief in the pro- 
cesses of American politics and 
of American government.” 
HOPEFUL OF SUCCESS 

McCarthy hopes to gain a sig-| 
nificant vote against Johnson in 
Wisconsin, acknowledges he 
may have little success in Ne- 
braska, expresses belief he can 
do well in Oregon. 

That leaves the final contest} 
in California—a crucial one in 
McCarthy’s view. He- hopes to 
obtain the support of the dissi- 
dent California Democratic 
Council for his effort there. 

Presidential primaries are lit- 
tle more than polls in which the 
parties can show preference for 
candidates. The final choice 
must be made by the party 
nominating conventions * nex t 
summer—by the Republicans in 
Miami and the Democrats in 
Chicago. 


Super-Valu 
Specials 


Thurs., Fri. & Sat., Nov. 30, Dec. 1-2 


GOV’T INSPECTED 
CANADA CHOICE, CANADA GOOD 


GOV’T INSPECTED, FRESH FROSTED 


TURKEYS, A 49° 


3185 QUADRA (at Tolmie) 388-4022 
Open Thursday and Friday "Til 9:00 p.m. 


|weak nation by the military op- 
erations of the most powerful 
jnation on this earth.” 
McCarthy also . cited more | 
than 15,000 combat dead and| 


THE EMPRESS 


Puetrodyoty ory, GREEN GIANT 


PRE- 


CHRISTMAS 


CLEARANCE 


CONTINUES 


Ketchup < 


NABOB SIZE 3 


Peas 3: 69° 


. AYLMER, VEGETABLE, TOMATO 


Soup Hf eae a | 00 


ody oy ody oly oP y ody oFy ety Oty ety Oty Py oP y OPW ag 


NABOB DE LUXE 


TEA 
BAGS “ 


SUPER VALU ALL PURPOSE 


a 


Hams**1“| 


» FLORIDA 


Grapefruit 9% 


~~ a NO PRICES Bananas 4 49 | | 
100% Colombian coffee should always be vacuum packed ie ————— ne | 
to keep it 100% fresh,”:says cofieegrower Juan Valdez- BARGAINS! 


c Juan wants his coffee to come to you as fresh as u a oes bag 
the day it was ground from the beans. Because only 
then can you appreciate the-full flavour of his 100% 

». Colombian Coffee. 

es ee coffeegrowers like him spend their lives 
growing coffee beans that deliver a richer, fuller taste. 

Five thousand feet up in the Colombian Andes, the 
volcanic soil has had 300,000 million years to become 


richin minerals. And the tall Guamastrees there spread 
atent of shade so the beans can ripen slowly. 

And since the harvest goes on‘all the year long, only 
the fully ripened beans are chosen, every one of them 
‘picked by hand. 

These are the reasons why 100% Colombian Coffee 
tastes so good. And why Boban vacuum packs it to 
keep it that way. 


= 


STORE LOCATIONS; 
/ 


| 
$ 
; 
3 
% 
§ 
a 
; 
; 
; 
4 
{ 
$ 


| 
1515 Pandora Avenue, 
5124 Cordova Bay Road 
We Reserve the Right to Limit Quantities 


¢ 
$ 
} 
+] 
$ 
: 
$ 
$ 
$ 
$ 
$ 
$ 
y 
: 
‘ 
$ 
} 
¢ 
$ 


*Proprietary mark of the National Federation of Coffeegrowers of Colombia, 


= 774-8 FORT ST. 


y 


Aen henge hg’. 
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Family, Children's Service 
Opens First Satellite Centre : 


A plan to decentralize the, there will eventually be a string is a need for such offices in the 


| 


Family and Children's Sérvice|of such community welfare| James Bay district and in| 
at Spencerhouse has resulted in| centres in the Greater Victoria] Esquimalt, put the populations 
the first satellite social welfare) area. | aren't large enough to warrant 


centre at Fernwood and Glad-} A social work team consisting] a full team: 


stone. of a supervisor, a counsellor) He said the Famil} and 
Executive director of the| two social workers, an aide and|Children’s Service is planning 
service, Gordon Wright hopes|a receptionist’ is concentrating|submission to the provincial 


its efforts in a district with| government urging financial 
many low-income families. support of a fourth team which 
Early next year Mr. Wright| Would deal only with Indians. 
|hopes to have similar satellites| —~ ==—=~S 

in the Gorge-Tillicum district 
and a second office in the 
4 | Fernwood-Gladstone area. 

Mr. Wright also thinks there 


for Husband 


HOME PORT: 
VICTORIA 


at all book-sellers 


Trim’ Named 
Principal 
Of Shoreline 


A Parksville high school prin-| 
cipal has been named to head 
the new Shorefine junior high | 
school opening in View Royal! 
|next September. 
| Norman E,. Trim, 46, was the 
junanimous choice of trustees 


© 


OPTICAL DISPENSING 


723 FORT 


Corner of Douglas 


FASHION CENTRE who -considered six finalists 
FOR |from 17 applications; said Peter 
Bunn, chairman of the Greater 
> MODERN EYE WEAR ee ee 
ir, Trim en principal 
COMPARE jof Parksville junior high school 
is Our Prices Are the |for 11 years. | 
= The $1,084,329 high sahool he 
. LOWEST | will head has been proviSionailly 


known as Christie Point School. 
It is located at the head of Por- 
tage Inlet, 


882-5718 


}sion of “Canada's 


Daylight 
Saving Time” 
Bid-Rejected 


A resolution requesting the 
B.C, goverament te institute 
daylight saving time the year 
round, was defeated by a 
narrow margin at the annual 
convention of the B.C, Fed- 
eration of Agriculture Wed- 
nesday. 

But Arnold Forbes, a Deep 
Creek farmer, said he will 
* present a similar but 
amended resolution at next 
year’s convention which he 
feels will be more acceptable 
to growers throughout the 
province. 

Members opposed the 
resolution because it would 
mean that children, especially 
during the winter months of 
December and January, would 
be going te school in the dark. 
“ “Next year we will request 
the daylight saving time be 
advanced to April 1 or March, 
igstead of starting at the end 
of April,” he said. “I think 
this would be acceptable to 
most people as there is plenty 
of light in the morning then.” 


Farmers A: 


Of Water 


British Columbia farmers are 
opposed to the sale and diver- 
water re- 
sources to the United States. 


Gifts for ALL—Choose NOW While the Selection Is Good 


Dusters. and Housecoats 


Quilted nylof®ayith luxurious lace trims; also cuddly 
brushed erlon. Sizes id M, L. Reg. $12.98 up. sg*° 
SALE, from : 


Cotton Cordana ‘Dusters 


Sizes 8S, M, L. Reg. $3.98. SALE 


GIRLS’ COATS 

Wool, Suede, all-weather bench 

warmer, Reg. $19.98 to $25.98. SALE 
Sizes |, to 12. 


GROUP LADIES’ DRESSES 


Sheer nylons, brocades, 
crepes, wools 


7 i PRICE 
Sizes 7 to 16. Reg. “7% $4 2°. 
$14.95 to $25. SALE __. to 


% to % OFF 


Ladies’ Baby Dolls, Slips, Sweaters, 
Bras, Girdles, Children’s Sweaters,. 
Raincoats, Teen-age Jumpers, Girls’ 
Pyjamas. 


1 


*74™,, *20° 


CHILDREN’S WINTER’ 
JACKETS 


‘Quiltea nylon. Sizes 2 to 14. 
50 $m99 
SALE__ to 7 
Children’s T-Shirts 
And Flannel Shirts 


Reg. $400" S330 


Tee-Kay. Slims 


New brush denims, bone, 
and gold, Junior misses’ 


Tee-Kay 


Machine washable. 
Sizes 3 to 7. Reg. $5.00. 


; SARMS .. 6 Shs... See 
Girls’ Dresses Leotards 
peg 4-14, oy Spegmaiiay md Sy $59 Girls’ and ladies’ sizes. 


FREE PARKING—Three Doors North 
of Dunlop Tire 


OPEN THURS. AND FRI, ’TIL 9 P.M. 
2624 DOUGLAS STREET 384-8686 


pe 


ae oe 


NO CHARGE FOR COLOR ‘ADVICE 


AT THE SIGN 
OF THE BIG 


720 MARKET ST. 


PAINT UP FOR CHRISTMAS 
SPECIAL PRICES ON ALL PAINTS! 


_ THIS FRIDAY, DEC. ist, AND SATURDAY, DEC. 2nd, ONLY 


VICTORIA’S LARGEST. FACTORY PAINT STORE 
“TOP QUALITY PAINTS FOR 
“LESS THAN HALF - PRICE!” 
2000 COLORS IN ANY FINISH 


EMPRESS PAINT 


MFG. LTD, 


At the closing session Wednes- 
day of the B.C. Federation—of 
Agriculture growers agreed to 
press federal and - provincial 
authorities to promote a survey 


of all water resources and to 


plan its future use for irriga- 
tion, recreation, hydro projects 
and flood control. 

The federation also decided to 


$1,000 BILLION 


Cash Balr 
For US. ‘|| 


“DENVER, Colo, (AP): 
Spanish-Americans have sued 
the United States for damages 
that could total _$1,000,000,- 
000,000—a figure’ too large to 
be comprehended by most. 
—ovet their claims. on 19th 
century Spanish and pean. 
land grants, 

The suit was filed in federal 
court here Monday by 28 des- 
cendants of * Spanish-named | 


ght |FARMERS MUST ADOPT: 


Time’ Cheaper Transportation Methods 


ected 
Agricultural Minister Frank| 


tte, inatityse| RaCHEET Thursday called upon 
time ‘the year farmers to make a concentrated | e 
feated by a(t. error methods for|spent is eaten up by the costs|efficient physical distribution | 

Y 8lGistributing farm produce to/incurred after production;” he|held the key to many basic CLAIMS LIVES 


bread, in which it has “ beém)with what he gets for his labor /of energy and every dolar spent 
found that as-much as 60 per in producing them,” he added. |to thee ends will profit every- 
cent of every consumer dollar| He said it was obvious thatjone many times over, ” he said. 


E pales markets. Stated problems of agriculture. | Accidents in gold mines 
iene ‘tard He told the B. C. Federation| “Tt is small wonder that the) He urged the federation to|claimed 294 lives in South 


|Africa during the first six 
months of 1967 and a total’ of \ 
767 fatalities in mining industry 
accidents in 1966. 


jof Agriculture convention that |Okanagan apple grower looks work _towards this objective, 
the benefits farmers derived by|2Skance at the retail pmices 
said he will/@dopting modern farm tech- charged in Vancouver for his | department. 
milar but|"iques in the past decade, have | | product and compares these! “Every minute, every ounce 
tion at next|been largely fulified by the 
m which he| Present over-all process of food | 
re acceptable | distribution. | 
roughout the| What was needed was faster 
and cheaper distribution 
posed the|methods for farm produce, he 
ise it would|said. 

en, especially} He cited as an xample the 
er months of| adoption of bulk tanks by dairy 
anuary, would | farmers. 

yl in the dark.| ‘Bulk movement is now com- 
» will request|monplace, and will become 
ving time belincreasingly efficient,’ he said. 
ii 1 or March,| He noted that in some cases 
ag at the end|today as much as 50 cents of 
aid. “I think|the consumer's dollar goes to 
acceptable to | pay for the movement of “food 
here is plenty| products. 

orning then.’ | “An extreme example ts 


rs Against Sale 
ater to US. 


. farmers are/again ask the government to 
le and diver-|Temove the ‘school tax from 
; land. They have made _ this 
: Spatial cat request in each of the last 25 
ed States. years. 

ssion Wednes-| They want education costs to 
Federation—of|be paid out of general revenue, 
rs agreed~to| Growers also expressed con-| 
d -provincial|cern at the practice of some 
,0te a survey|mining companies of stripping) 
urces and to/ grass land with bulldozers. 

se for irriga-| -They will ask the Rover nines 
ydro projects| to institute immediate controls} 
| |to prevent such indiscriminate 
lso decided to' destruction of grass lands. 


Balm Sought 
).S. ‘Land Grab’ 


>. (AP); — ing corporations—involved in 
s have sued the action. 
for damages Vast acres of the - United 

.$1,000,000,- states, touching. both coasts 
too large to and both borders, ere in- 
d by most volved. 
ms. on 19th The suit mentioned specifi- 
wxi Mexican cally lands in Colorado, New 
| Mexico, Florida, Texas, Cali- 
fornia, Arizona, Louisiana, 
Georgia, North Carolina and 
South Carolina, along with the 
Louisiana Purchase as a 
whole. 

Vigil said after the suit was 
filed that parts of Maryland, 
Virginia, Washington, Wyom- 
ing and Idaho and all of Cali- 
fornia, Utah, Nevada and Ore- 
gon would be involved. 


cama SINGER CENTER 
- Salute to Miss Canada! 


a 


Singer 


bes, a Deep 


Boots 


for 


LOOKS 


Comfort 
Priced 


from 


See Our New Leather, 
HIGH-ON-THIGH BOOTS-- 


7 Af Also Vinyl Stretch Boots 


635 JOHNSON ST,; 
PHONE 383-7012" 


“din federal 


as Gift Festival 
Buya gift! Geta gif...free! Make Christmas Shopping easy! 
Get two Singer Products for the price of one! ae 3 


Buy this... 


Coronation Special! 

& Sew Machine! Just like the 
Singer gift to Miss ! 
Super Deluxe!. Fully Exclu- 
sive push-button bobbin! Fancy stitches — 
at the touch of a finger! Many more 
wonderful features! Comptete with cabi- 
net and stool! NO DOWN PAYMENT. 


Get one of these free! 


Your choice! Values up 0 $5895! 
FREE!, Singer Power Compact Canister 
Cleaner! Extra-powerful motor. 3-posi- 
tion vacwum control dial. Complete © 
attachments. (Model-E-9) : 
FREE! Singer Portable Stereo! The 
stereo that plays anywhere on batteries. 
. 3-speeds. .8 transistors. 2 speakers, « 
“(Model HE 2210) 

FREE! Singer AM/FM Portable 
Radio! Genuine Walnut cabinet. 10 tran- 
sistors Unparalleled sound reproduction, 
(Model 930 BD) 

FREE! Singer Portable Typewriter! 
Lightweight! Compact! Available with 
French or English Keyboard. (T-4), 

Or choice of seven other valuable free 
gifts. 


Othe Singer Soving Mactines wth Fee fers avalale at our Sing Center 
4 Plus:-Pringess special! Regal special! Sovereign special! 
( 
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Exciting values in notions! Stocking stuffers! Fabrics! eh 
SINGER CENTER ema ; 


In the Fabulous’ 700 Block Yates St. 


726 Yates Street Phone 383-6513 


#2 tredemark of SINGER COMPANY OF CANADA LTD, 


aaa 
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NEGLIGENCE BLAMED  |SLAND ROUNDUP | Money |. G.R. MAN FINED $250 


FOR FIRE IN HOTEL Nanaimo Boy, 6, Killed; | Pow |. nition Se eer 


trumpeter swan and another is charged with the 


| Slows | same offence. 


LADYSMITH (CP) — Negligence on the part of the hotel 
owners and laxity of inspection by authorities have been 


° & 
blamed for a hotel fire in which one man died r C | ! st F a Cc] S L a r ec 
Peter Alfred ‘Pearson; 82, a resident of the Ross Hotel @) 


Hans Shaafe, 19, of Gold River, was convicted 
LAKE COWICHAN—The flow] on a charge laid under the Migratory Birds Act. 


here, died in the Nov. 21 fire wnen he returned to his room | jof money can’t keep pace with “A man will appear in court og phe 
after he had been led to safety once by hotel manager Peter | NANAIMO — A six-year-old Alphonse Billy, Francis Johnny, |outlet was between $35,000 and|the construction of the new shooting one trumpeter swan, on eee Be: 
; Lind ‘ boy was struck down and killed | Cicero August, Philomena ~An-/| $50,000. health centre in the village. we are investigating another, a  asscaneel 
A i val coroner Russ Inkster said following a |here Wednesday evening and|toine, Wallace Antoine, Diane | This woudd bring the total cost| Building is expected’ te, be Fz said in snpouscing f erack-down on persons 
a a = slice say they will lay charges|Modeste, Josep ylvester, |to over 000. | : the e' fare who shoot a eC . 
; I find negligence on the part of the hotel owners and oni 4 eoereuior uae ht, Pian Modeste, Phyllis Joe,| These legal delays have made| omnes by i of ee 
& laxity of inspection or compliance with the’ Fire Marshal’s | fleeing from a traffic officer at| Collins. Jimmy,. Edward Wil-)it impossible for the council to a tnecheeet shane it Ce: See CONFIDENTIA LY YOURS 
E, Act and national building code had an important bearing on the time of the accident. l\liams, William Thorne, James|prepare a sewer bylaw for | Slow in coming in, 
ye pane Phan ay awe death of Mr. Pearson.” Dead is James Robin Savage|Modeste, Robert Thomas, | December. Lake Cowichan Kinsmen. are Ss ae ae ree 7 
¢ me oe eet ee See oe } eet = of 920 St. David. He was|Samuel Wilson and Alec Johnny.| Council will seek the advice of| sponsoring’ the project and have} , 
ab al walking his bieyele across Esto-| x * * its consulting engineers regard-| undertaken to raise $8,000. MONTREAL, November 30th — Just 25 days 


through a guest's room, that the furnace room was not of |\., Road at Quadra with his} LAKE COWICHAN — If costs|ing a change of outlet. 24d] Christihas ... if you're still ina 


a pecrront . commeyetion a2. ty clecisiesl wiring WS ltecther wien” hit -ebout 5:20jane not prohiialive. vilage-coun.| Mewamise te peajeut bes) Emenee gus iowa. Ken quandary about gift-buying, and about, what 
a indues ; .m. Hi i injured.|cil may alter point. of|still to receive the approval of|Irving said Wednesday a sub- you'll use for ‘money, ve a Ww 

if The inquest was also told the town of Ladysmith failed to |?*™ His brother was uninjured. | ci ‘ A ; = 2 i . the “Scotia Plan” loan 
a conduct periodic inspections of the hotel. Police said the motorcyclist|disctiarge of effluent fronggjts|the pollution control board. stantial portion of this sum has| —— Its fal BANE OF NOVA SCOTIA. 


had doused his headlights while| projected new sewer scheme. x * * alfeady been received or) ig gift car, colour TV or 
trying to elude a police cruiser.|. This would meet the objec-} OH E MAINUS—Bruce Mc- pledged trom’: Jocal. industry, — nt meet ee 2 lw ‘. arrange. As long 

The 17-year-old rider suffered| tions of three ‘men who say they! Adam, 5, is in only “fair” ~~"! as you're dependable, that’s uti ‘at counts at Scotiabank, So 
i . minor injuries. He was turned|will seek a permanent injupe-| condition this morning in employee groups and village} why fret? Relax and enjoy this holiday season... with @ little 
i Water R fa nc Re} ects over to the custody of his|tion aupieat ee —“ A. hospital here. council “but we need more.”” help from The Bank of Nova Scotia. 
ies parents overnight and was to/council proceeds wi €| He suffered a skull fracture “We don’t. want to have tol To FEEL FRES NINE , 

: H AND FEMININE ALL OVER, there’s no better 

face charges today. present plan. and lacerations when knocked | knock on doors to get it. addition to your toiletries shelf than SHY, 


2 bd x * * Dr. Norman Cg one down by a car on the Old | “The necessity of the project] the modern, hoseléss feminine syringe. Shy 
4 OWIC an rele) a Nn DUNCAN — Chairman of the | Harris and One ee = Island Highway at Saltair. should be sufficient incentive| is different from other syringes. There are 
2 : |Cowichan Indians’ housing com-|'r!a_ men Ww ; Bruce had just alighted |for it to be backed financially) 20 hoses, no clamps, no awkward hanging. 
mittee, Gordon Elliott, is to|hemes on the Cowichan River, trom a school bus and was |by the residents who will nd And Shy Mg small and discreet ... tucks into 
contest the position of chief of|S#Y they protest the effluent) crossing’ the read on his way | the centre for years to come.” a compact carrying case so you can a pao 


Cause of the fire wes not determined. 


‘LA K E COWICHAN—Provin-) eers for the Nitinat River outlet 


elat water rights branch has|scheme were in th i f F i i i handy wherever-you go, and no wil 
Heleeted’-the she flood coxstrol| $5,000,000. ere @ region 0} |the band at the Dec. 6 elections. rg heger enna x Some home when the accident | Balance of the total cost of| the wiser. No wonder Shy. is ‘the most pop- 
proposal involving diversion of| ‘The branch stated, “At this| 2 (yet. PPOs? incumbent | eee clerk Bill Chappell said happened. $45,000 will come from federal| ular syringe in North America! Ask for it by 
thesCowichan Lake flow into the| time cea — - hth 1 chief Dennis Alphonse who was| BB gh ys ny fyi Driver of the car was Judith |and provincial government| name at your favourite drugstore — you'll be so pleased you did. 
; — i y | nesd E Dow of Campbell River. fi tional. and omer 
at River. 3 al $0 nominated Wednesday “ rae grants: and from national and) 
Nitin by our department to carry out} eyening, possible point -of discharge xk ok * peovineial ohatiét able. insti STILL THINK ey ee See a a. ed 


& branch letter to the village|any flood control possibilities! yy; Eliott,~a~ paper mill below the _ three properties re of sn! Seah carrscin (Rta: | 


; peek ciad ; mash : : + is for other uses around r home. Person- 
cil Tuesday stated, ‘‘This|/discussed in our preliminary| employee at Crofton, is also a which council may consider. are taking the first of a series your home. Perso 


al hygiene, for instance. One teaspoon of 


appeared to be associa-|Teport of May, 1967.” luiacaier of the executive of the| However. a previous gt i isheries courses ; Windsor Salt in a . are 
aah a very high cost which} This was a dredging proposi- | Southern Vancouver Island|% the’ cost of ¢ Mi © ea ie Depavictions ot | makes ap excellent mouth as = r sargle. 
ig’fer beyond any benefit that| tion aiid the branch now says|Tribal Federation. Indian Affairs SHIRTS 3 8 ee. ee ee ee ee 
“eg a ti w sa : : . pi. ‘e . f : eeth, harden gums and sweeten the breath, 
thay result from i \‘‘the cost of the possibilities] Premature elections are being Discrimination The first four-week course I use it as it Eenipe from the box. If you're 


Original estimates by engin-| investigated are estimated.to be|held because the existing coun- ends Dec. 15. For the first three hesitant about having a salt box in the 


| higher than the benefits, and it|cil resigned en masse last week On List Charged weeks the fishermen take in-| EXPERTLY bathroom, the Windsor Salt people have come up with a charming 
would not be easy to recom-|after months of trying to get - 2 ER AES. struction in navigation, engines, FINISHED idea— a decorative apothecary jar, imprinted . black with the 
Vote Dec 9 mend such a project for con-/the Indian Affairs Department _DUNCAN — Separate voters’| -ioctronics and business man- word “Salt” in old English script. This can be yours for just 
y ote % struction under an assistance|to rule on allegations the elec-|lists for Chinese and East In-| a ver Vi To help you look $1.00, plus the Windsor “W” from the two-pound box as proof of 
On Bus Su bsi dy program.” tions of May, 1966, were illegal.|dians in this eet has bree itute, sar Ge Mit your very purchase, mailed.to Windsor Salt, P.O. Box 6326, Montreal. 
Reaction. of Coun. Archie| Ofily four members of the last|T@ised the ire former Cow-|., ill go to B.C. Packers S D Servi 

At Pt Al berni Greenwell was, “They didn’t| council, Abel Joe, Abraham Joe, ona oo. school " trustee| Ceitic Net Loft and Shipyard to ame-Day Service jj) .....--.------- Clip this handy coupon poe SAE Sore 
e plan to do anything in the first|Leonard Peter and Norman Joe | V8 a study vessel maintenance and 1 1 
es ae ere Le cei place and they knew right from |are seeking re-election. What is the explanation for |~ ici ieee 1 NAMIC 2...ccassacssscssseesoecosetecsenvenssocceqosbecscsesenestenduareeenensen ~ no i 
dius subeldy for the ublic| the start the costs would be A total of 35 candidates are|having several categories ON| ‘The class includes seiner, troll 1 I 
rages c Se be aa Race 4 high. contesting the 11 seats on the|the voters -— beh aid all tax-| and gillnet fishermen. BAGGY OSS «.-essscercrsciercornsereesereeesiocansntentensssstanasicotessenmneee il | 
to-ratepayers in a referendum| “The department. put forward council. 3 PAYERS. Thy ™ oes For Indians unable to go to . a. ! 
e. P| a propesal which it knew would |. 722 other candidates are: she asks. Vancouver the department will W sssssccsrszeceeseersnnceseteeunsnnenscnsanetannsnsoessenantanseeseneatenssoeuep Li. ! 
. ._|never be accepted.” Wesley Modeste, Raymond| - | That mever entered OU arrange to have instructors sent 1 ; 
Ihe Tyee Bus Company is Chairman Mrs. Mildred Child Peter, Benjamin George, Abner|minds . . ; there is no discrim- ‘out to villages along the B.C. - 0 O ‘ 
: aut at a loss, council has}. d, “The only thing ecu ‘- Thorne, Ruby Peter, George|ination against any nationality,” |Qoast whenever 15 or mor 781 Fisgard : cosas suesonperessdevoneyssyenbeanaetasbasnentadessbsoneveevenseieesosenivave: > ; 

. | i 


; j ili i Jerk Gordon ‘ A 

tae at|i8 look af in |Daniels, William Joe, Mary|said_ Duncan ¢ fishermen request instruction. | qqyag—aEES 

"The people must decide if abr Be ertinn g basco Wg \rhorne, Andre Tom, Rene|Berry, explaining the separate 

service is meeded and sures, and let them look mea-|T ouie, Simon Charlie, Elwood}sheets are to help voting per- 
look after|yodeste, Edward Elliott, Sr.,!sonnel issuing ballots. 


t sagen bl va themselves,”’ 
The NUTSHELL 
RESTAURANT 


bsidize it,’ said city manager 
A quiet, gracious, delight- © 


is. ‘Thain, DEEP-SEA SHIPS 


‘Deputy mayor Fred Bishop 

fd the city is now paying 10 IN PORT 
the busy shopping and 
business section of Vic- 


ts a mile as well as 
bsidizing the school bus ser- 
ice. He said that if the (All cargoes are lumber un- 
sferendum is successful then|less otherwise stated. Place 
the A oases —_ lec names are destinations, 
consider. combining the two bus) 4. os veiled) 


not 


services, toria. 

; Victoria—Jawaga, U.S. 

C S Crofton — Oriental Exporter; 627 FORT ST. 
~ourse et Beleargo, U.S. Atlantic. Between Government 
: ee Ladysmith—Orehgurg. and Broad 

In Driving Harmac — Tropwood Eastern 
ie P Galaxie, Japan. | Open 9 a.m. to 8 p.m. 

Defensively Port Alberni—Banasol, Japan; 


One.of Victoria’s Most 
Popular 
Dining Lounges 


"DUNCAN — A local car sales|Beunos ‘Aires Maru, Japan; 
maniivér, Peter Brand, is being| Aetolia, Japan; Riviera, U.S.; 
sent by Cowichan adult educa-| Pacific Breeze. 
tion department on a defensive! Thasis — Ntina Jpatera; 
driving instruction course. Eastern Kiku, U.S. Atlantic. 

This is in preparation for the 
introduction of such a course in 
the district- night school pro- 
e gram. 

a Co-sponsor of the night sthool 
p classes will be the B.C.-chapter 
c of the National Safety Council. 

The classes will start in 


January and will consist. of 
either four or six two-hour ses- : 
sions once a week, 5 : 
Adukt education director. 


Robert Thorburn put it this way : P 
: Thursday: “Is your life worth = = i ro oom 
yr $7 — the projected cost of the|#- . 
” . 2 y d : 
> an ashe Famous “Century” 


i itbsmiges 


idsasificent Spode China 
96 PATTERNS AVAILABLE 


Choose for that Most Important Christmas Gift . . ; or for your own home é 
for Gracious Dining this Festive Season. 


J 
Available in complete sets, by 
place settings or single pieces. 
Pattern. illustrated is the popu- 
lar “Maritime Rose’, a charm- 
ing example ’of Spode’s artistry 
in shape amd decoration. A com- 
plete range of serving pieces is 
xalso available, including such 
items, as teapots, sugar and 
creams, etc. This Christmas, 
start someone on a whole new 
experience of assembling a set 
of heirloom quality dihnerware, 
or add wanted pieces to your 
own set or specially appreciated 
gifts! 


Completely installed-wall-to-wall | 
one week only at this low low price 


Your Headquarters 
; for 


_FINE FAMILY 
“FOOTWEAR 


EXPERT FITTING 
HONEST VALUE 


Choose from: 


” J | Yd. 
Price includes rubber cushion and installation — ; 
. by Jordans expert craftsmen — 


Slight Additional Charge for Halls and Stairs # 
Century Nylon is beautifully-designed, sculptur- A wonderful choice of color—Sandalwood, Desert 


FULL RANGE OF 
RIEDEL CRYSTAL 


* Greb 


Bonnie omer _ed, and colored to give you high: styled warmth Beige, Poppy, Egyptian Gold, Harvest Gold, 
‘White Cross and. comfort yet carefree living. Durable, easy- perno Green, Olive, Canasta Red, Copper Indian 
Tarsal Ease Choose your pattern before Christmas to-clean; practical—because it is made of DuPont . 


Nylon—the hardest wearing carpet fibre. Gold, Lime Green, Harvest, Tan. 


NO DOWN PAYMENT—LOW BANK INTEREST 


Carpets for Everyone a : fl 
: Corner View and Broad Streets 


"Phone 383-7171 


= | UpHisland Residents call 383-8831 Collect 
OPEN FRIDAY ’TIL 9 P.M. for. in-the-Home ‘Service 


bt be 


- arid have your choice registered in our 
VLAES store % » 


FOOTWEAR 


2486 OAK BAY AVENUE 
: (at Monterey) 
Open Six Days a Week— 
9 a.m. to 6 p.m. 
ys—9 a.m. to 9 p.m. 


= Phone 383-1381 
PERSONALIZED 


Open Monday to Saturday, 9 a.m. to 5:30 p.m. 
1007 GOVERNMENT STREET : PHONE 383-3921 


. outdogy, blue perennial . true 


oe ? 
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CINDERELLA Lawyer Chairman for Board 


INVITED - 
‘ “ gc hile Dr. Peter;cent is bideiiy the boast” ar 
| TO STRA a ie ir Bon re i lecae une — rook UBC's department |texchers. When concifiali mn 


STRATFORD, Ont. (CP)—J|between he Greater Victoriajof economies — will represent |i aiks ended two weeks ar, aa 
Opera returns to the Str atford | Se hool Board .and the school|teachers. The board's re ~ board was ‘offering ad ps ‘cent 
Festival next summer when |district's 1,200 teachers open|tative is city lawyer Kenneth the teachers askipe 1 
| Rossini's Cinderella, sung ir |Dec. 14 Murphy. cour ee | 
English, will open.the recon-| Gerald J. Sullivan will head A salary Bap of about 2 per per aie oS oe 
| Structed Avon Theatre July 5.|—— ‘ a 
During the Avon season, | 
| finishing Aug. 31, the opera 
will run in repertory with 
three other productions. 


These will ine > yal | “ . 
Winnipeg Ballet, opening ay Polling Places This Year 


9: Chekhov's, The Seagull, | 


directed by Jean Gascon, July es 
23; and Samuel Beckett's, | 


Waiting for Godot, directed by | 
Seay | | BE A GOOD CITIZ 
Quit Liberal Party 


QUEBEC (CP) — The execu- 
| tive of the Young Liberals’ As- 


pp ~~ EVER see a dinosaur skating?» Here's Flintstones”, in a production number that is a high- — of Charlevoix riding EI 2 Dec 
our of them in the Chorus Tine of the Flintstone light of the Ice Capades show opening Wednesda westay announced | its. .svitiy- j r i ns, Vec. 
_ Fantasy based upon the TV cartoon show “The ‘at Memorial Arena.” ee ee y |drawal from the Quebee Lib- Victoria City ectio A 


oo 3 —_ : = }eral party to join a movement 
| supporting the “‘sovereign state” 0h DEI 


Subdivisions Push Costs Up Sa mm 


jf SRY 


¢ THE : 


VILLAGE F: 


ON BASTION SQUARE 
ee VICTORIA’S ONE STOP 
From % 


> vo'I8" | christmas Gift Centre 


Boutique 4 
"384-6421 “HOURS: 
(AG RARE RA REESE ART RE ART MERA DO OA ISS H Mon., Wed. and Sat. 10: 00 a.m. - 5:30 p.m. 


LES ENFANTS-TERR es eee ey aoe cnecarewan, 


Perfect Presents 


* Towels—thick, soft and Muffy, imported 
from U.S.A, Beautifully 54 50 o'sgs° 
patterned and colored - 


% Hand-Embroidered . Tea Sets— $ 75 
by Imperial Canada. §pei-#et — 


‘Toys for, Children: of ise ages, 


VANCOUVER (CP)—Thejcouver, North’ Vancouver City jadvantage, and ex pansion|population needs and municipal 
advisability of building sub-| and District, West Vancouver, |should be geared _to short-term financial resources. 

urban subdivisions is questioned|Richmond, Burnaby, Surrey, |— ———— a treepeetre dh Raa = 
in ‘a report producedby. the|Pert-Moody and New Westmin-| 


Lower Mainland Regional Plan- ster, It was released Wednes- 

ning Board. 5 hay. | 2 i 5 
The board's study, entitled} It suggests municipalities are | AA > O 

“What. Price Subutbia?” isinow realizing that “the sub- : 
based on investigations in Vah-| division becom -f-+ the —1950’s 


eT ee OSs jess and—less Eke the 
bonanza ‘it once. did.’ | 
|. Suburban municipalities -have 

ihe . Ks | 


HOME GARDEN 
* jfound they cannot’ afford’ *.the 
Ge ranium |demands of.» their » écattéred 


| residents, it says. And suburban 
dwellers have ' also found they 
Cuttings ; cannot afford it. 
s | “They find their homes more | 
costly than ones-eloser- to: the | 


Vulnerable | city now that rising taxes and 


~|commuter -and shopping trip 
By HILDA BEASTALL |costs have offset the initial 
Geranium cuttings can still be CConomy of lower-priced land. 
taken for. rooting indoors over “They. find themselves iso- 
winter. lated, forced to travel excessive 
The method is basicalty the distances to city jobs, shops and 
Same as when the cuttings were facilities which they cannot 
tise during the normal August find locally. | 
: perjod® . The The- report reeommends 
Thain’ diliicence municipal Pp] anners should 
lca ikely to: Be retain .Jand-in large lots until 
thet rons Wall the need for small Jot. develop-|. 
ment is obvious; It suggests all 


not- appear so <A 
quickly, land. should be used “to. full 


Geranium| i 
plants in Aug- Research: Work? 


ust are strong] OTTAWA (CP)-Twe fisheries! THE SUPERB APPETIZER 


and sturdy in|/department is ‘studying a” Union 
athe summer ake ees on eaense “sueibiayed Servesit straight and ice- cold right from the refrige- 
<4 sun; } wes isher i 

acai Sun; now they, West coast herring fishermen in) ‘ratory >. with: smorgasbord, buffet suppers or canapes. 


SSR 


= 
8 4 
na 
cae 
=~ 
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Wool, sikk or 
satin in all sizes. 
“Gay and colour- 
» ful. Midi and full = 


DR SESS Seas esas 


eco Y 
r 
4 
4 
4 
r 
a 


sxc ee 


\ Hilda are more suc-|research work, Labor -Minister Samaras 
culent, softer, and the cuttings|Nicholson sail’ Wednesday. He Also delightful in ‘cocktails... First distilled in 1846, 
are more susceptible to rotting|told the Commons he had dis-| This ‘advertisement is not published or displayed bythe Liquor Controt Waste 
before. \\rooting, causing the|cussed this with union officials Board or by the Government of British Columbia. 


Bone China Ornaments ‘fram 
East Germany. $425 


leaves’, t3, “become -yellow and|recently arid the idea “acesred 
then dropping from the cuttings.|t0 have some merit.'’ 


Hummel Figurines fr 


It. is now even’ more necessary! A sci eee ; Germany. Beautiful orna: 
to ‘allow calluses to form: over CANDY — a most marvellous selection for Christmas Fashions: Tiente. and dasal collectnma? 
the. ett ends\\ before inserting giving! items. Most reasonabl 
into ‘the rooting, mixture than it PIPFS—all shapes .and styles, and all types of tobacco and- ; priced in town. 4%" 


products—cigars, cigarettes, etc: 
Lighters, Billfolds and many, many other gift suggestions 


SUGAR ’N’ SPICE 
~. © . Candy You Thought. You’d Forgotten ® 
ASTION the exclusive “His” and “Hers™ 


HANDCRAFTS Asam 


is “ins “summer. ‘ Rooting —hor- 
monesnay be used: but since 
the: instfuctions. inelude dipping 
the: ‘*eut end in water before 
dipping: into hormone’ powder, I 
feel “4s. use only. adds* to the 
homé ;gardener's -problems ; in. 
the-cgs@ of geraniums. They are 
ange’ ithe easiest & plants: t6 


From: ©. 22o ee e 


REGAL ha 
CLASSICS: = he 


Fantasies 


385-5114 


i EET: SR I ISR OR Res IRE RGR Re OS, 


f 
ie 


“ 


S Beautiful... 
‘DIFFERENT! ° 


PEWTER_JEWELLERY 
“Have rend a. neh © Earrings ©. Chains To Help Yow. ‘ 
clay pots if-only ‘a’ couple of io Heiden ©: Brooches Entertain. with Elegance aR 
dozen cuttings; are to be set @ Men’s Cuft © Decorative Candles. Tiny or bold, ‘with’ ornamented” 
Larger, shallow pans or two! © Bracelets Links and ste Greta Ceereee. to’ $8.80 compleié ™ 
inch-ieep ‘seed - boxes can ‘be. e Nechisecs Tie Bars see 
used for more cuttings: am = Beauty » eo wide color aetection of table candles and 
«drained of sanely soil goes inty Something 4p ber sured oe eae babe rand: ‘Casserole | dishes; 
the; bottom, Over it put an mon: fades, IND ti rekon, ee ane aca styled, eran aver, hay 95 fo cide 


Onion Soup Sets, each 


sand vand ‘gravel dealers. Peat 
moss is. too motstyre holding for 
suceulent geranium cuttings. «| 

After’ the cut ends have 
callused (dried) make holes 
with <a pencil sized stick and 
place ‘a cutting in each, being 
sure-that the unbroken end rests 
ona sand base. 

Firm each cutting into. place, 
and when filled, place the- pots 
in a warm, light (bat not sunny) 
place; No: water ifor the first 


a ll 


ii DAK Ane 


BEGINS WITH THE RIGHT be Ler 


Very Special — for Christmas! 
SWEATERS 


“Bulky knit V-neck cardigans of pure Irish wool, 
smartly accented with dainfy ‘wooden buttons. 


‘Also. crew-neck pullovers of purée Trish wool, atyled 
with smart cable trim. 


Intelligently priced 


AMIS” and “HERS” 


Matching crew-neck pullovers in fish: ~ 
erman knit. Made of $ 
natural home-spun wool, Each. 


- 383-7324 


Look your glamoroiig. best throughout the festive sedion’” 
Arrange your appointments now and be.ready for every , 
up-coming event. Don't risk enecinopent sie 


every threesor four days. The 
sand must not be wet. 


MORE WATER 

When renewed growth indi- 
eates rooting has taken Place, a 
little more“ water cari ’be: given. 

Just as sgon.as possible after 
this, ‘each cutting, should “be 
potted: into a 24-inch“ pot: of 
sand amd screened compost, and 
given. full light and» a ‘cool 


ii 
¥ 
: ~ca) that’s why | choose London Drugs 4 
uf 
¥ 
1 


Samara) 


, 


Hair styling done by expert8!“" 
Make yout complete appoirit* 
ment schedule now, 16" 
Christmas and after, too! *" 


> 


: b> teeta. 
H ve oy ee Pe 
25 "a"tnde ce Optical for my Glasses! 
discasged are the bedding or. ee ~ ~ ibe 
zonal geraniums, not the hardy Sure, choosing eyeglasses isn’t like shopping for groceries: 


But, quality is what I look for in everything for our family. 
So, quality glasses.. .. London Drugs Optical! Style was an- 
‘College Has other reason. My friends just looked so good in their glasses, 
Delusions I said: “London Drugs Optical for me! How about you? 


OF. Gran deur’ And you’re saving money, too!” 
FIRST QUALITY GLASSES —-Single 


RENE NNER REN MAREN RES ARR 


Now Open: 


In The Village Fair 
VICTORIA’S NEWEST 
CAFE - RESTAURANT 


Relax and enjoy fine French cuisine and 
friendly atmosphere—refreshingly different! 


geraniums. 


NANAIMO—College of Family 
Physicians, formerly the College “ 
of General Practice, has been vision. Jonas, from 2shco 8 bo 
criticised by a city physician for|#... 
having ‘‘delusions of grandeur’’ 


and trying to impose the! CONTACT LENSES—With lifetime 

minority will of its members on 

non-members. pane change, OUP A meek 
Dr. J. E. Johnson said the 


college is trying to build an —_ Bisco on the style of frame you select and your 
ivory tower for itself. ' iptio g : { 
In a letter to the maga- Bring. pr ? : 


: 


THE VILLAGE eat: 
384-2321. 6 cor 


Le Coq au Vin 


zine Canadiatr Doctor, Dr. John-| : Your. Hi ' 

son claims the college. repre-| , a CAFE - RESTAURANT Boutique Tricots :» airs 

Sas newel reebgoicins po _ Optical ONDONE IDRUGS“" Dine-in or oe Service - lh 
388- : Ferkel-: De Paris. 4s 


{ it claims the night 4 t ** Prescripti 
Hi bathers aanrer™ if phen to Us P wal Optical Dept. 


college measures ‘fail to improve 7 F RT ST 
rise collegi has nothing to say and SAVE! 63 O = 
about. competence of. doctors or between Douglas and Blanshard 


knot ‘their right to practice in 3 8 6-7 57 8 Just. up from the Crosswalk 


Physicians ‘end Surgeons oes) © Open Daily 9 a.m, to 6 pom. © Open Friday ‘til 9 p.m. 
he said, 


Knitted, lacy, livély ; lovely 
dresses, % a al po sepa 
Perfect in + 
plack, white; “Hae, “aqua, a, oie, 
_ pink, gréen. 


HOURS: tr 
CAFE — 9 a.m, to 5:30 p.m. 
DINING — 5:30 p.m. to 11:00 p.m. 


IN SIZES 8 - 18 


eee a 


r = 


7 
# A = 
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WORLD'S FIRST PORTS JAMMED THROUGH SUEZ CLOSURE : | 


"4 : | Naples Fights Rats a2 sa | 
@ i With Sticke, Stones 20Uth Africa Reaps Rich Harvest 


! , . J j JOHANNESBURG, South Afri-|tirely favorable, its toll on the hulls and machin-|about $1,000,000,000 in added/iankers will not diminish the 
; NAPLES. Italy (Reuters) — Neapolitans |.. (ap) — About 7,000 ships| “The Suez impasse means a ery of many older ships. Dry-|shipping costs because of the| Cape route's value after Suez is 
i ug in am | Slammed their shutters Wednesday to keep out (have made the long detour| tremendous economic and stea- docks and repair berths are full.|Suez closing.eTankers from. the at _ 
hordes of rats pouring from drains and sewers. around Africa since the Suez|tegic boost for South Africa,”|- Cape Town harbor has trebled| Middle East to main oil ports in 6. aesoieall ticles’ t 
| By RICHARD ANCO F = ; : Canal was ciosed six months|says a government report. its income because of detoured| Europe require an additional 25| ‘They point out that-studies ‘by 
Mois 3 mee Inhabitants fought with sticks and stones to  |ago by the Arab-Israeli war. | porfs are jammed with  di-/Shipping. The 14 Cape Town pil-|days td steam the extra 5,500| British and» Japanese’ shipbuild- 
OUTARDES QUATRE, Que clear the rats away as they invaded whole areas Nearly 2,000 have stoppéd in| verted ships. Shipping agents, /Ot8 handled ships of 8,306,000| miles around the Cape. _jers indicate tankers carrying 
(CP), ——" Hytite-Quehec  engi- of the city Cape Town for fuel, water and| suppliers of food and fuel, de-|8T0ss tons. during August—a/ Nearly 4,000,000 tons of -oi1|500,000 tons of oil are techni-— 
3 j neers Wednesday scored a dei provisions. More -than 900 ves-|nartment~:stores, restaurants,{fe¢ord for one month. During|bound for Europe and North| cally feasible and may be a bet- 
4 | world first when they dropped a One boy said he had to throw stones to clear  |sels put in at Durban on the In-| eyrio shopkeepers ~and marine|the. previous closure of Suez in| America go the Cape route each) ter financial proposition than 
¥ 22,000-ton solid rock plug into| may thr EA nate in fr F dian Ocean. | facilities i ? ; m,|1956 the pilots averaged 1,-|week. This. estimate includes|tankers which are small enough 
4 “ . dam di-| -&@ Way through 50 rats in front of his home. ; | facilities in Durban, Cape Town, | ‘ 
ig the entrance of a power dam di 4 ; Many pause offshore only long | Port Elizabeth and East London | 900,000 gross tons a morith. known volume which formerly) to navigate the canal. 
% version tunnel. The invasion, which started several days ago, | enough to pick up mail, newspa-| are counting windfall profits. It has been estimated that 15| used Suez, plus that in giant su-) The sugar industry reports 
: But the feat wa& short of com-| grew as rainy weather continued, driving the rats |pers and fresh fruit from a| ame Eset per cent of the world’s. ocean|pertankers which must take the|one of the few drawbacks re- 
3 pleté- success when about one-| from drains and sewers in search of food. Earlier |/aunch. Others bypass South Af-|OIL OUTPUT TREBLES — ltrade used the Suez Canal. Brit-|long way around because jhey|sulting fpca-the Suez crisis as 
a third of the plug broke away thie «i as iN : rica completely, Bunker fuel bought by ships|ain received about 30 per cent/are too large to transit the|far as th Africa is con. 
: after falling 60 feet into swirling] Is week a mother had to draw away a rat which Charter rates for oil tankers|visiting Cape “Town” averaged |of its fuel and handled 25 per| canal even.if it Were open. cerned. It is difficult to find suf. 
4 water gushing through the tun-| Was biting the ear of her sleeping 18-month-old [have risen and marine insur-| 30,000 tons a month before Suez|cent of its total seagoing trade} Some South Africa officials) ficient tankers 16 ship record : 
= nel. child. ance costs have increased, but|closed. Now it averages about|through the canal. {clearly hope that political insta-|molasses exports of some 400, } 
The project is estimated to} the effects of the closed canal'100,000 tons a month. Economists said the oil indus- bility in the Middle East and'000 tons. nets \ 
have cost Hydro-Quebec, a : ee — — a 
protincially-owned utility, about 
ng $600,000, a. saving of roughly i 
: $750,000 from the more conven- 


tional method of closing ‘diver- 
sion’ tunnels with finely-mach- 

} ined: steel gates that. drop into 
a “place. The site on the Aux ‘Out- 
os 2ardes River is about 200 miles 
: froptticast of, Quebec City. 

"The hugesplug was earved out 
[of the roof ef the 18,000-foot-long 
“diversion tunnel which has the 
* diameter of about 50 feet. About 
( 45q: pounds of explosives 
sheared off two 12-foot shoul- 
ders. holding it . above the 
éntrince to free. it for the 


Your guide to better Christmas 
shopping coast-to-coast = =. 


SUDDENLY it will be too late to shop early! So don’t wait another day. Come 
in now and choose from the greatest gift selections in our 48 years of value 
leadership. You'll-find our sales staff most helpful. 


ete 


A eee = 
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2 


4 rounding construction camps, 

5 wid feet deep and 70 feet | 

4 highwed#it the water. | 
oe 4 

NOP-DISAPPOINTED, 

Water that’ had been racing 


A down. payment 
is nof necessary at 
Peoples Credit Jewellers 4 


Give him the ‘date at a 


imperfections, despite reinfore- the “da , 
Wing steel iat fact been died ONLY AT SUCH VALUE-PACKED WATCHES pane ee ee qj 
em ™ ; Watch. It’s the very q 
"Two hours later, Hydro-Que- . * cit abgie : j 
Pt officials ‘announced the Te- priced to give you the most for your money lat prey Maser i 


crown, luxutious yellow 
gold colour case and 
. tapered’ expansion 

bracelet. Only 69,95 


Use your credit 


'gults were not too disappointing. 
‘The increased cost would be in- 
i significant. ; 

- 4 If the plug had remained in- 
tact, about 82 per cent of the 
“tunnel, entrance would — have 
Abeen closed. Some 100,000 yards 
fof rock and other fill would 
 hav€ been needed to seal it off. 


Why gamble? . . . when it’s so easy to buv a watch of 
proven top quality at Peoples Credit Jewellers. Every Pecos: 
JEWELLED-LEVER watch we sell is superbly shock- ae rc eBRens 
protected to give a lifetime of excellent timekeeping, oy 
and fully protected by our Unconditional 1-Year 
Guarantee. 


It 

The drop Wednesday sueceed- (JOU Want a stytien 4» 
-ed in’ blocking 70 per cent of the rae with the at pies i} & 
‘tunnel. Huge*cement: blocks will Sead opieand out: ry ioe 4 
Tube slipped in to fill up the bro- ion't miner's” Watch \ 
‘ken section. = Value! 2s Wonder. 

The Sdéa of a rock plug is the Ma PrOot Swiss Wit 
brainchild of 53-year-old Vivian de 5 atm ase 
Wallingford, a native of Tim- ie Bold luminous dere 


imiris; Ont.and a University of 
\\ Toronto” graduate who said he 
Girst thought of it 15 years ago 
“Awhile working on a dam at Baie 
Comeau on the St, Lawrence 
River north shore 60 miles south 
Of here. 

At the-time the conventional 
steel gate did not close perfectly 
and“rock fill had to be pushed 

pinto the diversion tunnel. 
“He toyed with the idea and in 
- 4964 Hydro-Quebee gave him 


Introducing the 
HIPPY Solid State 


Ae cul | fap 


Béautifully detailed with’ 


Se 


25-Jewel Self-Winding 


Our boy's 17-Jewel shock- 


* appro ‘ Outardes An eye-catching heart | Attractively styled for the A watch of exquisite AM Portable 
= ial a ry % ot: protected “Bertmar” with design of Gas golden modern man, with lumi+ f ted tal . “Bertmar” with Calendar désign with faceted Radio 
‘7 : waterproof case:luminous | beauty; elegant expansion | nous dots and hands and | *#°c'ee crysta and | Waterproof white gold | crystal and elegantly 
“HAS OTHER IDEAS hands and figures. Just as | bracelet. Excellent 17- | full sweep second hand. charming tapered brace- | colour case, modern | tapered link bracelet.’ 17+ 
‘Wallingford said in an inter- handsome and reliable as | jewel “Bertmar” Swiss | Yellow gold colour top let. Yellow or white gold } raised figures and (lumi- | Jewel “Bertmar” Swiss 
H iew he is working on “a couple| a man’s watch. In yellow | .moyvement. Just 19,95 with stainless steel back. | .colour, 39.95 nous dots, Tapered 4 movement. 69.95 =m 
ot new hydro ideas thet will High white 16.95 Use your credit Only 32.50 nee bracelet. 59.95 Use your credit 
: me ee se : ~ Use your credit Use your credit Use your credit : An 8 transistor beauty of 


| {Save money, time and effort.” 
¥ > Before he became involved in 
“fiydro projects in Quebec in 1950 
‘he Worked in the geodetic serv- 
*Yoe in Alberta and with the On- 
r tavio Paper Company. 
4)- Outardes’ Quatre’ is one of 
‘.@even Hydro-Quebec develop- 
“nents on the: 2704mile Aux Out- 
“prde¢ and 350-mile Manicoua- 
an Rivers that run almost par- 
allel “to each other and empty 


Use your credit bold colourful Mod 
design that. will bring 
voice and music into your 
life with full: depth of 
sound. Unique push- 
button “Hi-Lo” tone 
control, Push-pull audio 
output- circuit for longer 
battery life. Earphone for 
private listening 

and battery - 

~included, 


rm 


Use your credit 


Cultured pearl with two ‘Distinctive . . . oblong- 

brilliant side diamonds in | CUt faceted birthstone in 

a lovely ring of 10kt peas oe A ay mount, = 
ved white 

shoulders, 35.00 

, Use your credit 


Elegance for her... | Handsome 10kt gold | Twin birthstones attrace | Handsome 10kt gold 
Alaska Black Diamond | initial set on polished | ‘tively set.in 10kt yellow | initial and sparkling 
marquise (hematite) in | black Onyx, mounted in | gold mount. 14,95 diamond ‘set on $i 
10kt yellow gold. 9.95 | 10kt yellow gold,] 9.95 -72 | ‘hematite, 24.95 |. white gold. “39,95 


Use your credit Use your credit Yn yok cont Use your credit Use your credit 


, watershed of some 25,000 square 

|. miles. 

Plugging of the diversion tun- 
hel Wednesday, months ahead 


7 


kilowatts of 7 
‘<The seven hydro jeots— 
fourjon the Manicouagan River 
| «.and three on tthe Aux Outardes 


; 
] 
fits turbines or about 632,000 
{ 


. 0 horsepower or about 
2 §,500,000 kilowatts when all are 
feompleted in 1974.” 


“Bad Egg’ Jailed 
{For One Month 
( After Fist Fight 


S| f + One man received a jail term 
and a second was fined when 
fittey appeared in central court 
{Tuesday charged with creating 
;* disturbance ‘by fighting. 

| 2° Sarwan Singh . Sihota, » 2500 

| Wark; -and William: Stefanciw, 

§36 Johrison, had earlier pleaded 

not guilty. : * 
~ Police reported they broke up 


4 a fight between’ the two on Gov- ; ' , 
§ ernment Street at 9:45 p.m. Sat- - Only One Location 
Jyurday. They said they ordered | in Victoria 

the mien to go their separate 


Deluxe Stereo Record Player With 

Bonus Album of 3 L.P, Stereo Records | 
by “Columbia” This attractively styled solid | 
state portable is built’ for the firiest in stereo- 
phonic. sound, Comes with 4. powerful speakers 
in 2- detachable speaker’ units, diamond stylus 
needle and 14” swing-down turntable, Plays all ° 
A speeds. Automatic changer takes up to 6 
récords; Complete with Free Bonus of 3 

‘ Cotumbia steréo long play records, 99,95 


Use your credit 


Save $5 on Famous Ronson 
“260” Shaver!. New super trim 
model with stainless steel. blades and 
instantly replaceable cutting system. 

_ Automatic power. cleaning. Luxurious. 
gift case. 


f 
Regular 24.95 95° Use your 
NOW 19 credit 


e + 


New Schick Beauty Salon with 
Beautifying Mist. Put your hair up DRY. 
Beauty Mist moisturizes and sets it 
automatically; gentle—warm air dries- and 
completes the set, in less than 20: minutes, 
Reduces colouring or conditioning time, 


‘Uses. tap water. ‘ 
Compact for'travel. , 49°5 ae. 


New.Lady Schick Facial ., . a gift of © 
beauty. Adjust the face mask to your-com- « 
fort and let Beautifying Mist swirl about 
your face. Cleans pores, - stimulates 


circulation and softens 
your skin. 3 settings. 34 Use your 


credit 


Open Monday, Tuesday, Wedtesday, Saturday 9:30 to 6 i 
Thursday and Friday 9:30 to9 =. 


Peoples Credit Jewellers 


' ways. 
4: Fifteen mifutes later the po- ; i. ’ : = yon wn : i 
ice had to be called to separate | 3 sian 
T the two men again. e e emi A Bey iar vl as 
, ; 3 saath a 
Ls Magistrate Ostler, referring to . a air O ing entre you can see clearly at hight. Wakes f 
[Btefanciw’s record of several ; . ~~ you, then lets you sleep another 10 
{\eonvictions for similar offences, ; minutes before ‘buzzing you again. 
+ said “it’s clear you're a thor- Phone 386-2986 2 Fully guaranteed. 10:95 
g-oushly bad egg” and sentenced ~ Use your credit 
~ him to one month. 


Sihota was fined $50. - —_ ; re 


f 


zea 
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LASSIFIED WANT ADS [3862121] | 


: ‘ A FUEL - 
; 1 BIRTHS 5 DEATHS AND PYNERALS 10 FUNERAL DIRECTORS {21 MALE HELP WANTED [30 SITUATIONS WANTED (36 BUSINESS SERVICES AND/36 BUSINESS ae AND 60 
—— > SSQUIRED IMMEDIATELY OR: FEMALE IRECTORY DIR 
BOX REPLIES UEMSWORTH — Bom wo Mr. and GULDSIn Vicia on How YOUR oe a ae SiRECTS Coal - 
: Z x r 9953 A r a } - AG YOMAN WOULD i: S 
All replies to Pa Croleceren, a the "eon Sublice aged yore. a 3918 Lander COMMUNITY CHAPELS fpiecertes be Done pa 2 aia like housekeeping or office bs ent Delivery and. Transfer Plasterers | > TA COALS 
— Hospital on November 1, 1967, @| here ‘since 1952, formerly of Leth SENSIBLE PRIGES BO Hillside ‘Ave., between 9 am.|&0d/or cook evening meal. By hour. TATE! 4S STUCCOING, PLASTERING.|CLEAN ALBER 
; te i ere since 1952, formerly of Leth- > 1490 Hillis ea ‘| Victoria Press, Box 427. WATERMAN TRANSFER eg 79-4773. Furnaces 
numbers available from son, Gordon Edward. bridge, He is | survived by his SANDS MORTUARY LTD, |and 4:30 p.m. Genera, delivery and. light trucking, | Alterations, Reasonable, 4794778. | For Stoves and i 
I aggre e, Myrtle; three sons, Dav ; — — : RELIABLE BABYSITTE OR| Furniture, appliances, Ph. 386-9313. [——- meapae ae 

SE ae SO BO Bh ee eee Peter of Victorias twe grandatit Memoria! Conor eeeiastely f to Stre daity, rust) MghUs, weekends Relerences. Ph MACKIS' Tanne sEavice,|__Plumbing ond Heoting oo: ana Coke for Aga Sis * 

Monday to Friday inclu- ||; DRipcE—At the Clovelly Priv-| dren; his mother, Mrs. Rose of Chimes be able to lift heavy furniture. | 552558 == General and local moving. 8824048. Pit & HOLT LTD. Prestalogs — Heating 

‘|| ate Hospital! on Nov. 380, 1967,| Guild in Hamilton; one brother,| Victoria, B.C, 383-7511/ Apply 10 am. to 12 noon Ritz|MATURE ENGLISH LADY WISHES|—————————— — J. WELHAM, Prop. co. LTD 
sive. Annie, widow. of George Alfred| Douglas and a sister, Violet of , Hotel, 710 Fost St. part-time day work. Store, clerical, Dreperies Sheet Metal Work, Plumbing, ROSE FUEL a 
Aldridge, in her sath year, a na-| Hamilton 7 ———— MEN AGED a TO B WITH CAR, |telepmone_experience. 382'8717 SaaS aw eating Instaliations. OW Burners] 739 Pandora 
H sei . ME , _ x : . - 74i3| 39_Pandora 
nes former or Vancouver and thig| McCall Bros. FLORAL “CHAPEL, | ‘ CHAPEL OF ROSES list te experienced in direct sell-|MARRIED WOMAN WISHES|FASHION DRAPERIES Low/ol2 Esquimalt Rosd PRES-TO-LOGS DUMPED 
city, |Johnson and Vancouver Streets. on/Sidney, B.C. 656-2932 jing. Leads gore: Draws against/housework, Oak Bay-Uplands area. | 475.7069, Free estimates. S. H. BROWN, 382-2747 ™O $21; 120 $10.90; Lump Coal, 
OFFICE HOURS The remains are resting at HAY-|Saturday, Dec. 2, at 2:30 p.m., Rev commission. Interview, 9 to 10 a.m.|Victoria Press, Box Repairs, remodelling, new work | 50579 ton; Kindling, 8 sacks $4.70, 
WARD'S FUNERAL CHAPEL, |Dr. F. E. H. James officiating. In- 3420 Quadra. EXPERIENCED BOOKKEEPER|DRAPERIES MADE, RE-LINED| Sop Quality PLUMBING AND|Willlams Goal. 382- 

a Classified ‘Counter, 8:00 |P¢nding funcral’ arrangements. Growers gratefully declined | CHAPEL OF HEATHER |General HANDYMAN TO AS-|with secretarial skills desires per-|Ddspreads, Eiderdowns — 383-6930. |iating call 884-8656. COAL THAT LASTS — CLEAN, 
“ (Flowers gratefully declined.) Friends, if ‘Sesired,” may comri-|Colwood, B.C 478-3821) sixt with animals and do mainten-/manent position. 385-1066. ——“Soney [top grades. Richard Hall and Sons, 
. am, to 6:00 p.m. Busi- BOWERING—At his residence, 1040/bute to the Building Fund of St Extablished 55 Years “}ance work, fencing, ete. Can ins BOOKKEEPING OR GENERAL Dressmaking Pottery since 1882, 146 Fort St., 384-1431, 

ness Office, 9:00 a.ni. 6%) Brock Avenue, Langford, B.C. on/Joseph’s Hospital.) z : in. Good Shepherd Shelter, office work, preferably in one girl|LET THE BEAUTY OF YOUR| BOOKS, GLAZE, CHEMICALS, 9 TO mea 
= ? Nov. 90, 196%, Mr. Exnest Walter |. nvm suadenly on Névember| 7] MOMUMENTAL Oe office. 386-8696 after 6 p.m. garments be the work of our hands.|4Gilmar, 1700’ Kings Ra. 385-8118 Se Bs Ss 
4 5:30 p.m., Monday to jj Powering, aged & years, Born |i). ise7, in Victoria, Lenore Eveiyn| "2 MONUMENTAL FIRS COOK, REQUIRED, MUST : fashion Craft, 28 Burnside W. > Siding |GET MORE CUSTOMERS BY PUT- 
d clus sident of Langford dor the past| Harkin, aged 6 years, beloved = be experienced, grill wo : {p|Rovfing, Insulation and Si assifie: your sales 
i. ee ae So years. Survived by his ioving| daughter of Mr. and. Mrs. "Lorne MORTIMER’S soupe sauces ec. Sarting’ waee| $3 BANDS, MUSICIANS |A3NSDEESSMAKING AND|Reofing, Insulation and Siding|ting Classified Ads op, Your tise 
CLOSED SATURDAY} Fe boser’’ angina "B.C otep-| Besides her parents “she” leave;| MONUMENTAL works | HW" month. Vieurs ee AND ORCHESTRAS — [malt Rd. Phone 85-1879. 314 REEFE, JOHNSTON. UE gigi |! representative, 
daughter, "Mis." J. ‘Lecke,—View| her sister, Shannon Marle and| .,. ESTABLISHED lst? = | 95 mare OR FEMALE HELP XPERIENCED ACeo CUSTOM-MADE DOLL’S CLOTHES, |ROOsING, INSULATION at its very|STOVE AND FURNACE OlL 
¢ ett Royal, eit cine n ehiidren, brothers, ely and Michew a as Pri i in Crafsmanship’ WANTED bat yi for darce aga ot bride’s outfit a specialty. 3214)BEST. Over 50 years’ combined/ metered olltery Ideal Fucl Co 
4 ie; hel erna! ‘andmother, 1 -64T" jasgow * BREN. 383-4622, 2832, * 
* ILEPHONE HOURS Sand “Up Cub-Langtord BG, | tities 2: Ballantyne, Por Saas eT "| ee = otreeatene are = Pani ae 
, TE Hi | Renirew; paternal grandfather, 2 v = THE IMPR FOUR-PInCE|DRESSMAKING AND  ALTERA-|SKYLINE ROOFING AND 
| Su thi Sante] See REO | ay MST ae wg eT tal Ey Nek Me TP ATE OR nw Mey|___ Wood ond Sete 
ia $:00 a.m. to 8:00 p.m. Funeral Chapel of Heather, Colwood.| Fred Catling ot Victoria; uncles, 12 FLOR producers. © Earn per _ cent | *7t-6444. DRESS MAKING, ALTERATIONS : : TOTEM. LOGS 
' Monday to Saturday in- |{fi'aj tim, Rey GG. Smith otf | fumls and cousins. Spe was g/12 FLORISTS __[commission. plus bonus, No,, detall Se. ee. Septic Tesks $18. Per Unit 
slaling, Cremation. Bchoot In Victoria It’s our new attractive sales contract 36 BUSINESS SERVICES AND Dress Rentals AL PISTELL — SEPTIC TANK|240 LOGS (12 LOGS PER CARTON) 
aq | CAMPBELL—In Victoria, B.C., dn McCall “ros FLORAL “CHAPEL” BALLANTYNE’S ne nite ee sitet cont DIRECTORY FORMALS, WEDDINGS, CENTEN- cease DELIVERED Wt 
| November 28, 1967, Mr. Malcolm Johnson and Vancouver Streets, on For Flowers dence. Western Homes Ltd, 817 nial costumes. Fashion Craft Shop, Tailors “ SMILE ‘ete. 
% bell, aged 87 years, in|Saturday, —Dec. 2, at 10:00 am., e Fort Brick Layers 28 Burnside W. 385-1542. eS CHP ch as eae ads Ideal for fireplace 
of, Vieloria for the (Bast 6 years lterment” at Haticy Memorial Gar-| x08: Night, 383-4724 “Do If Now! Dry Cleaning EF tek, Gale ebtaghs _ |, HARHNERT FORE LTD 
: Road Tralee sed by Bate, rab en Plowaavey. Wine tam tb ot me tlle 4 years Repair om remodel fireplaces and 1811_Blanshard 35 d032 ee eee 
5, oad. r eased | by is_ wife, en — 900 Douglas St. ’ th chimneys, Free estimates. 385-5036,|PRESH AS A FLOWER IN JUST +14 
: € Mrs. Mary Campbell, in 1961. He|/LUM—On November 27, 1967, in 4 old. I am) always on the go, need |socltig ‘ONE HOUR? Tree Service Fertilizer—Sawdust 


leaves his sisters, Mrs. J. (Eva)| Victoria, B.C., Lum Quon of 523 cona lots of attention and love from a 

MW" (Christina) “Andersea; *Sid-| acreside ie *victoHia 2" oe ee en too. Will someone help me? Please 
5 ina) ersial, -| a resident of ictoria for over 30 . + 

ney, B.C. years, He leaves his wife and| FRESH LOCAL ORCHIDS phone Mrs. Frankham at 382-5121 


FIREPLACES. CHIMNEYS AND That’s MARTINIZING SCIENTIFIC PRUNING, SPRAY-| Double screened for barns and 


gardens. By bulk or blown. 
in, rempoval Large shade ond ult “Quantiyy ot Hog Fuel Availabe 


' family in China. WE DO FOR LESS. CHIMNEY The most in dry cleaning SHAVINGS. 3 UNITS $7.95 
Service will be held in the Sands = ? ARRANGEMENTS Rese t= ORES Sinn) Soars ured. Chas. A. Cowie, Tree Sur: 
Funeral Chapel of Roses. Sidney |rvesday, Dec = at 1:3) pm. | BAILEY ORCHIDS  |MEN — WOMEN, EARN Goop|bld. brick stone laying. 884856. lowe HOUR MARTINIZING |seons Lid, S6ii676, "Eves.-S0-i Ideal Fuel Co. Ltd. 
BG, on Friday, December 1, 1951) the~ Thomson & ‘Irving Funeral money. Rawieigh Products. 382-7704. = 382-4622 382-2852 
at 1:00 p.m. Rev. Howard C. Me-|Chane Rey. EL Ling officatr, {1005 Trans Can, Hy. 479-1777 Esquimalt Plaza a 386-8641 /TOPS, LIMBS, FALL TREES,) ————————______" nn 
Diarmide officiating. Interment ini fine, eevee king een cl cn des ACTIVE UNITED CHURCH MEM- Bulldozers = stumps, heavy loose rock removed, WOOD — WooD 
the Royal Oak Burial Park. Oak Burial Park. 14 ANNOUNCEMENTS bers. No.sales. Urgent. 384-2581. =e XCAVA G. BACK! ING Electrical Contractors clean Up service. Insured. 384-4058 -or ee 3 
7 [ ages i . ING, CEFt ;|—2S | ;, a es, ood 
EVANS — In Victoria, B.C. on/MORRIS—In Victoria on November |WINNEI j 26 FEMALE HELP WANTED)cading and hauling, land clearing), 5p Li A NCE INSTALLATIONS, ; TUMP: ee ine 
November “1, 1967, “Mra. Helen| 29, 1967, Mrs. Agnes. Wallace |lege Raffle Nev. 35 are crecong |---| all, phases _of Eibdivision reed | RESIDENTIAL REWIRING, ELEC| f3mowurc or dangerous’ trees. Cal eT ee 
Rosalie Evans, age 81 years, Born] Morris aged 87 years of 290 Is-|Mrs. A. Ritz, No. 4761: Table cloth, |MIDDLE-AGED EMPLOYED|R%™ qt, free, catia TRIC HEATING. ALL HYDRO] Oe ee TREE SERVICE 
in Emerson. Manitoba and had) land Highway, born in Lanark, Mrs §. Haynee, No 3464: Anti.|widower without encumbrances |0-% Trucking, _ 386: —______| FINANCING. ‘479-3873 Insured 382-2256|Best Fuel Co, 384-5524 
been a resident of Victoria for the) Scotland and resident here since|freeze: 1, R. Halland, No. 3075: 2,\offers comfortable home in return Ca ters YORE ELECTRIC 
Burnside oad’ ast. Survived by| Morris ahe leaves 3 tateseitiow; | Guan Gaziy, s¥og «tbs 8, Serpe |", MEN owaekeeping | duties — taal Hedges, stumps, trees “Reaswnable |, DHILLON FUEL — 388-88t1 
iq inside na 5, leaves 3 sisters- Ww, . Lak. [An Ana, fom H 8,, stumps, trees. ie. her 
i Hijaedicen eee Bee Mekal wee aoe Ee, Bie PR ahem [etm Etta omelet Genus Reg ‘Sara eA ORES" CONGR” [ire SoS! tio eve |r OO cag 
4 ayden, Powel » B.C. er al Miss jeanor 5, 4 ‘4 ei ° , iy , Sie 
a niece, Ettzabeth Hayden, Santa! all of Victoria; her brother-in-law, per em Se n “fig Ib | See wer orks Prone Boor a3. service, Free estimates. stalled. No down payment Hydro Wall Washing Kiln dry planer ends, 2% cords .$16 
a Barbara, California, two sisters-in-] Edward Waping of Victoria; alsolry Cookies, Mrs.” x Ws chenali ast cn. shed cine theca za ey fh ' 385-0040) % Millrun’ millwood, 2% cords ....$12 
: law, Olive Evans and Edith Evans,| nieces and nephews. Bux ‘Groceties  Patrer -gainget: EXPERIENCED COIN TELLER|———noina if YOURSELF? JUCKLE ELECTRIC HAYWARDS WALL  WASHING| Blower fir sawdust for furnace. 
\\Victoria, B.C. Private funeral services will be|pizma and Coke, Er Thompaw wy |required by local branch of alra+ moe assist you. 30 years ex-|@ ooo Service by machine. 382-0783. Samer ar niger ST ae at 
vice ‘will ‘be held-in the Sands}held in McCall’ Bros. FAMILY |soq7s 7 Record’ Go Reoy ee scig; (national vending company. 1 Day|Det re Seas nenes.” Eleciae|OLDER HOMES REWIRED. No|———____ WOOD — DRY. — WOOD 
Mortoary Limited “Memorial Chapel/CHAPEL, | Main Office’ Bldg., onin Recor N Fchorr sete ek |per, week on & basis. |oiw. 383-3285. down ‘We- finance through Window Cleaners 12” Length 
ot: Co on Wednesday, Decems| Friday, Rec: i at 3:00, pm. Rev. lirite Spot, Mra. V Arresting, Ho | wetoria._Eress, Box 425. |_—__________________ | 8.C, Hydro Plan. oa CERNE re nee 
ber 6, 1967 at 1:00 p.m. Rev. Dr./Dr. N.S. officiating. Inter- | EY : : RUMPUS ROOMS, CABINETS, c SPEED WINDOW Cords $17. 
: eer. per|s. Parsons ificiating.. Interment in ment at Royal Oak Burial Park So; 5 cture, Mra, K. Alexander, STUDIO GIRL CANADA house wrepalrs, home building, etc. eae brane Guaranteed 479-6576. Ideal Fuel Co, Ltd. 382-4623 
3 line Royal Oak Burial . tefully dec: pce = se a SS For a ~ sati ry job at a McCOY E 
q SS Oe ue tn ‘chatge On ae ‘ ; en 15 COMING EVENTS Hi tics. For infor-|reasonable price, cali 479-5362. Rewire expert. Hydro financed. | 39 PERSONALS ALDER, ANY LENGTH. 
minimum charge on ad-| > weyHOUGH In Victoria, B.C.,]ROWLAND—In Vancouver, B.C., on ie aay comnts sa. bo | New ani older homes. 479-59g1}—_______"_""_ | Rollly's . 
Seema rtsine to felephone. /F’on November 27, 1962. Mrs. Jessie Rov. 2%, 1961, Wiliam | Charles AND MEETINGS Pr a Mice an Lo ag at egy Se a ag a DON’T RE, LONESOME 
. . 5 year, . Ss N t . 
De Contract rates on application, sears, Barn in Hast SO | loved [usband of Rose, No. ‘207 EXPERIENCED, | OUSEKEEPER [Jack E, Court, 504-8156 ff Ce et de see ro tnt LINE SOME, [61 BUILDING SUPPLIES 
(above rates apply to B.C. only. “residence. 485 Beta\Streei.| 2001 Douglas Street. Born in Eng- care for four school-age boys. Mod-lam youR KITCHEN A NEw |SANDING — FINISHING — OLD eresting people home ar 
. aad 5 rene er Gin KINSME GIVE YOUR KITCHEN A NEW broad. All ‘groups. Male /F 
———_ Survived by her husband, ohn, | since ‘ioi7.” Besides his wife ‘he ccm any convenient’ Bosse: wages look! New. cupboard doors and|‘00rs new. Free estimate, 4798060.) saa “fi “form to. PALS, 
Birth Hotices, 32 per insertion. at home, sisters, Mrs. leaves one daughter, Mrs. L.|o |...) [Phone 383-5073. 000 ----- arborite, just call. 477-6257. Furriers Emerson Chambers, Blackett Street, CUBBON LUMBER '& 
ph: Doyle, Sooke, B.C. and Mumford of Port Alberni, B.C., GIANT BINGO COMPETENT TYPIST WITH|pnisHING, CABINET WORK AND be . |Neweastle upon Tyne, NWF, 
Marriages, Engagements, In Merl Oregon’. ‘ner brother, “Henry | fi, "we ,erandehlldren. Mr. Row: shorthand for life Insurance com-|remodelling’ ‘Workmanship guaran-|RESTYLING, NEW PATTERNS, |Northumberland, England. PALTENG SURPLIEE LTD, 
moriam Noices, Brown,” 1040 Pump Street, nieces!’ Patcia Branch ROL. *|MONDAY, DEC. 11, 8 p.m.|Pamyy ytys oN serionce, ele, | eed. 479-4040. ckets, coats, stoles, hats, collars.) YOUNG GENTLEMAN WITH 


1 services will be held on 


Fune .| 1720 Cook St. 515 Alpha St. 
$0” first| 2nd nephews. : ‘ Victoria Press, Box 416. means wishes to meet slim, attrac- | 1720 C 

Service will be held “tn the|Friday, Bec. 1, at 1:30 pm. in the 64 334-8181 

ae sy MEMORIAL ARENA--.|— 


tive girl, but humble, age 1925, for 


insertion 05 subsequent |sands Mortuary Limited ‘Memorial | Thomson Funeral Chapel.| _ = rates. Additions, renovations, etc. out Enjoys theatre, outdoor 
imiertions Each edditional Une 30¢ Chapel of, Chimes”, on. Friday, |Rev. Canon Wiis oiticiating fh BE A Estimates, plans. Glover, 658-5320. ead sctivitice, toting, to” good Lure 
daily. December a p.m, Cre-}lowed by inter e yal To free time ENG: : yes ¥ ning ahead, Victoria Press, 4 
Births, En-/mation. Oak Burial Par Thousands*of dollars | na tave mney to spend freety! | ENGu a Gane L, MAKE PALISADE SALE 


CLEANUP, -PRUNING,|SINCERE DUTCH IMMIGRANT, 


SHELDRAKE—In Vidoria, B.C, on| in cash prizes. Phone 384-7345 for interview, 


——— 3 7 Gar-|age 33, seeks acquaintance with 2 4x8 i 
November 27, 1967\ Mr. Henry Tick 00 HOUSEKEEPER FOR SMALL REST| ALL TYPES OF HOME IMt|len Setvtce sesamin, young lady not over 30 and also| New ftvie exterior, 4xSxis plywood 
Harland Sheldrake\ aged 75 ickets $2.00 each Home, evening shift, live In. $125] provements and rs. Free Sincere. For _ particulars write| finshed. Reg. $85 SALE ~~ 95.49 
INDEX TO years, born in London, ngland, on sale at Eaton’s Box Office |W ae and room. 1016 Fair-|estimates. Call anytime. 385-3900. ADIED Cg on ANY-| Victoria Press, Box 408. : 
reside: ol ictomMa or Tree Eee wee ” 
iden “ field, ph._$829640. __lity_T¥PES OF _ CARPENTRY, | = Sordening. S60". ___| RgFINED LADY, 40S, 128 LBS, “ 

SUBSCRIPTION RATES WANT AD HEADINGS | rie eat ao months. jate residence,! ~ and~Memorial Arena, PRIVATE "HOSPITAL REQUIRES|very reasonable, 356-604 GARDEN CLEANUP. COMPLETE | youngish, ively, would like to meet PRE-FINISHED PLYWOOD 

Duchess, Alberta for many ye Es assistant cook. nL AGREE EATIAEDRIS  TECCES. rvice. 383-4553. nt, slim appearance. Vic ; i 

maintained, $2.25 per month. Clasatfication} He leaves his wife, Eva, at noone Préss Box 295 stating and|ALTERATIONS, RUMPUS frie 407. 4x8 Pre fin. mahog. .- 


‘ - 5 TT fr ten sn oar 
No.| this daughter, Mrs. Max (Mildred) |THE CATS PROTECTION | experience. - 652-2080, 38-2108. Gutter Cleaning and Repoirs 


ee aa Wali 
Single_copy sales price: 10 cents eu ee Ockey, Nanaimo, B.C.; his son, |Le: imes Tee, corres HOUSEKEEPER ie |REPAIRS ALL KINDS es | ALCOHOLICS ANONYMOUS lays Birch ... 
dally: 3 ‘ ae ee me eM er ge Send br Sie — a om. (quired, © hours ‘per day, ‘Mon. to|hour or contract SE |WE En vlirak get | W008 View S.. Victor, Be ee teak - 
. Announcements ....--.--. ige, . > 4 p.m. ° patchenRnaslE Restossechnnt aaah eee f jesrlierwe: Edw a erry .. 
a Fg = Per LRU MSE _-. 8} and 2 ; two brothers, |Admission Stalls " of" home |tTe" i aduie’ Uplands S397, [CARPENTER WORK AND ODD materials’ Also" for drain te and WORLD FEDERALISTS 
months, $11; three $6;| Apartments to Rent, Furnished..128| William Sheldrake, Brooks, apo Christmas gifts, | _"__-_“"___"__~__—_"____ |jobs. Have references, wet basement lems call Peace by World Law. 882-1322. . 
single month, $225; USA, Aus- Y29| ‘Alberta, and Fred Sheldrake, see care DAD «<MeM-ILIGHT HOUSEKEEPING, COM- ROYAL RENOVATIONS DEPEN’ EZ CONTRACTORS |_—“— — — —— ———_— |lPARTICLE & HARDBOARD 
and Fore:gn, $3.25 per’ month |APartments to Rent, Unfurnished Victoria, B.C.i his _ sisters, |bership . panion, “Live in, 2 adults, 189/55 Qf Yell yal 386-8511 DAY OR EVENING |]9 gysiNESS PERSONALS 
(Weekwed) Saturday only, Canade./Apartments and Suites for Sale.-185) ee ae ee ee eee a TY ST TT 
oe ree es And) Auto Body and Painting ....---.-108| victoria, B.C.; nieces and-nephews |For the best musi, finest dante|URGENT—BABYSITTER _RE- Carper. Cleaning BEAUTIFUL INDOOR POOL 
Hs ee eamtrtes Be Der COPY OF Auto Repairs and Service....-----108| Service will be held in the Sands {floor and most’ iriendly unattached for 10-month-old boy. Fair- Sg GENERAL MAINTENANCE available to public restricted basis: | cacie 
Auto Financing ‘and Insurance....110|Mortuary Limited, “Memorial EO RN a eR ee ee Western Industry and Painters. | Ex; Cotfee Bar overlooking {pre | 4x8x%4 
4 Musicians and Orchestras $3|Shapel, of | Chimes”, on Friday, oor ae ae ee ote ent: COOK, HT HOUSEKEEPING.| PRE CHRISTMAS CIAL |A-M. P.M. 479-4238 382-0430 Reservations and enquiries 346° : 
Decemiber 1. 1967, at $ pum. Rev. nigh Pa 8 Vie- PERCENT _ DISCOUNT 
sescesecceceerenseee 06/H W. B. illsey’ officiating Inter: |lar bend. 912 p.m. $1.25. AW’ wel- Monday fo Fries, 5 to 8 pm. 10 PERCE Now GUTTERS, CLEANING, REPAIRS|@* 0 
ment in the Hatley Memorial|come, single or couples. toria and alterations, reliable workman- “HOME FOR CHRISTMAS?” CEILING ‘TILE’ SPECIAL 
20 Wo 7Fead and Yule loge enced ‘silt and ‘wool presser. Phone Professional Rug and SS tive dating. Commonmrealin fisrriage 4 
VYE—In Victoria November Boar's Head and Yule log ceremon, ex 987 = ey Upholstery Cleaners GUTTERS CLEANED, CORNERS|/pireau—Licenced since 1956—Ste.|Tongue and groove white ceili 
: 1967, ‘Mra Jeasle “Ellznbeth Vie, [eta eae tN eriod (396-982 ‘oem tarred, reasonable, 388-7281" |sn0'796 Granville, Vancouver. 689-8045] tile 64 sq. fti carton. 12x12, ‘Tack 
i. aged 75 years, of 228 Millstream | cian and comedy Pt! HOUSEKEEPER, 1 PMs PM, © indus = SOR OWN GEES TGED For| We Nol SALE 22. . 
4 Rd., a native daughter of Victoria.|serve now. Make a party, Olde veel Carpets end Linoleum FOR OWN CAKES i pe 
Business Opportunities Wanted...146] Widow of Frank M. Vye, she is + SPECIAL REDUCED PRICES ON on | Weddings, birthdays, ~ 2 . 
Business Personals .......-..---- 40! survived by 3 daughters, Mrs. - STANDARD OFFERS, ‘New Ray Beauty Salon 920 pec! occasions. Phone Mr. S|! PACKAGED LUMBER 
' Irene MacKenzie, Mrs. Enid Myers ALERT GIRL WT eRe a Teeter TURE in FLOOR | Borne Nee Fay Radley, 382-8086 after 6 p.m. 
- and Mrs. Bernice Cruickshank, all| Club 25-45, for the unattached, for general duties, “Doctor's. office. |S en inGs Choose from the 7” 
a Sigg 2 ge gy H. | 25-45. nig | Sat. 912. > eo Apply Victoria Press, Box 419. of  Broad-| PROFESSIONAL ~HAIRDRESSING, a5 
Rely of Vicoria’ granéchren Enquiries phone 656-1065. Lvete SODCSE REE EX 5 pert" germ, tee vetimaten Call = ae 
great-grandchildren; — children: > show 2 ao EN Se 2 
ters Mrs. Agnes Swain, Mrs. “E.|DAUGHTERS, OF THE UKRAINE] Eves. 3822676; days 477-023. gi —— 7 Jewellers <th GUD CREADING {MADAM 4 
Victorian Mare’ Coro on sald ce edie. Deec k betenee Bella, Goynor's-Pancake House. | 
San “toa fatson of} and 9 p.m. at 1842 Oak Bay Ave. Tk 


42 EDUCATION 
VING TROUBLE 


0s 
Fumeral, services will be held in| VicTORIA HIGHLAND _, GAMES estl- 

----18t|McCall Bros. FLORAL CHAPEL, i 
Festival at Club Tango, Sat.) F 386-2401. Londscaping 


Xmas 
Johnson and Vancouver Sts. on 5 
turday Dec, 2, 9:30 a.m. 


au: See 
382-6522 HOURIGANS seg Ap LIN BIRKS JEWELLERS 
ae eae, apes a 706 Yates. i Re aaa 


CUBBON LUMBER & 


. Fowler. officiat Interment at UMMA BABYSITTER WANTED, THE VICTORIA . ; 
i 331} Cotwood “Burial Park. "tl smetioacie ian fn aid of Oax| Mon.-Fri. 385-2000. tes, Bill Lambert, 362 | poet Work, Patios, etc Lawn ape BUILDING SUPPLIES LTD 
cost sporoxt:| Country Homes and Properties... fern! Bay Bantam . a-| LADIES — PART TIME — FULL - : 6 Da Week 
mate, Advertisers WHITE—At St. J hs Hi a — ys a Wee 
wih space aneealiy weed —— Wile aged “ier, Bra? Mabe 16 PLACES TO visiT | time _pay opportunities. 4794548. _ VAN VEEN LANDSCAPING to 5:30 p.m. 
ao years, ol-] _______________ |p 2RouGHS SENSAMATIC OPER- ; 
advertising laston St, Esquimalt, of|CHINATOWN ORIENTAL MUSEUM|ator. Victoria Press, Box 424. ROCKWORE AND LAWNS os 
to approves of the the Gorge District foc many yous Unique souvenirs for gif. Winter) ener ening pre-cast septic tanks TUTORING, PROFESSIONAL 
Press Ltd., teserve the right in y wee, | born in England. Widow of Pred: | Un eiies Oren ate Se ions | 27 TEACHERS WANTED [etc W & N. Trace Pe mae 382-8714 |help by experienced ., teacher, 
its sole discretion to classify, reject erick’ White, she is survived by|12 noon to 6 p.m. 1802 Govt at or, 478-1261. ; pay new method. [COMPOST BOX -....--<<0+<---$5.70 
or insert copy furnished. eogreeewccencnnseee 4] 2 Aanghters, Mra. Elsie Rowbottom | Hearid. 382-6812. SCHOOL DISTRICT. NO. 64 Reateike Paeg ana Tape : Masonry . eae i x6’ WORK BENCH 
cava: hare. text —~ sen ae Nae GULF ISLANDS contracting and STONE AND BRICKWORK.|=EXTRA HELP FOR C 50’ LAWN FENCE _.. 
made ta forward replies — = 20 LOST AND FOUND | required: Effective January 1, 1968 |Carpentry. Free extimates, "382-8023. RICEWORK.|vementary grades with reading 5S? PICKET FENCE 
eee ie eel Be |LosT: SEALPOINT SIAMESE teacher for Sait, Spring|THR VICTORIA. CEMENT MAN | pAiscaliancous Service ga patina pallid RRR 9 ee oe ramen 
in of loss or damage ‘neutered tom cat. Answers to the School. 12-room Ltd... er. TS MO): Se ee N Sas 
alleged to arise through ither Bis. pee fg ge Peg 4 to Grade 7. reply oo _—~~—______| RESTORATION, REPAIRS, REFIN- 
ae eee & oe en = in Writing together |W DO FOR LESS, AND] ishing work done, antiques._ picture Near the Mayfair Shopping Centre 
netiipulion or atherwiee? e0|Followed ‘by cremation. SsionnS, |< pat OF MENTS GLASSES Losr |superatendent ad STAR Super. |EIRKETT AND Daan | aaa REDFERN, MONTESSORI, SCE 1 PREFAB SHOP LID, 
Ag ME gratefully declined.) in the vicinity of Mags Bese rong tendent of Schools, P.O. Box 100, : YOUR GAME EX- jand kindergarten. 386-0931, . Mg ot quality custom made sheet 
CIRCULATION . TT e2|8 «= CARD OF THANKS: —_|sse1141. *|Saney, XC 384-8306 FRANK POLITANO 388-495/ or mine. ‘ak? skinting and tanning. mer Suse i 4 
REPRESENTATIVES We wish to extend Our bprtteit LOST: TUESDAY NIGHT, CATO,|29 SITUATIONS WANTED Cement, Sewers, 385-2021. lation, heating and al 
Duncan; Chemainus, ~--159| thanks to Dr. St. g| young male. Family pet, MALE Cleanup Service TYPEWRITER REPAIRS, : All we FLASHING 
P. J, Rogers ‘746-8181 | Halls, Warehouses, Offices to Hospital, and The vicinity Matsoel evenaes | SGTGR LANDSCAPE Gakumnee |FRRMRAULING OF TONE, RUN |Sawse tia. Bets ear up, On 
Lake Cowichan, 2. Edwards 749-6771| Rent ----.-------------------e+-181| Club for the beautiful floral tributes|Sidney. Reward. 656-2262 evenings. DUTCH LANDSCAPE ER |FREE HAULING OF JUNK, RUB- . John Barnes, ERS, and o 
Nanaimo, R. Lakey Meavy Equipment 2. 10) 84 sympathy ext brother, Samuel LOST DOWNTOWN ON TUESDAY,|, TREE, SERVICE, CLEANUPS | Dey i.” oinermies, modest Painters"and Decorators : 
eet SK 32766 | poteis aeenenssenseeenneneenaseeelI6] MacDonald, — From mother, sister, lady's’ gold wrist watch. 384-1489. Brickwork) Will also buy saleable items ‘or 5 - 
Housekeeping Rooms to Rent ....125| and brothers. tn 2 De OS ALL CONCRETE WORK trade for cleanup work. Satisfaction}; ISLAND 
M LOST, HELMCKEN ROAD AREA,|DESIGN SERVICE 382-0621| guaranteed. Free estimates. No BRIDGE LESSON 
Commerce| Houses to Rent, Furnished 132 tll anton Tammiy, male, chareoal-jp Doodle-|7 77> MECHANIC SEEKS  Posr.|Spligation. Sevenday. 24-hour | per- DECORATORS 
* to Rent, Unfurnished ....133] GREXTON — In loving memory of|—® ; tion in Served 5 yrs| By OSWALD and JAMES JACOBY (i 
our 


Newspaper Enterprise: Assn. 


‘Will not forget.you, nor do We]; 5 neaninG AiD GORNERIMATURE DEAN O& MARRIED 2 4 ERT P - ~T. 
i LOST: 1 HEARING AID. CORNER|MATURE MAN, 28, MARRIED, 2 ————"_________ lrunvenient Time Payments! ike Gottlieb, of Phoenix, one of the greatest bridge 
i cad. steady career” Cleaned Have. commercial, vacuum |383-9059 Eves. 382-1479 players of the '30s, was famous for his opening leads. He 


: ana’ {08% NOV._2%_NEAR BASTION Fralned, non-destructive Fea |made them like flash and, when asked why he didn’t 
Machinery. -......----72| But dear to our memory you ever Sie 2436. kaye. Reward. Ph ap ENTERS anes, 
LOST — BLACK Nes nS oe JUNK sien vingt 


study them more, re-- 


plied, “Ti 1 wait too long, 
Male Help Wanted .............. 21|—Saiily missed by Joe, Vic, as LABRADOR I outguess myself.” 
ee eee ee eens A daughters-in-law, rey inne, ice ee ee Oe West was not one ot 
oe Sen ented LOST — GREY WHITE, 6 those fast players. He 
10 FUNERAL DIRECTORS Siubtoos) Jonneon "8 tugged at the king of 
diamonds and pushed it 
wre] © MeCALL BROS. Weward, Seebien 365008, back in his hand. ‘Ther 
sey eel apd apes SF Bel he Gngered the queen o 
. ke 4 
yr | 385-4465 — sees — 365-4467 A RING WITH 6 OPALS|for part cand co eguneet 
Music ‘Teachers ~esa| McCall Brothers . . . known for |#nd 1 emerald. ~Be4-0657. cards and 
pec enlinetabesit i , fairness ‘in costs and : maja 
the very best in ‘service 21 MALE HELP WANTED y the. five. of 
Personal Loans .........--------140 y GUARANTEED hearts:, : 
‘acbegas Mrs. Apacs Wi ‘Yes and we guarantee that no mat- South looked over the 
ies PRIVATE SERVICE, 3:00 p.m.— Bg SE ig dummy with no ple: ; 
ois . crease bath your ea Nast od He did hot think of 
services “INQUEST, T'30 pom —FLORAL Ere amber" ot orth Ameren his » partner’s shinee 
mutual funds. mond response one 
Property Wanted -.....0---.---.155 Dreyfus Where $10,000 
eninge aR IR“ Seton jan, 14,1708 a and two: jacks and 
Revenue Properties .........---144| 10:00 a.m—FLORAL CHAPE descriptive booklet, ‘write id to himself, ‘No 
Revenue Properties Wanted ...143|VYE, Mra) Some Elizabeth <3 tora Press, Box aa" eV more slams for 
Room and Board ...........-..10 Bo. oe CHAPEL, |WANTED — BOY WITH BICYCLE me "s too short.” 
ROOMS tO REM .-eccecvennenneee-121 |GUILD, a m Mitchell carrier repairing. ‘ Then ‘he proceeded’ 
Rooms Wanted .......... seveenelStletrrg tee a TEE femmentiag, st 2:30 Rie Welty |S csenr  paibr WORM 7 AINO to do the) best with what 
Situations. Wanted (Female) ......30|' 3:3) ‘pm—FLORAL CHAPEL. |newspaper experience. Apply Mr, | Sutter repairs tools he had and wourld 
Situations Wanted (Male) 29 INTERIO! up making his con 
Wanted (Male ABOVE AVERAGE EARNINGS, < 
1c ensraderin eto lee 4 THO! & IRVING Plus bontses tus car, pus medical Se OY  ___ i 588 It wasn't too tough, Lut he had to be lucky. He 
Sporting Goods ... nm}. F 1 Chapel nefits to the man who Is oe beet pe SC oe cen w ‘ | 
a high club at trick two, ruffed a club and ran off the rest 
Stoves and Furnaces 61| Est, 1906. Formerly ot Winnipeg|*® learn how to sell automobiles, 
beiodar i rf Und nee not | necessary, of ‘his trumps. He discarded four diamonds from dummy 
feb 408}. etvice at "Moderate essential. left dummy with the ace-jack of diamonds and 
Teachers Wanted m|PRENEED AT ABOVE AVERAGE INCOME jes. Then he cashed his acd and king of spades 
Tester = Si} 1025 gaadra St Phone Rovanote hee Sean ee out his last high club. a 
Tools for Rent ........ 2 ie whi BL | emg oma cusomers i est felt like the raccoon who saw that Dan Boone 
Travel oii... 1 38] “A GOLDEN SERVICE” | Staton R; Torunto 1f, O Tipe Sie? ip Pigs opti 
Trade Schools ........-..0---0- 32) 386-3505 °° |ANTED —. EXPERIENCE 


; akés automatic transmissions 123, 384 } A 
ea ar aS TH Broughton en St (ope Ame gg a pa down to three cards, he had to let go a high diamond 
1. ibs ead pectin ag| & W. FRANCE | H. HAYWARD){Ne | right | man. Victoria oh gerd elon Mire go mond in 


Vacation Guide .... 2. .sseoue DIP quires man from 4 ing |With the ace and jack of diamonds, 
Wanted to Beery —— | oaks homme Batra ae De hr AP ed een go, mle. West had out-thought himself. A king of diamonds i 
Waterfront Properties ......- 182 11155. Fort 384-5512/10 pm: Wednesday and Thursday. opening would have cooked South’s goose at trick one, 


Steer Yourself to BETTER AR BUYS — Check the Big Selection Running Daily in the Classified 
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80 BOATS AND MARINE |62 MISCCLLANEOUS FOR 82 MISCELLANEOUS FOR | VICTORIA DAILY TIMES, THURS., NOV. 30, 1967—3 


61 BUILDING SUPPLIES 62 FURNITURE 64 TV, STEREO, RADIO 6s MOTORCYCLES mA 
[ > SALES AND SERVICE SALE SALE 82 MISCELLANEOUS FOR )82 MISCELLANEOUS FOR 
| NEW AND-USED a ACCESSORIES MARINE ~ “es | nes Ce 7 SALE SALE 
l RCA AM-FM bs 4 — rs 
i =. Sak A 4 : : , — = OAKCREST ‘FOODS 3475 QUADRA 
| STEWART & HUDSON |Su"i2, Cabinet, Antique white, reg STER Grkbee Mirrors from ....-...-- $2.50 Gift Suggestions les Palmer's XK KM KX HK DX WE est Prices te 
| ‘ $199, now === $148 Gloves from -........-$2.95 eS ee WOODWARD'S "Town! ee 
| Gpiece Natural finish Dinette $69.95 } meta Riding lights from’ $6.50 PRE-WINTER *D FURNITURE ; BIG DISCOUNTS ON ALL 
. 1 “Mahogany dining room DEBUTANT—Modern Walnut |Face shields from --..$3.25 . sacra SALE ED sa CHRISTMAS PRICES 
ACRES OF BARGAINS ® |acstip Bene wood =~ #i89)| Ghamer “ANS GAS ICaptiers from ........ $6.50/50m Tents, trom -.-.-$7-25/- oe MEN'S SUITS 1D. APPLIANCES SPECIAL WED. TEL 8 THURS PRL TILL ® 
, vine! pg REGULAR sam, Now stat |Windshields from ....$12.95|/Yromie SPot Hanh, aut WASHER, |runmaee isa) ie Geemseay, 
ri fet and Hutcl 8.5 ‘ : cane WORE? sos cake nctut 11.95 9p: “ os = TENTIE. |Semi- atic W. . . 
Assorted Lamps 222 $2.50 1 Kidney Belts from ....$4.95 - ae |Pine 2-Pant wool worsted NDORA AVENUE. |Semi - automa’ LITY. Com) Price 
PANELLING SALE 2 only, Walnut dining chime | DEBONARE — Contemporary sane Bags fro _— Steering wheels from -$13.95|suits in the latest fall styl- spose Local 216 "19 in coppertone and matching te 1b, st Bikcount 
each’... 2... -----+e--$17.50| Walnut Cabinet, 30 Watts, BSR e bags mM -==-99-99/snoedometers, from .. $15.75]; . ne <e, as om, YER ~____ $359.95] PRICE '...---- oaaeinetened LB, 38, 
; 3° 3” Headboards, white $7.95} British Changer. Helmets from ........ $10.95 * --910.19/ ings. Your choice of 3-but- DR - Canada Choice Lean ROAST OF 
TANBARK HICKORY | *#"ted sizes in, cocoa matts “at| REGULAR 405 SALE $358.88 Compasses frém -....$15.75|ton styles. AH superbly BEEF, Ranch Style, Competitive 
Sale Prices F aa. Glass holders from $1.35] tai ; A 7 Ae LE Reg. Price. &e- lb OAKCREST 
, HOME FURNITURE COPPELITA —*_ Sconfimarten ,| T*0thée Jockete, passe, Boarding ladders from $12.95 Se eee, nee NEW FURNITURE PRICED + i PORK LOL’ ROAST, Com: f 
4x8x4 prefinished $5.99 [oo port st , seo-siss| Walnut Cabinet, 65 Walis, Dual coveralls, etc. ees “lof colors, all sizes. TO CLEAR of pent peative eg Price 8c. _Ib. OAK: ~ 
epee eran | Dean Stl GA 38 MATTR. REST DISCOUNT PRICE LB. 6 
KNOTTY SPRUCE! [Complete Steam ‘prawer ichen | AS Bue SAKE #8888 |YAMAHA, AND TRIUMPH Complete line of deck hard- ONLY $59.50 1 2piece Modern CHES- JAE ve Hee Price $218, OARCKEST 
living foom | and bedroom. Weil aviGNON — French Provincial inca ware ete. TEGFIELD SUE — $ REPOSSESSED DISCOUNT PRICE -_- BOX $136 
Ax8x% prefirtishe} $5.74 | Bit" SSoSse" deve soadear eset | Prultwood “Cabinet, 65. Waits, — EXTRA PANTS FREE | cushions, narrow —arms, 19” Portable TV oe Ag ge 
\ Garrard ATO Changer. Your headquarters for boats, EXCLUSIVELY rola $128.88. Armless tEsr  BiscOUNT ~ PRICE 
CONTINENTAL HOME SUPPLY | REGULAR $657 SALE $588.88 AT YAMAHA CITY —|Mercury Outboards. trailers golc . AS NEW .......-+---$149.95| OARCRES" NT 
MAHOGANY PLYWOOD $61 Johnson 386-2458 : w oigagd » eemers AT lounges $58.88 
COLONIAL-Shutter_ Panels, |Div, of MULLINS MARINE|*“- ; wis f ‘ ie 
4'x8’ V-groove ...-- |__.$2.49 canine Maple Cabinet, 65 Watts, Gar- SALES LTD., 925 Yates LES PALMER 1 ~— gin jth ony doe Gite J a) 
4’xT’ Vegroove ...--|-. $2.29 eopiece, cismertield Cleaned, de-| REGULAR $508 “SALE $478.88 382-1828 MULLINS MARINE 74 View St 382-2825 pens x tet con pone NOW ON! = Tins, re 
E $19. We also clean carpets. For free QUADRA APPLIANCE SALES LTD. > 2” buffet, : : 
estimates call Ambassador Home SERVICE CENTRE HONDA 55 TRAIL. 4 leaves, 4 chairs . $249.95 UNT 
Service. 382-5532. 3614 QUADRA ST. 383-9976. 925 Yates TAYLER'S ONE ONLY! 
a Bin — 382-1982 3-pi SUITE — : tin 
q pace COUNTRY" AND CITY AUCTION Wo TAMARA Soh. OFFERS. APPLIANCE sPECIALS |! i Se tse puffet,| 2 Piece corner sectional |STRAWBERRY JAM Competitive 
q ~ FURNITURE BOUGHT AND SOLD FORCEL TO SELL 196 DUCATI Moffat 30” clock control electric] table, 5 side chairs and| CHESTERFIELD SUITE. COUNT PRICE =. TIN 6c 
1a G@oldstream Ave. areata ANTENNAS te ‘6? JOHNSON MOTORS a a aheemnemna 7: 1 arm chair $339 copper color. OE ee ealiee nem 
| CEILING PAN = 66 BICYCLES $20 $ 169] moflat “de. iunce” portable nu emete Se REDUCED to $189.95 | Pace’ rie” OAKCREST DISCOUNT 
; FURNITURE TAKEN AT TRADE AT ARE FOR 233) | dishwashers, reg. $339 ONLY $293]1 9 Drawer DRESSER with PRICE ...-.......--+----5 LBS, 59 
+a Squaretex » PROP ES Anne POST CHRISTMAS LAY-A-WAY KELVINATOR 2-door automatic de- CHEERIOS, Cereal ar. 
‘x4? Natural. _____.. _ 99 oF “THE BIRDS” frost refrigerators, big 86 Ib. zero mirror walnu t NEW ts Price 4ic 
4'x4’ Natural: - 250 “Trans-Canada: Highway On Bikes — small deposit wfigeret, ree. $818. ONLY $385] finish $99.95 sane Goris’ * |SQUNTP cnn-ssnns 2 PKS 696 
4'x4’ Vite ...-.--.- -$1.59 Open Sunday, 1-6 p.m. CABLEVISION Hold excellent stock warers, Teg automatic clothes eenenpasta=s- Boal = MeColl's 44 a2. Sax ae gO OAK? le aat 
THE BRI UPHOLSTERY GORDON’S SPORTING 9) Also good selection of used ranges Dr rt DRESSER and CREST DISCO! PRICE .EA:-8i¢ | 
ARMSTRONG Sharps ale cole Is 1001 Hide Ave saan and rerigeratrs bce Hom S00|" Teor Colonial Maple| BLACK HAWR and APPLE, Compettive Reg Price le | 
obligation ae ey Broad ai : BICYCLES, TRIKES, SCOOTERS, Cc, TAYLER finish ____-..---.--- $99.98 GOLDEN HAWK Tn QAKCHEST DISCO IN dle 
12"'x12” vinyl asbestod19%c ome FOR PEOPLE . | wagons, doll carriages. Don't delay 707 Johnson -» 383-3281 $44.86 and up. Pertex BLEACH, 128-02, JUG_ Com 
PERSONALIZED _RE-UPHOLSTER- shop now while selection is best 4 = petitive Reg. S8c. 
: ing service in the home. Phone] Lay-away. RECONDITIONED NO DOWN PAYMENT | DSQQUET, PRICE === EA. 73¢ 
PRES-TO-LO Hodgon ‘Sana tor J, Worden or G-| Victoria Cablevision Ltd. | 1597 proud QBENSON'S te a ieee APPLIANCES zs AYMENT— competitive Ice CREAM, SPL Cus 
ates, 3 EE CUUM CLEAN » — EASY TERMS — biscotiir 
30 for $2.50 See 60], Shelbourne FOR All, YOUR BICYCLES EV 1 2 PHILIPS ; Console me PRICE pee = Se gy S8c 
q K-3 PARTICLE RD DUTCH 8 Exe E FURNITURE. 477-1884 OAK BAY Eee ‘SHOP SEWING MACHINES T.V. Swivel base, magic MIXES, BOOD atte Reg. Price 2 ' 
4 4x8x% ...----------- $3.99 origina okt Kussen Kast, 388- 1085 OAR BAY AVE. LARGE SELECTION eye tubing, new Hence MARSHALL WELLS -; [Se 0 Cameemer Disc UNE ‘ 
3 SS GU: THE CHRISTMAS WE  hcccosoessceas ART HOUSE SOUPS, MUSH- } 
i SH MODERN Liv. : BICYCLES NEW AND USED SALES & SERVICE LIMITED GIFT THAT LASTS 124 Fort St. 384.1021 CHICKEN, ETC. ‘ 
: PRE-FINISHE ing Tom ‘aulte in excellent condi| REPOSSESSED Russ Hay 2562 Govt Seiden) 2200 Douglas St 384431 FOR YEARS - 1 28” ADMIRAL Console|X X XX X XX XX X X|Reg Price 2 for We’ OARCREST 
Es MAHOGANY tion, $120 or sell separately. Phone AND CONSIGNMENT ___Trades Accepted — Repairs | A DISCOUNT PRICE. ....... 
; ee Ciairtone 120 watt AMLFM. Garrard | QoPe' S535 BICYCLE as new, $30.) OAK BAY YACHTS " EASY TRIS TY. New picture : CRANBERRY’ SAUCE, Go 
2. I ” irtone wal -FM. Garr Boy's 20° 31 Dicey, Sees Boel we Fe OE ee NINE. oo oc docaeen . , mE 
é cottage grade ia a ie Og oe ge a i ateg on patent oak dition, $20. riety ade . bard HAIDA 26 WOODW. S beige: Nee ary ae, HARVEY S MEATS Discount PRICE: Sanit ‘ 
5 ee eae $2.95] speed radio-record | player, other mont 40 watt, AM-PM. Garrard |RALEIGH SPORTS BICYCLE, 9 a 1 CYCLOS Oil Range $69.95| narvey: FRESH FR YORK -MEaT ~ \ 
ee tC gg TTT emewnnnye “pr | household furniture. 388-7625. charger. Tape Jack Scandia walnut| Speed gear. Good condition. 479-3506 7 APPLIANCES 7 ; Steaks See eer 59¢ Ib,| PIES, Turke: icken, etc. : 
' 4x8 | -.--------2enn2e-of $3.25] SNGLE BED AND SPRING BED, |cabinet. after 3:30 p.m. New Boste érom Hong. Kong 2nd Floor 1 30” FRIGIDAIRE Elec-|HARVEY'S Bonciess Veal | Weve, Reg. Price aie ea. OAK 
; very cheap, 383-8507, Peasocnle 4-track tape recorder, 2-12 “GirL’s BICYCLES, $15 EACH. 1 and Japan : Ets tric $69.95 Roasts --.-...........---.. T9¢ Ib, KELLOGG Pies PANT i Peer ; 
4 ‘ 2 “a ; tricycle, $15. All’ in condition, Range --..---- “SO|HARVEY'’S Rib Veal PAST, . Price 69c 
DANISH TEAK oer, COLLEC- These models are as new in chassis aTLario. Good BROKERAGE eeu: rapt: guieien” ‘icad. ona Ra ae ee = ae. PAR, OAKCREST * DISCOUNT. = 
7 Phone Lin Bell, 386-2458 days, 384 * “pea ae ‘ome Cured BARBECUED Gi ExS, 
STEWART & HUPSON 63 MUSICAL INSTRUMENTS 1057 eves.” ies Payee With cotton ae. Pty peo Sailing School — Charters Deg content ae Raiigie (2. 2c25s00. 24 $79.95 Side Bacon ---.......-.---- 79¢ Ib. By Limited, Competiuve Reg." Prie 
\TINEN’ ‘ 2 BOYS’ BIKES (7 TO 9 YEARS), Compass Adjusti “operates on 110“volts. (just “plug in). =| FRE ‘CIALS Bios OAKC 
Open 6 days to5:30 ORGANS by PHILIPS © | “st Jobnson g6208 [Ra and $00." seosomn res [eats aged when. pot in we. Its}1 40” GURNEY Electric ai Campbell's TOMATO SOU. come” 
”  BRAME EED Financi = hang 4 y Beet, vi % 7 
400 Block, p E ! bike, good ‘condition S82-0681. al ing — Tends ee Bd E Bg tis oi noo) Mr on aeamra $49.95) SIDES cf Baby Beef, average | Crest BIscOUNT —™ °° OAK 
lock, Gore E. MARVELLOUS ! KENT’S LTD. RENTALS |e on All Deals Fy P HIND Quarters T fe 1 | PRICE oo nas tannin 4. TINS 490 
. i oe BOYS 3 - SPEED GLIDER : TAG PAGE AC S5 for this MAY-11 SIMPLICITY Wrihger|sipEs of Pork “77 $e b:| COUNTRY” CORN 
Phone 386-311 TWO KEYBOARD MODEL with/11’" — 12” — 14” — 17’’ |Bieycle, like new, $35. 479-5196. OAK BAY MARINA QUALITY. Wanker = $69.95 ” | itive Reg. Price 2 Pikes. @2c. OAK. oh. 
3 pedals, SPECIAL INTRODUC-|39% __ 91° __ 93" ‘TVs: Tape|=> canuce a ic BUTLER BROTHERS | = ~~ ’ HARVEY'S ghest : : 
: TORY, PRICE .--.-.--.----- $788 + “APE 167 STOVES AND FURNACES 656-3579 - 386-8212 1120 Douglas St seh Gar : ; : PRICE «isan “Gino Bee An 
4s NGLE KEYBOARD coMmIna.|RCCOMMers; Record Players ;) | 1_ INGLIS. Wringer Washer Fine Meats Ltd. BOs tn DAK ee | 
ay | fuXGlGhord organ and_conventionai|TYansistor Radios; by day,|ip fears oid, 116000 BTU tating |M M M M M M M M|———————————| _....._.. $49.95/2709 Quadra St 383-2031| DISCOUNT PRICE... ---- TIN de ‘ 
4 S. J, PEDED LTD. n. SPE! INTRODUCTORY week or month. needs patch on heat’ ‘ex r,| + . FRENCH CHEESE 5 ; ~ Polive’ eg’ price, tse te OAK. 
een ae KENT'S LTD.” vediion weld after 6 pan | NOW IS THE TIME TO: CRESH BRIE, 1 EASY Automatic USED MOWERS Exest DISCOUNT PRICE LB. s9c | 
we! CEILING TIL SALE | BUDGET TERMS—LESSON PLAN|749 Fort St, 383-T104|23NCH MCLARY ELEcTRIc|~ Winterize and store your outboara __ROQUEFORT washer -......--.----- $7514 oe selection of good uged_ Ree Dative leg (oon eo Onn. 
white, tongue if groove 2 : 3 oe excellent condition, $65. 477- ge p ; aye eee URS ape tee cating caathee einen nies BOREL ies Bae: Paice in =D g 
: G4 ag, eat fen Oe) cayeaie tea ee, ee cee ; wilis"the selection ts good.” Gorge 84 “EBS, OF, CHEESE, 5] a uc “about WOODWARD'S pg AND STRUTT |b, OAKCREST DISCOUST An 
; Ne 
G 8 only. 75 watt’ output. Top stereo Rc in and >, COMP! ‘ PRICE, _- LB. 3a eg 
4 PREFINISH PANELLIN Sunnonents inctading tape and satel- oe the "68 alae pg ie ven Steetrie ert teekee sed Baa) ee See LIMITED tigwe ie eS GAKCRE } 
; SPECIAL $499 Dumble Eadie Hosts, (Deal now) Victoria Contre tr train let= and : 2300 Douglas Street DISCOUNT PRICE... 2 LBS. 49¢ “ — 5 
in .|Roadrace *= "386-7704 ROME 
CONTINENTAL HOME SUPPLY MERCURY MARINE ce ‘sels —and_secessories, al WOODWARD'S aaa titive Re: ice. 15¢ Ib. OAKCR: 
3 851 Johnson, 386-2458 SALES & SERVICE Remember pu roca $22. what we - ‘ATCO-RANSOMES. erAR No. i ite cnr POTATOES. Nos. 
736Cloverdale Ave. 385 6909] Sell. B.C. Shaver Shop, 743 Fort Si. Easy terms, trades welcome|1, sd 2. Competitive on 
TELEVISION — RADIO eEAUE Ge Gh ; En monn 20 I 
MAJOR APPLIANCES = HEAVY DUTY CENTRUUGAL|- SCARCE ITEMS 


71 FARM IMPLEMENTS —_|<,,,SANOE COVE MARINA 


ARTZ BAY 6363815" SIDNEY | sin. Overhagied ari? spa peor 


ATTENTION “CONTRACTORS MeCols 4-07. NUT oe | 
4 See the new Ine of G.E. built-in! Competitive. Reg. Price fe 
Ein, Overhauled and’ guaranieed,|Nest of 3 walmut tables $48.00, PICO, 


appliances now on display pt| DARCRES: 


4 technicians Home of High Quality Cruisers Phyfe drum table $49.00, 2-| Rawlings. Wall. ovens, cook  tops,|PRICE -. 12.080... ‘TIN 8Te 
a 214” Fibregias 100-sq) ft. roll. ..96.10 Lope Manufactured. in Canada pee French lal chestertieid| fan’ hoods," dishwashers, disposes] 22 200-ft, roll, WAX P. 
NS WITH itive Ri de Roll. 
Over ETON erpecernnea--#5-98| FREE LESSONS WT or use your PBA. Dial 385. Bertram Deep Ve Fivergias LAWNMOWER Bosprrat, [$129.00 corner chipa cabinet $145.00,| plus, the ‘complete line of tree-|Bitecr DISCOUNT PRI 2 
THE BAY ance and 834 Johnson St. Be ro a dining Sis ing ee oe ‘ccikcile STUART, HOUSE HEA' = 
TALISMAN MUSIC CENTRE : 36-ft. Fiberglas Line OIL COOK STOVE eres alle Sean: ? Contractor’s Discount Pele oa + Roll. E 
384-9222 Seu GONTINENTADS NEU = WITd HOT RAWLINGS PLUMBING Roll. 
SEE CONTINENTAL'S NEW. TV, pherd — Trojan waler coll hot ater toe chest $39.00, sdlid maple coffee HEATING Coo |p PRICE .2---.--.. is 
Stereo, and 3-way display. We are % ius’ complete repair faciities "| 14k on a 7 stand $30: halt pleve, Fee abennltee Saree Beeatz| 2697 Douglas Street TY588-7311 eae ee, @ 
b : 4 CHRISTMAS SPECIALS wil give, & eatrnie ine, reduced bea byte cur hd All tide marine travellift pid se ay eng in ex: | automatic a aryer 38 00, aS OAKCREST Bi ia 
Sie Ford peed tract wardrobe 00, walnut ‘ABL mild ees a egal 
Qu] 12string Electric Gultars -..-$9.0)| the tmas Season _Phonelmodvis in stock for immediate  de- Palmer Rd. buffets $8900, Tollway. cols 817,50) INSTANT Pow enon ceo oene: | PEAK FREANS ~ DIG ; 
Bleciric Hawaiian Guitars ---.$69.00|“ConTiNENTAL HOME suPPLy |Y€Y: LB tity By prey Sache Oe ERR, 415118 17-50, T10-V raneetics $22.08 aadiisen! for, small powe, tools, Cale! ies” wich Bie , 
Drum Outfits 09 S51 Johnsen Pre-Season “Trade "N Save” Plan} CHRIS CRAFT SALES _ |each; 3 Glectric stoves, $25 each: 3 ae oe sf x Ing, _jeoating and for charging) Price soe i { 
_ . each; new joover , ~ spec. ‘chase P 4 
TV SERVICE , |spindryer washer, $175 with trade. rugs “501” nylon six colours i 
00 20 YEARS EXPERIENCE Steve Dickinson Gardiner Appi 3951 Shel-|$85.00 good quality, 9x12 Persian}... Rac dal WALT ELECTRIC $ 
: 00 All repairs done in your home e Di 5 bourne 477-6442, tern rugs $69.00, 
& Tae US eae 5] Gall For Appointment __ = _, Street Geoff Simpson CASH REGISTERS, ADDING MA.lsaies $o800 "to -#099.00, complete 
mf : ; : 
3 wae enka Hall and Fairfield Music Centre 9AM. TO9 PML Sidney, B.C. 656-1138 eee ee i ae pans bedroom oe es acneets 


2 FORD — FARM — INDUSTRIAL 
728 Fort, 385-834: ‘MARINE 


BUTLER BROTHERS 
TRACTOR SHOP 


388-9751 ; 
Guarantee service within 1 Hour 
TVS AND RADIOS REPAIRED AND 
BECHSTEIN Overhauled by Government Certified 


8 to 5, 6 d 


Anker 
Sons and Richardson Ltd,  889|$77.50 to $69.00, % bed $37.50, 
383-9358. and hassocks 3. 
BOY'S SIZE 14 ALL-WEATHER|CUCe, tables, $9.5) to $80.95, 


: 
F 
[ 


WEEKLY SPECIAL 
ANNUAL SALE OF USED 
“67 EVINRUDE 6 H.P. MOTORS 


coat, zip lining, collarless blazer. - 
echniclap ; $1.50, refrige 
BLUTHNER. SRENTWOOD, BAY “ELECTRONIL Oe WISE WINTERICE amin ‘eats Spar HE ion is 
SAUTER P.O. Box 10, Bregtwood Bey 53 mow in effect a SUNT 
GROTRIEN-STEINWEG Ehpge 8 2S a rpting 


SALES & SERVICE 
384-4141 


IDEAL FOR HOME CLUBS OR 1327 Beach: Drive 


Direct imported by 
JANISCH PIANOS LID. 
2924 Main St, Vanco PRAM \ (GENDRON) $8; 
ag bd vanity and hassock $7, both 


RENT A 
YAMAHA PIANO 
RENT APPLIED IF PURCHASED 


oa Sn OR ca 
WET CL WHITER IRON- 
ing Sy in few minutes with tio_V 

spin dryer. Free 
demo. Western Laundry Equip- 


WANTED FORD OR FERGUSON 
steel, half tracks, ~Good condition. 
477-2186 evenings. 

72 MACHINERY 


ie ae Uae yee 
le loader. co 
2yd. overshot jonden 41500, Dea- 


$—$—$ SAVE $—$—$ 


SPECIAL 30 Day Service 
Winterizing and repairs to all 


SAVE 2% on LABOUR 


CONTINENTAL HOME SUPPLY, PANDORA USED FURNITURE 
$51 Johnson. 11" General Electric 383-6319 


1050 Pandora 


AAAAAAAAAA Al® 
STANDARD'S 
USED FURNITURE 


SPECIALS! 
Occasional Chairs 
beige 


BUTLER'S TV RENTALS 
chards on Stelly’s X Rd. 682-2009. 
TV" ANTENNA, AUTOMA’ 
rotator. . 479-4508 me 


= COLOUR 
*RENTAI— PURCHASE PLAN 
PHONE. 383-6911 


CATER! 
A igh theay HOME SUPPLY, cable blade with spare 


$1 Johnson. One only repossessed 
stereo. Reliable party may take over|"®diator, $3,500. 882 
contract at $13 a Month. Ask ‘for| P-™- : 


é 
: 
a 


} 383-0248 2458. Fe i 
{ SOOKE BASIN MARINE & SALES| DISCOUNT ON ODD SIZES LIQUID } 
‘ ORGANS FROM AS LOW » Phone 642-5963 or Babe's Honey, 1698 1 
- $5,100, Lesson course |386-2458. —_-— Femyemts 
with each instru-|8$1 Johnson. BUY pDinecT|FOR THE MAN WHO DOESN’T|Dr. Jarvis’ Fol 
2, 2WHEEL TRAILERS; APART- 


iq i 128) LNER'S TY SERVICE at. feet. In and” plek “up ‘2 [Bealers” wringer’ washer 
i] 333-0288. Cate Se rn ee ere oe es (At feet, Drop, In and, pick us [esters 
i YER PIANO COMPLETELY | ———_—_-____|SPRCIAL,, OLD, COW. HANURE, 6/rrade-in boats, 58) Johnson street. 
al oo Bai A yd. $19, bag. 75c. S485. |e LLOYD BABY CARRIAGE, WHITE 
a on fied Electronics Technician. Calls ro Sit ectnore: Gree 
- Rive. from FIBREGLAS 382-1489. Fag 
‘ roar |e temas Heat ear NY Rag ons (2S ee 
b 6 oz, x38” cloth— h new pee z _ 
BEAUTIFUL " CHINA AND GIFT : 
| 7 on 1428, Sloan d 749 View Street. 


"2 R.CA. CONSOLE, GUARAN- Lin. bars NOW. IN STOCK. 
display |teed new picture tube $60: 884-5400. , PBigaic pactric ND itp, Rated) HAM ES. 


ES ,Giie Etypnea eae aS BE *O* 


Xmas 
Ltd. Yates Street. 


— een er ee a ae me 


VICTORIA 


LAWNMOWER HOSPITAL BDOOR 14 CU. Fr. | 

884 Johnson Street. 3 AS8) reezer 38 | 
| 

j 


530 PER CENT AND MORE OFF. 
GREAT REDUCTIONS! 
DON'T MISS THIS!! 


VICTORIA HOBBIES AND CRAFTS 
627 YATES AT BROAD 


Lees ion 
‘ALS, ES AND REPAIRS) 
be dP netrumente, pelects 


eee 


—————— 
LS, 22" MEDIUM, 'WOODCREST PORTABLE  SEW- 


ZILDSIAN 
~ machine, hy a 
Pat, sh mroware, Ph. RR MARINE fe for ¥rs0 sestien ey NEW, WESTINGHOUSE, BLECTRIC 
| - a eel SR Ry ae em SUE ! 
Phone EATON'S Music) Jackets from 382-5813 SER SSR es ony pm it dake ares (Rate Oe 
Centre. ULED, INSP! EF VINYL COVERED RECLINERS, 
dion, ata Very ream “om Be ‘Warner Soke er pa pea A Me: ai 9 ow "i rears 
i 4. ; UTRITY, BHAs eth’ bow and case, halt Delco, asl Fameshe adored Colors. Bach i) hy 
¥ YNOR BASS AND sities » HO; 479-1335. \ 
\ ea case with two 15” speak- 36 STEEL 
APARTMENT PIANO. also custom made 
-_ REPAIRING 
iO WATT AMPLIFIER REVERB, Harbor Machine Shop 383-6555 |TRAILER, FULLY EQUIPPED, $125. mee | 
¥ $200, 394-8260. Al's, Bay at Catherine. 383-8233. 
BASS ACCORDION, LIKE NEW, WPT, SKI BOAT, “403. 
19 BASS ACCORDION, $140. TRAILER FOR 21 re 
as BOATHOUSE, $8 X 18, EXCEL ga i 
RERUILT PIANOS. EASY TERMS , can be ‘seen at Suite 
Piano : RS ART Te AE epee amd apse weenie ang |. 1c, ghee 
7 BALDWIN ORGAN, BRAND NEW . TIMBER f BOTS BOCEEE. SKATER. vB a ‘automatic 
pens de = ey XAMANA BOA TRIUMPH TOFINO | iW ACRES|wood, $15 32-0981 
Ay rt ieee .'G, Rainmtors: hs Fort St [GENDRON BABY BUGGY IN tower 
LE — BABY - crib, $10. 386-1962. 5 * 
Grand piano and bench. 393-9875. Py a Something dit t to delight. 5 SEAVY, SHIRTS 
" bod FORS St 63A MUSIC TEACHERS =) cor on |Ponr Richarda. $2582 7. 608 Fort SKRAT FUR COAT, LIKE NEW 0 18 Serer go 
; and eR eg fanding. Wessoa ABLE. $5; UNDERFELT :* atalnless * Satee cf not GOWNS. Warm and 
MAXN Pare ALL INSTRUMENTS © tA Benne 040. ate, cash register: ae ark, medium and oe 
AUCTIONEERS HALL FAIR. 3 t td a TRIANG — TRAIN IN on aha ene Leann SALE — EGLER -SPAG) L er 
: our-|_ 8 FORT —BeaO Tad sccemsorien, $0 iroaser enact maa ae SRAWERS 3 
q ON CONSIGN-| PROFESSIONAL INSTRUCTION SALE Ol, BEATER, TANK AND STAND Se gti, : i ; 
4 BERNIE PORTER MUSIC STUDIO TO SCHOOL be : BogAL 
cane mane at ca ae ? 
MAYNARDS” ssgsim| ESTHER'S ACCORDIAN 10 iusiness “Machines. Turner Bas ae DQumEX 
hab lage Fur ROE un y ee her abi es POSTS. Te AE SKI EQUIPMENT; © VIO. 
, OLSHA\ t Pn = 
. AUCTIONEERS 20 lessons. Results guaranteed x Tr ‘479-6884. as new. 383-4796. pling motor and nee steel 
Buy — Sell ee se en ee ES Pa FUR- MULTIGRAPH MODEL, 4 OFF-|me saben hot wd ‘60g codker! 
CASH- ACCORDION | LESSONS Lil ma eee niture, 383-1642. Printing BPs heating pad. 
; - 32-721 : a4 
Guaranteed Appraisals Sind ncballt Applianses| ASK for our special 6 Seg a NOTE ot, 
1115 Fort 384-6441/'SAVE — SAVE —. SAVE ‘warranty, food selection | tne Tate. and | S0ve | MEN'S SKATES, SIZE 8; (GLE asia] Sate 
aE Law tion, prices. 821 Fort St money—8s SOON. aSlcjubs; boy's bike. ® CU.- FOOT LEONARD FRIDGE. timate on | 
pt ei in easy tthe when ainie Ln a Son cule ak os Heater TUB LADIES DRESSES, 2 | 
ca. 60 cial 6-day rate alg fo RONDA OOD COMET OLE eT pellet lection, ‘Best value. Don't buy phone and you pay for SON 2tines, lke new. $9600 Slam 5 afterhoon, Sta’ 1-16 SOeseTt | 9 TYPE. 


ton, $275. 385-1008. 


only the number of ee , $5; » $2: 
: MAN'S ELECTRIC TIMEX WRIST “GOOD CLOTHING SOLD] toast epoaie, | 
385-3429 times the ad appears. watch, as new. Best offer, 385-4182 Col town ets eae 814, | vacuum, & 
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Andy Stephen 


It was hard to say who had the most fun in the 
Celebrity Sottball Game on NBC-TV, The athletes cut it 
ip like comedians while the celebri- 
ties tried to muscle it for jollies. 

The names present for ‘“‘one of 
the more forgettable games of the 
year” would have made any variety 
show roster shine. 

From the basebal! world, such 
as Willie Mays, Harmon Killebrew, 
Don Drysdale, Roberto Clemente 
and Jim Piersall-were present: 

People like Don (Get Smart) 
Adams, Bill (Jose Jiminex Dana!, 
James Garner, Hugh (Wyatt Earp) 
@ Brian, Dale (Iron Horse) Robert- 
_. 50R and others represented the tinsel world. 

The fur ’thev had on the field crept out to the 
viewer, so all sides enjoyed themselves. 

But. there has to be a dark side. His name is Jerry— 
Lewis. The rubber feced, loose-limbed clown helped pro 
baseball announcer Vin»Scully in the_armounce booth. 
He almost helped rvin the game for all with comments 
most unfunny. But then, the game was being shown in 
- the slot normally occtipied by him, so it must have 


Mtephen 


Listings and Highlights 


Mi Children’s Corner 


of*jthe British’ Isles. Glasgow 
Choir, Be Ives, ‘Kenneth McKellar, 
: ‘Your host John Du 
£105: CFMS: Gala Performance.:Hungarian Rhapsody 
ow NO. 2 (Liszt), Legend in G minor (Dvorak), 
“© Ipiptomptu-in C minor (Chopin), Barn Dance, 
“from Rej Ear of Corn (Weinsweig); soloist 
‘Richard: Tucker. 
9:00; CFMS: Robert St. John. Veteran news cor- 
- » “=“pespondent. 
bani From Symphony Hall. Francesca da 
(Tschaikowsky), Piario Concerto No, 2 
+ {Shostakovitoh). 10:00; News. . 
10:05; CFMS: Musical Theatre. Trapp Family Singers, 
Julie Andrews, songs from My Fair Lady, Sound 
of Music, Mary Poppins, Fiddler on the Roof. 


11°00: CFMS: Prelude. Lush strings and jazz. 


' 


‘82 MISCELLANEOUS FOR 
SALE 


OUR REGULAR PRICES ARE 
= OUR COMPETITORS’ ar as 
OOkS a Oh Ee at 


QUALITY 
SERVICE AND vow PRICES 
Fresh <met Grade “A” Frying 
ucken Thigh = Ib. 
he en Segments (Thighé- 
ass ae Be Ib 
chicken Racks and Necks -2 Ibs. 19 


YOU ING GRAIN FED ALBERTA 
Px Steaks - Ib. 


. : 
been a form of appeasement by NBC-TV to allow him #@ 
to help call it. 

Athletes also played a dominant role on ABC-TV's 


Hollywood Palace. Host Milton Berle-traded quips with @ Rib Steaks. 3 tb 

the fearsome foursome of the Los Angeles Ram # Gress Rib Rows Steaks - > Se Ih 
f ’ F = @ Lean Boneless 8 Beef Siew 

football club, Roger Brown, Deacon Jones, Lamar % ‘Lean Boneless Beet Siew, | 38 It 


Lundy and Merlin Olson plus their sidelined teammate, 
Roosevelt Grier. The lines they were fed to spook with 
Berle were priceless hits of humor. 


Breaded Veal Cutlets (The Beal. SF 


Town 
Lean Sieed Side Bacon (Ranch 
Hand) 58c Ib. 


“Rosy” Grier also provided viewers with a sample # HOME. EREEZER OWNERS 
of other talents, like singing with a very rich baritone | GRAIN FED ALBERTA 
voice. Pork Sides (60 to 70 th. 

It seems that soon we'll see more and more of the 3 =e 
athletes on variety shows rather than in the things they Aeraee) cg ah 
know how to do best sports. Front Quarters _.- dlc tb 

CBS-TV bas decided not to continue with its Sunday cuTTING 


AND WRAPPING 
“Sports Spectacular” which would have seen the start NCLU 


of its eighth season in January. Since NBC-TV dropped 

‘Sports’ in. Action’’ a while back, ABC-TV’s “Wide 

World of Sports’? remains the only show of its kind. 
ONE BIT: The Tresday. night showing of ‘The 


VICTORIA MEAT MARKET 
&5 J NS 
HOME OF THE SQUARE DEAL 
THE STV 3 
THAT FIRST INTRODUCED 
LOW MEAT PRICES 


Prisoner,”’ with Patrick MeGoohan, on channel 8 was 5 YEARS AGO 
the last of a 13-week contract. That's all the station had’ = ———-————— a 
hought. Next week, The Avengers returns to the # 
station's program roster in the 10 p.m. slot. WARD OFF 
WINTER 
DISCOMFORTS 
WITH 


Heating Pads 
Heat Lamp Kits 
Sun Tan Kits 


MAINTAIN 
* SUMMER FITNESS 


time cowboy and rancher along with scenes from the WITH 


is MISCELLANEOUS 
WANTED .- 
SPOT CASH 
Northern B.C. buyer will 
make cash offers on all fur- 
nishings, appliances, boats, 
guns, tools, etc, 388-6313. 


COUNTRY AND CITY AUE€TIONS 
CASH — CASH — CASH 
For furnishings, tools or 
what have you 
DAILY pice Ser aCe 
FREE RAISA, 
SALES EVRY SATURDAY 1M 
ag MONEY IN A 4 HURRY, we 


Ra 
eet (opposi! et 
383-9512. ° ~ 
NEED CASH? 

Casn paid for guud wols, cameras, 
all pee of sn instruments. 
What have isiand Trading 
NOW AT 630 JOHNSON Street just 

down frum Douglas, 384-5354. 


THE SALVATION ARMY 
Men's Social Service and Rehabili- 
tation Centre need yuur used furni- 
ture, clothing, household guuds, 
paper, etc. to carry on our Social 
Program _Please se phone 3 386-3295. 


WILL E BUY 4 AND_ \ND__ HAUL SCRAP 
machinery, iron, metals, 
etc., located anywhere 
Vancouver Island. All propositions 
considered. Abel Trading, 388-6541. 
dim Reid residence, 388-4743. 


AN ‘IDEAL” AV MOW 


LAWN MOWER 
sharpener not more than 10 years 
old. Please give location and price. 
Victoria Press Box 418. 


8” BEAVER TABLE SAW (PREF- 

erably older model) in goof condi- 

tion. 5 eee 386-1477 between 8 a.m. 
p.m. 


~~ LUNDS AUCTIONEERS 
BUY—SELL—APPRAISE 
926 Fort 88-3308 


WANTED—2 GAUGE SHOTGUN 


Te) 
Moet san, a Yon ws 00: 0 
“I want a simple handyman book for my husband. 
Something along the line of ‘What to Do Till the 
"Plumber Arrives’ !” 


AQUARIUM_AND SUPPLIES. 
385-4590 


sale. 
‘: TUMGEEe PIGEONS FOR taped 


% 


a 


va. radio, 12,000 miles. 


Suburban price 
$2495 7 


1967 
CORTINA sedan 
in ermine white, bucket 
seats, 4-speed. New. 
Suburban price 
* $2195 


1966 
ANGLIA Tudor 
in cool white with bucket 
vinyl seats, 4-speed trans- 
mission, 8,500 miles. 
Suburban. price 
$1295 


1966 
COMET Caliente 


ye 2 Pa - as * ; ; ; stent car. Was $995 
Medicine Hat Stamnede in tonigh't show called ‘Man of _—— pring ae nee om barre. Ph convertible, V-8, automatic,|®® FORD: Cortina in near w- mileage. o 
the West. nil Maca DOOR, WANTED, sd WIDE,|power steering, radio, in| €W condition. Ideal sec- olunit-Was i088 now #5 
4:00: Fvn-O-Rama, 12; Caspar the Friendly-Ghost, 5 around 7 high, 2” ‘thick. 478-3973 : . ond car. Now -..--. $1295|59 AUSTIN Sy ens trans 
8, 11; Stan Boreson, 5. Tonight's Movi ing ee ee Se any tise, SEY ‘tation, as, $885 now... 
pike Wicd Rachel lec 8. Daleks i daw onight s ovies SURGICAL SUPPLIES CASH FOR OLD CANADIAN AND Suburban price 64 RAMBLER American,| BRITIS! CAR CENTRE 
130: 4 , 123; J. P. t Ss, 73) s . merica coins. S, : 
8, 11; Beaver, 4 5:30: Cuannel 12: The Red Badge of  Somene cae ig ea aie aici sie — pt eo = S bp, 8 om hae Zee Fee 
. Stat M ic y motor, ver , 
5:00: Dennis, 11; Fun-O-Rama, 12; Shazzan, 2. (1951). Aud‘e Murpty, Andy Devine. a division of ge a Ta peo Ae siigs| Yates afQuadra 384-5555 
f 6:00; Channel! 7: Battle Flame (1959). Scott Brady, McGILL & ORME ings. 388-5191. 1965 
Elaine Edwards: 1021 Broad St. JUNK CARS — : 63 PONTIAC’ convert ible ; 
"er % METEOR Montealm G 
Sport 7:00: Channel 11: Breakthrough (1963). Eric © 384-8433 wutiams O® Bodies Hauled. 5.) ss95] hardtop, bucket seats, double| Parisienne, full power. TOYOTA COROLLA 
. Schuman, Maria Korber. os WANTED — PIANOS, ORGANS. | power, ‘V8 and autoratic. A steal at _....___- $1775) THE CLBN EST economy car 
6:30: Channel 8: Sports Hot Seat. General manager Wy tomupey 12: Cry Terror (1958). James Mason, frusical instruments for, cash. Willis hbaintinis: aie Oran elie oe ane oceans 
of the Calgary Stampeders Rogers Lehew is tonight's WE BUY YOUR FURNITURE, $2495 63 PONTIAG Laur entian,|wno wantsjan economy that 
4 9:00: Channel 7: The Money Trap (1966). Glenn a , 
guest. _. . Weed, Bike Sommer ale te T-BONE STEAKS Best cash prices, sues 7 = automatic, V8 motor, ra-|it%" bchind |n hills? "The TOYOTA 
11:00: Channel. 8: Ski Breed, skiing at Washington's 11:00: Channel 13: The Perfect Snob (1941). Charles 9c LB. BEST CASH PRICES FOR FURNI. dio, new tires -... $1595 COROLLA HE oe ress 
Crystal Mountain. > . Ruggles, Lynn Bart. Fs < xiee thei CARS!! 62 PONTIAC Parisienne 2-|Ge% “Rha Watt gets better. than 
30: CI ’Ni e pA where bth nen ttn EES : ~ s “| class. | 
~ 11:30: Channel 2: Sports Final. 43 Mig paid hannel 7: Night of the Quarter Moon (1959). # Some GOOD BOOKS ALWAYS BOUGHT door hardtop, full power, | 4 miles on 4galion of regular gas. 
w1190: Obaaael 12: The Black Book (1999). Robert @ _ T-Bofies-and-Siriions - les vats SODUrl CARS!! A steal at... $1595 
30: 2: . of 7 AIR 
M4 1 : KILSHAW’S ‘ 
Headl mers vn ee ewes The Canadians (1961). Robert ada io — eS e CASH FOR WGMT NCS» [85 VOLKSWAGEN --. $1195 a aes 
‘ ‘ : ‘9c corer Ee TAUREN CUP LES . -|58 AUSTIN Westminster, au- 
4:30; Channel 5: Perry Como. An hour of music oe Eta lala 2: Some People (1962). Kenneth . While Supplies Last one win OS OF: free 85 VALIANT V200 -... $1395 tomatic. Special price 
and entertainment tn the Como fashion, with such yyoone Ray Brooks. ——_’ : 2 338-7266 65 COMET 202 _.. 51295 $75 
guests as comics Dan Rowan-and Dick Martin, San 1:05: Channel 5: When the Daltons Rode (1940) GUARANTEED TENDER WANTED — , MICROPHONE. AND tase eee . 
Francisco's Jefferson Airplane, along with Sergio Randolph Seott Kav TWpaticts ‘ 2 BUDGET TERMS AVAILABLE tice POCKET BOGE. MAGK 65 PLYMOUTH wagon $1795 Law Dileed Bay oe Gx 
é , Kay S: » Pric 
Mendes and Brazil 66. 7 ‘ ; iY - eg Channel 13: Gateway (1938). Don Ameche, cok. MEAT ee zines. Snowden’s, 1217 Broad St 64 MERCURY sedan _ $1895 isvtneiost rga: pei 
30; 0 2, 6: S R ik n - rlee ‘helan, i 2S. 1811 383-8552} REFRIGERA AND FREEZ a7 (MOUTH .----.-- *$195 
8:30: Channels 2, 6: Telescope profile of an o! een elan, Binnie Barnes < mae i See = ee ee autem |6¢ PONTIAC waade nie MOUTH $195 
La ae _ ~~ WHITE HUMAN HAIR oR (SZODIAC... Ws $195 
ALL TIMES A 1 CHANNELS RESERVE RIGHT —— 63 TR 3 Sports -..-...-$1295| = Fe aE mange 
ARE LOCAL Tonight Ss Programs TO MAKE LAST-MIN''TE -CHANGES APPLIANCE SPECIALS _ | CHAIN SAW; POST HOLE AUGER.) pixies eden S088 PLIMLEY oe Banting ian. ss 
Solid oak stenographers Desk! CHRISTMAS TREES WANTED | = . ; Tr tatbn Specials. 
CBUY | KOMO-TY KING-TV | CHEX-TV | KIRO-TY | CHAN-TV ; KTNT-TV | KVOS-TY © 20x70 oo tie 658.5605 ”_|62 T-BIRD hardtop ___ $1895| 382-9121 1010 Yates! si’ Edsel hgatop, 25 
Vancouver| Seattle Seattle Victoria | Seattle Vancouver (gees ‘ Bellingham Print x mene nleed -...£119.95] 84 SWAPS 62 ME RY top siss|P PP PPPPPPPP Plymoat eden, $135. 
Channel % | Channe) 4 | Channel 5") Channel 6 | Channel 7 _| Channel 8 | Chan Channel 13 “aa $9090] PAINTING, SMALL REPAIRS. aunt ae PPPPPPPPPPP 56 Buleke hidtop, 3125 
—$ | ——_______| oa | ; rae r; ian | Mow chet-Ma Master a nt size range. ete, around y r home in exchange r cer Quadra at Jo®so 5 
= a A el “Gaede eee Se ne ne 3. aches Lp 
ae Ski Nanny Garrison's | a, wie | Flying Nun Movie Mov -s WILL SWAP OR SELL. HEAvy|®l BUICK hardtop -_._.$995 ® FORD Fairlan ; 
Feel eB ee eee er 
. y maron ip ' aT . ‘i p 
Mopars eves) Eiving um ironmide [fescue | ES |Simmaron_Sinb sin Movie Move = fg. MAIS FURNITURE feat AAD afte 5 VOLKSWAGEN & STUDEBAKER Wen 
a eons | nate M Movie ‘Deah Martin |Merv Griff LIANCES : SWAP. 1959 BUICK CONVERTIBLE|60 ANGLIA Tudor _...- $395 of 62 CHEV. 4-Dr 
UNCLE {Peston Pace — UNCLE 330 pave Bean Martin |nerv -Grittin [Movi =—— SS oe wee we } .|These choice used cars have|® CHEV; Convelbl 
Good Company {Dean Maxtin. Peyton Place 10:00 |Movie Mannix Merv Griffin Movie We guarantee the best deal/‘s, CHEV STATION WAGON. 35 BUICK hardtop -..-- $295 been traded in ofi*the 1968/58 FORD Deli 
Grey Cup |Spectrum Show “| Peyton Place | 10:30 |Movie Mannix News Mannix in town on your new chester- value, $325, Swap for anything of Volkswagen * ee ay 
News, Viewp't|News, Sports | World Today ~\cac News ‘ows | SK Breed fr Salar or ae SE <S!! ; 39 RENAULT Sqn ...- 
Sera: Mow vey" Bunep_[Teigm stow Sein Eateshow 3:98 Movie (ASS. nove _|Bnt_ area Mati member “Trader Vie* wil] ESSE SENG] | Be tea 
Movie joey Bishop  ;Tonight Show ~ | Late Show {12:00 Movie {Movie {News [Movie : it he ‘eaters < Ths equal” value. 386-2796. TRUCKS!! 38 ZODIAC with automatic, aut etax tied ellen 
Movie Joey “Bishop [Tonight Show | Late Show '12:30 Movie Movie Movie pede enh pees = ARG row GOOD zee ideal second car ....$650 
Y new > or on 
Einly--Feid p chase a new dining room| good 650 motorcycle” 5 1968 62 AUSTIN Mini. A very ee ee 
ar y ri ay rograms =. Boe sag suite or MODERN CY ida C5 RANGE MERCURY ee and ow Convertible, f-8, automatic, 
5 x “ ; Will swept Ph. Beef lg EN TET ER i er steerig, and er 
CBUT | KOMO-TV | KING-TV | CHEK-TV | KIRO-TY | CHAN-TV | KTNT-TV | Kvos-TY | Trader Vic's, 1412 Quadra.|"""oxewpuovED, %4-tons as iaa sath hiccales:” Gs “ica ene OE dein it 
, Bellingham e. swal 
Gos Channel 4 | Channel 5 Channel | sen fe phones comment 11 | Channe} 12 for ‘boy's Bleycle, age 8:10. 476-1588 %4-tons a model. Immaculate nactkit fe a 
- 15-FT. SLEEPING TRAILER FOR|~ . ee throughout —.__._.- 1395 RS 
Movie (8:45) | Snap Judgment Mr. and Mrs. | 9:00 | News ¥ Frolics NEW FILING CABINETS small car of equal value. 477-4149. Immediate delivery . 70 Brought 384-3221, | 
‘Paradine Case’ |Cuncentra a a rd Ed_Allen ; pas 100 NEW PALLETS, 30° BY 40”. Good ‘ 64 PONTIAC Laurentian, 4-|——-— | 
ool | ‘Paradinie Case’ |Personality = |BC. ScRool = 19:99 |Andy Griffith | Jean Cannem 3 SStawer Wiper treme oo Fess] en Oe SE selection door sedan. A very clean} — 1%! C{DILLAC— | 
BC. Sthodt | Date: Hol Hollywd Squares) Giant: Helene _ | 19:39 | Dick Van Dyke jean m__|Farm; News | Dick van Dyke §@ Many used stacking chairs $8 each.|85 ANTIQUES Trades needed and serviceable family|¢ dr. HT seh De Ville, 32,00 | 
Mr. Dressup |Honeym'n Race |sependy ers 11.00 |Love of Lite _|Pipeline Romper Roum | Love Life reception area. SKILLED ANTIQUE FURNITURE PAT. ae Seatac ee $113 [Sroercicn tices ee A 
= ; *\ 5 Show eS na ae ere pare Se} B & D OFFICE INTERIORS les reeling ee ee Stade ned 65 HONDA bs FREDERIG) MOTORS 
Luncheon Date| Everybody's T. | t tes To:00 | Pass |News: Santa, | Movie:  |Merv Gi ‘388-6112 Sree S90 with = all LTD. ; 
Search; Lignt |Doana Reed |Wunda Wunda cra 12:00 | World tame | Movie: ‘Love Lottery’ Mery Grittin enteses poiniment only.) nee AP available extras includ-|-— ribet ny — — | 
Doctors e: 7 “Star ‘Love Lottery’ : " ie 5 i 
Gana rare | Runve Aotner_wori | it i HSS |Howtenary_|_n the_| ove Lowery lie Party _-f/ SURGICAL SUPPORTS |** MISCHIELCOUS TO SE BURBAN pes stan Sram, Comp, ‘New fin iced | 
tea - a - - = 7 = } ees month new and 
Splendored T. | Deoam cist {Yaa Don't Say - | oganiet 3:50 ine gma | conti | Bivores Gourt ccret Storm” Sep peg RENT TO OWN COUNTRY” Oe tas wt bee Hatwon Bid oes See 8 
Game zat ore oo SALE or RENT x hing $250 motor, Heavy duty trans-|hi used car in town. 
Fe Dark Shadows | Make @ Deal” |Take 30. | $:00 Secret Storm Your Move. -| caster Patrol ate couples vey SAWYER SEWING : 386-6131 mission. Long box with]; Prats ‘ale. Pst otter over $1:900. 
Truth or Conseg. 3:20 |Perry Mason | = OWL DRUG CO. 811_Fort St ae : i | 
. Mason |Dennis Uncle Waldo | Fun-O-Rama 701 Fort 385-6761 canoe aay ae ra, TMIACULATE i 
LP Patches | Flin Munsters ricsrecye seis gpsaiiccadd Re 87. WANTED TO RENT SR xcellent -_........ $2295) o4 eal BOLD ad 
Scene oi | Pakanaes = Desi FunO-Rama ABEL TRADING, OPEN $:30 AM. MISCELLANE NDE . ‘ power 81 and brakes, tinted 
Ear eo New Mike Dougins |yorage 5:90 | Walter” neal Vornge Flintstones Movie to 8 sizes used: lumber, ie ove blake hats saad 67 SUNBEAM Minx, a spot-| windshield, ralo, new tires, $1.80) of 
doors,” : i pig e al| WANTED TO ENT, CLOSED 3 6 RIVIERA, “Sports” less 1-owner, only 11,000|dest_ offer. # owner. 477-1410 ol 
7 terials. eg. j 354-9791. 
inc soil pine. Wrecking  older|area to store boat for winter.| — @§ VOLVO ims YTS si ea a $1795 | ATION WGON os RAMBLER| 
- discards from clean-up service, SPM: Reg. $2800 Try $045 Classic 700. [Showroor 
my ° . * furnie, mien URGENTLY REQUIRED—A GA- 66 TOYATA Crown del, 67 AUSTIN 1100 with custom] Only 14,000. fn 
ain Items on Radio Stations | Hs SF" Fer Pe G) EET em | nae ony cen iow eg ter 
’ Box 400, 1 Try $1495 mite: 3h $1695 | 
3 ‘ : 62 OLDS Hard * 
; USED APPLIANCES , 110 T : OMY" CALIENTE ‘ 
~ Re nee na er 90 PETS AND SUPPLIES 0 PORTIA, ., re 67 AUSTIN Mini in new car salleage, 2 at oes: vety be 
cou Alt Stations victoria: CIVIL. oh, CFAX, 1070 CKDA, 1230. Van TONIGHT’S RADIO HIGHLIGHTS bai sei | AQUARIUMS, MANUFACTURER TO 63 VOLKS 1500 WeEoe ne manent only 2g Be interior. 280 erfect. con 
CFUN, 1410. Seattle: IR, To; KOMO, 1000; XING, 1020. Belling 6:15: CBU: Miss Grey Cup Cabaret. Live from the van eS canes BY te et i ‘eal S eae tee ee Re 1969 ANGLY DE, LUXE. CUS Tiered 
a 5. CKLG, 99.3 ballroom in the Skyline Hotel at Ottawa, viewers { 5 Kings 3ee-4886, 898-1347] $5"° Gee not tor nates. ie] se BUTCK Bardtop 68 DATSUN with automatic, student, car facet contin, baal 
cra tee ae eT pada: EXE: Mele KIOK: Sse kines are treated top performing Canadian stars, {) ONE. 07 SCALE LIONEL TRAIN Smith, 384-9826, ek ea? Oe custom radio. Only 1000] frm. 
HIRO, 107; KETO. AALS. Tacomas: KTNT, 97.3;' KLAY, 106.1. with the highlight of the evening being the § ‘Way set, $25, used PHP aed ce |REGISTERED. MINIATURE Reg. .-$7: Try $499 miles, $300 off new price. |1964 PO CUSTOM. SPOR’ 
: KGFM, 108.3. Bellingham, KERI, 10/3. crowning of Miss Grey Cup. bike, Si: lady's % Hodson. “Seall Be Gencry ee Bee = ear: 4 OF ey p90 NOW ons. 2. oe $2195) iniies. = ‘308-2071, = 
» Most stations broadcast news bulletins on the hour ree vag : Accept offers. area. STUDE Champion salle. 
and on the half-hour at early morning and evening- 7:03:.CBU: Bright Lights. Features Vancouver writer (coving _ ,THE NEW DECO. ARIUM aS seiecare oe Load 62 CHEV. PROVEN IN-God 
peak period. and actor Otto Lowy. _ rative sheet room dividers, pet NI Gov't (opp) $450 try wg [See these and many more|test Oners|éto-sg73. 
Major-newscasts: CRU, 9 a.m.; BBC news, 7 p.m.; 8:03: CBU: CBC Centennary Concerts. etc at Pegs. | tropical fishin now. bd 0 Try. 18S good value used ears, CELLEIF SECOND CAR 18 
national. news: CFAX, A and CJVI, 8 a.m. 12:3) 41:03: CBU: CRC Winnipeg Orchéstra. Lid. 06 Fort, GOOD PHERD SHELTER, N-O MONEY DOW? pete Pe , a: 
Fm 4 p.m.,'10 p.m.; KIRO, 6 p.m.; KOMO, 6 p.m., oe BE ORIGINAL, soyl black and Ly re FIRST PAYMENT. MIDIAN Under the Revolving 
% hae Terriers, 3 
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Road to Mandalay (Kipling), Leonard W. (bari a) 1 40,430 Man's reversibie 2YiNe «squirrels, $8 each. & Volks — os > ed Envoy 
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stein), Leonard Warien; Un Jour, Tu Verras—Sascha Two HEARING AIDS, | NEW. ONE: Ce pe ee £0 Cresta iy! Pontiac 8 yeas FOR 1968 . good. 38% 
(violin); Les Parapluies de Oherbourg, Sascha; Deep earl Bent’ etter takes: pups, Lassie Collies. 1 i Forde Parisienne —56 Chev} ry. «i 
i p : Press, Box 409. 64 Buick — 62 Vauxhall — 66 Envoy’ more-for-your-money 
River, Mormon Tabernacle Choir; Shenandoah, Mor- el 9 Ane os iabe ee a ee net — oo ae O's” 
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1870 Cedar Ave. 
1962 DODGE V-8 AUTOMATIC, 
tion. Asking $1,000. 388° 
194 DODGE CUSTOM ‘AL 
V8, auto, radio. 
$150 or offer. 4792164. 
PLEASE NOTE! 


100 CARS FOR SALE ;100 - CARS FOR SALE 100 CARS FOR SALE 
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N : A particular car 
oO PLIMLEY For particular people 

: SINCE Sg gee 
T stead Sonne car WRrrany. tag 
H Save 9600 ee 
ON "PE C Sedan. Ex 
DOUGLAS YOUR CAR IS HERE |® AUSTIN Conptidge Sedan in 
| THE NAME IS ty Pa MoUTE mth “¢-door sedan, 
. cK seee- -naser . 745 
TINA YOUR GUARANTEE  COBVAIR saa ‘Automatic, 
HEADQUARTERS” a ae CBP ATR 50 Bata. At abe 
At Victoria's 63 VOLKSWAGEN 1500. A popular 
7 LOWEST Prices. model in goad condition .. $1295 
1967 2 AUSTIN Whstminster, ¢cylinde. 
CHEVY II Nova | acd Sutomatie Yaaprslesics ion, jo’ me 
Sedan, 6 cylinder, automatic,|66 DODGE Coronet. Red). tm cr as convert: 


. with beige upholstery — 
only 16,000 miles. 6 cyl- 
inder with radio. 

Now at 


ible. pe eae power sleer 
power brakes. 
Wa $1795 .......--.-2NOW 814% 


re 


58 rearene ethers ‘cylinder, 


66 RAMBLER 440 hardtop, cont tire tir “a3, "ai a 
pretty to look at—fun to cand clea WinteD 
drive, one of the nicest} | MIST BE GOOD 
ous on the road. one ae 

Poe pe Rolls Royce — Citroen 


66 RAMBLER 770 2-Door 
Hardtop. Big 6, automa- 
tic, radio, power brakes, 
power steering, ° vinyl 
roof. Many more. extras. 
As new -. _---- $2799 


385-1451 


66 RAMBLER Ambassador, 
top of the line cars] Visit Indoor Sho Showroom for 
(choice of two—green). eee 8 Sedan—1 owner, 
Lt. capper ae See $2495 This ist little beauty. Looks and 
i] new Wi 
65 MGB — the sports car 


everybody wants to own. 
One only at $2095 


p. Phone. after 
Cat lone 
matic, snow tires, offers? 382-2610. 

DAVID MOTORS LTD. |#? LAURENTIAN 5PASSENGER 
1101 Yates St. 386-6168 | ation wazon. 


LOOK 
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V-8, automatic, M, 
EVROLET ¢-] 

‘St CHEV. | 2 [V's automatic, radon Sib, B88-T096 

New ‘paint wold liters BEPOREESSED CARE ROTMTNG 
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: ™ sion, radio, race equipped,| LOWEST PRICES 
SAY SAY MONTH END Ree year NO REASONABLE OFFER WHERE GREAT FORD _BIG {ull price $3495. is IN TOWN == 
ANCHE i AT BIG DEALING DAVID MOTORS LTD. PP. on. 
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ER'100 CARS TO'GO | A GOOD DEAL MORE” 530% 50%. 50% 50% 50% 50% ON HONDA mites Red EPAIRS, \ 
= ov: : . “ 108 AUTO REPAI s 
OFF SAVE SAVE SAVE DOTIGLAS Sport ¢ Convertible SERVICE, TOWING 
< | All Cars Winterized, $600 y oH i 
BE-A BEA 66 OLDSMOBILE Cutlass, BRIAN HOLLEY MOTORS SPEEDWAY MOTORS LTD: 
: ____ EXAMPLES ——. loaded, — 14,000 original : a 1962 PONTIAC 2-door 730 Broughton __384-3221 971 Yates ja : 
SECRET HERO SECRET HERO miles, 5 mag. wheels,| 67 PONTIAC Parisienne, ai #6 ALPINE, with hardtop, - 
: ing hardtop, 6 cylinder, fo.| ‘Your Volkswagen Parts = 
YEAR-END INVENTORY | red with black vinyl top.) your. choice of 2 OF |with radio ...........- $1685| Sat ee aiwerresty SG] ana peruen-Bamtew Sos { 
7 67 DODGE Monaco 500, | CLEARANCE SALE Reg. price $3595. joor hardtop,- low 8 of } 
‘ ——— fe mings door hardtop, V-8 auto- XMAS SALE ....... $3375] mileage, near new |i or psMOBILE in epeatleat Condon >" $2085 ate y 
: Soe matic, power brakes ONE WEEK ONLY models, completely |.) 1 BRITISH CAR CENTRE i 
‘ 2 dio, drive ais 66 MERCURY Parklane equipped, V-8, auto- 4-door hardtop, fully Yates at FAST, TOP | QUALITY, RADIA g 
9 = = piraghrendte eae i bd sedan, this is a $5,000 matic, custom radio, |Power equipped --....- $4795|see THE '6s FIAT SPIDERS AND nae a ‘ ( 
pee eggri . luxury car new, fully power steering, power pe ee cat 3050 Douglas at Finlayson, 4 F 
° , equipped. Reg. price brakes, whitewalls /1965 CORVAIR Corsa, Showplace, 750 Broughton, S8- TRANS-| fit RRL, Rebult 4 
BUY A BRAND BUY A BRAND sail dg Recents a0 $3495. etc. Certainly the |with 4speed transmis- —_|'@ AUSTIN COOPER “S" i215 CC ison wpa » 965.99; tone ' 
, NEW NEW 65 CHEVROLET Bel Air se- XMAS SALE’.-.-:-- $2995 most fantastic deal |sion and radio -....... $1995] Many extras, 22.000 miles, 100 Son Lea ele at ; 
dan, V-8, automatic. Only/67 PONTIAC Laurentian Se- ever offefed. Your J.C. Motors, 384-0921. FOR. EXPERT V VOLKSW. Trego 
1968 VALIANT 1968 VALIANT 30,000 miles, 1 owner case| dan, V-8, automatic, ra-|65 FALCON de luxe station choice -_...----- $2895 1965 CHEVROLET Bel jou TRS —< A ee — Bervice, 1125 Government Be. i 
PLUS A PLUS A history. You won't find a] dio, power steering. Li-| wagon, vinyl interior Air, automatic drive ..$2295|condition. Phone Robert, 477-3436 |112 CARS AND. TRUCKS , 
better one. cence No. 13595. Was in ee sharp ONE-THIRD OFF, 1967 CORTINA WANTED ane 
25” CLAIRTON 25” CLAIRTON NOW .....--.------- $3095. . price : 1965 CORVAIR 500 2 us, € 9. = 
: XMAS dl ,_2-DOOR Good, Clean 
COLOR TV COLOR TV 65 DODGE Polara 440, TQ-CLEAR. ...----- tus BALE *-2-7-: 67 CHEVELLE Malibu j|door hardtop, auto- gy a ae 386 5817 CARS AND TRUCKS 
E door hardtop, V-8, auto-|67 PONTIAC Parisienne/g5 DATSUN station wagon, hardtop. This is a |matic drive, radio -__.$1895| 6 SUNBEAM ALPINE, Ad WANTED 5 
i steeri Sport Sedan, V-8, auto-| very h find model power house, big 396 — “ ‘Cash in 5 Minutes 
matic, . power ring, ery hard to find model, = 
custom radio, wheel discs.| matic, radio, power steer-| fully reconditioned, radio V-8. 4speed console 1965 OLDS MOBILE 168 Tings i _ PLIMLEY — 
4 Only 22,000 miles. ing, power brakes. an Reg. price $1495. pect —. a Jetstar sedan, fully a 1010 Yates St. 
: occas NOW. -.0- 252-2 ee cence No. 13599. Was| x WAS SALE sharp m or power equipped ....--- $3195 os 
—_— = ~ eee S| XMAS SALE --_._-- i SUPERLINE TUBELESS 
— : az $3395. the young enthusiast. : ts 
} ~ 64 DODGE 4-door sedan, bag TO CLEAR .....--- $3168|64 FALCON station wagon, SPECIAL -.-... $3395 750-14—Nylon ConduGytEN 
automatic, custom radio, ith int, : SASY TERMS beet . a = 
i’ BIG PACKAGE BIG PACKAGE power steering, ex. taxi.|6? ACADIAN Invader Sedan.| {ccerin “priced to acil’| 68 FAIRLANE 500, 2 — deg antl We chess AU. Oe Oo i 
( , ragey bargain : NO PAYMENT ‘TIL : ae CLEAN CARS 
} e No, 13586. V8. 
a DEAL NOW? .:4.2c<-2.s2sed $895] Radio. Licence N Reg. price $1795. door hardtop, A 
; DEAL pe Was $2395. XMAS SALE ____.. $1445 automatic, ra dio, NEXT YEAR! D&DTIRELTD. _logs wort TELM-AC 
NO DOWN PAYMENT |“NONDOWN PAYMENT $$$3$35833$3 $$} TO CLEAR --..---. $2188 power steering, wheel Victoria Duncan + 
j 67 ACADIAN Canso Sedan.|59 FORD Fairlane 500 se-| covers, whitewalls, a 382-7283 746-7191 ae - 3 
389 PER MONTH ee ee SAVE HUNDREDS $$ § | {CADUN Ovtie. Licence| 420, the luxury mouel| sharp much sought [194 PONTIAC Pari- oWEBUY (4 \ 
: = No. 13588 "Was $2695. from , fully equip- after model in spot- sienne 4-door, fully ~ $1 DOWN ¥ CARS FOR CASH F 
: : ———_——— 1967 DODGE—DARTS TO CLEAR... $2488} Ped. ice $795. less condition. power equipped ....... $2095 $1 A WEEK _ SPEEDWAY MOTORS 
ae CORONETS : XMAS SALB-.____.. $445, SPECIAL -.-.-- $2695 Buys a New Goodyear ‘fire $l YATES STREET 
ni 5 |67 PONTIAC Pavrisienne ( : 2 See us for Brake Relining, Wheel |.. rat 
: — eee oN rr | Convertible. V-8, automa-|No Teasonabl¢ offer refused| 66 METEOR Rideau 500 |1964 BUICK LeSabre int. Shocks and \ 
a - "1 tie, radi er steer- V-8, automatic, radio, |2-door hardtop, fully KASH FOR YOUR CAR WO 
: tic, radio, pow 64 CHEVROLET sedan, 6) power steering, Ex- |equipped -..........-.. $2695|_ VICTORIA TIRE LTD. Phone KEN anytime 4 
; $$$S$$$S$3$5$5$ S$) ing, brakes. Licence No.| cylinder, automatic tended 50,000 mile Government at Herald a) a ee RS = 
} ‘ 13601. Was $3695. F i i : pose URBAN MOTORS - 
62 CHEVROLET Biscayne|62 ACADIAN Beaumont 4- TO CLEAR _...-... $3488] ee andy temiy| Warranty. Was $2995 1964 PONTIAC, auto- —_| 16% ‘ean 386-6131 ‘3 t 
4 " jdoor sedan, custom} door sedan, automatic,|64 MG Midget. Low miles, : ice $1795 y Save $500. matic drive and radio $1895 ——-—GHraan 
e Fadio radio. as new condition. 66 BUICK Le Sabre Sedan.| 2": a Price $1795. SPECIAL .....- $2495 ; ‘We sell on consignment af @ mink 
- : SALE PRICE $1292 NOW .....-.-----:-$1295] Automatic, radio, power XMAS SALE .....- $1445 — 65 DODGE 14-Ton Pickup|™m charge. 5s worors 
SALE PRICE $1191 i i 67 CORTINA se 1964 COMET 202 2- with é 
fe No Down Payment steering, brakes. Licence 63 VALIANT Si sedan, canopy -.....- $1495 7S1_Goldstream 478-2038 
' c No Down Payment $ PER MONTH 63 ACADIAN 4-door sedan, 6) | no, 5788. Was $3495. ignet 200 automatic transmis- |door, 6 cylinder ----..- $1795 35 CHEVROLET &-Ton. Bi D ‘MAGUIRE MOTORS LTD. | 
$40 PER MONTH cylinder, standard trans-| 79 CLEAR $ hardtop, bucket seats, sion. As new. Ideal o ‘Ton. Big) +) VOLKSWAGEN DEALER ii 
, mission, one owner. Seana radio, automatic. for the economy-mind- |49¢3 PLYMOUTH Fu 6, 4-speed trans... JOngs| rag sat ~ Duncan, B.C. 
63 VALIANT 100 sedan.| Now ___........---- $1295|64 BUICK Le Sabre Sedan.| Make this a steal. Reg. ed buyer. Pi ahelipg ane enegg ad wide box, West Coast| <n jaquaR ROVER, HUM. | 
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¥ > 7 * ” he 5 > i q 
SALE PRICE $1494 No Down Payment wagon, 6 cylinder, auto) No 39995. Was $2395, 65 GALAXIE 500 XL, 2 [Power ay 2D $1495 end ---...----.--.. 1189 |e oe i 
No- Down Payment $49 PER MONTH matic transmission, cus-| 7 CLEAR ........ $2188|58 T BIRD, power steering, door hardtop, A |'0OK omy ------------- NATIONAL MOTORS oa al tucks 73 fe 
$49 PER MONTH lagen 1695|63 BUICK Wildcat Con TS an ee | oe Bas 819 Yates St. _ 384-8174] Sing? _casH OR CONSIGN. 4 
; : 63 PONTIAC Parisienne con- NOW ..------------- $ P ™ vert- windows, radio etc. Reg. equipped, not another |1963 VOLKSWAGEN: y SEE ARTS CAR SALES, BURN- Ri 
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model. Reg. price $895. 
Open weekdays till 9 SALE 


60 PONTIAC Parisienne 2- XMAS. 


door hardtop, 6 cylinder, 


seats, floor console. 


OPEN EVENINGS! 
-Driven only 19,000 = 


65 CHRYSLER Windsor. 4- 59 CHEV Station Wagon. 


SEE THE Na ilers rs. i 
"H) SENSATIONAL Patsun CRAT trailers_and campers. 


+3 Pi = l-ton truck 7 
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£ mates | ir MBC Pika bower winggr [60 VOLKSWAGEN De Luxe.leg DODGE Sedan. Radjo,| XMAS SALE -...$1485 - * — |pala “4-door’ hardtop, ||’ GMic_mALF-Ton piccup| “WATCHET GROW... 
| ; seat, aerial. “$595. 477-6732 after! . NOW $795| 13 Pi ce TRUCK SPECIAL 78,’ automatic: drive, tong, wide box, heavy. duty “equip: 
CHEVROLET Biscayne 4-|5_p.m. em a ee eee es ae an No. 15227. Was é 4 " Py matic pete tent Srevtinder. Trade considered. |We Will ne te wry be 24 
- door sedan. | ‘St V-8 STUDEBAKER, 9150. |59 VAUXHALL Velox se- . — 6 month warranty 66 FORD F-350, 1-ton, |POWe steering, : = . jeach day, such as’ a set of dishes, | 
> = a4. » - ~ TOOOE 4-32. Boeke ss 5-TON 7 
ay SALE PRICE $2191 iS WAU ae aH den. Good. transportation. TO CLEAR __._____ $1565 = peepee crew cab, very low brakes $2006 boar, om ATIONAL | DIESEL mens 2 un ms oat 
=, No Down Payment miles, very clean. Can be financed.| NOW ....-...-..-.-- $295/65 PONTIAC . Strato i mileage. This versa- Tare ee SLAG eet Ee =f ; 
Contact Mr. Smith, 382-8264, be- ‘ Chief) — all cars winterized and tile and hard to obtain {1966 CHEVROLET Bis- es COULD BE YOURS.~ 
| $72 PER tween § a.m. and 5 p.m. Sedan. Radio. Licence ready to go ‘ ba with radio $2495| 1, INTERNATIONAL %-TON, “ 
| No. 629456, Was $2150 . unit- cost over $5,000 : gig Utd and hottie grod condition. Take reasonable ; ‘ 
+ i MUST SELL: | "38 VOLKSWAGEN 10 . ee aes new offer. 384-1959, Wait | until | you | feel there ve 
> | | condi! radio. r 1 E AR ea, Le ; * oO _ make 
m |. PLYMOUTH Fury IL se-|Gin, be geen, at Thomas Atkinson) =. NATIONAL —— ; $ oo MOTORS LTD. EXTRA 1966 OLDS MOBILE eerie teks, VATE he GVW. deal iene as 
dan, automatic transmis-|seconp cam’ SPEGALT m5] CHRYSLER — DopcE |° PONTIAC Strato Chiet VO — DATSUN . SPECIAL ...... $3595 |Toronado, GM's fa- __ |mileage, $5,500. Terms. Ph. ACT FAST! : 
| sion, radio. Austin Sedan, good mechanical r= Sedan. Licence No. 44773 Sales and Service | 63 FORD ick. mous front-wheel drive "33. DODGE LOGGING TRUCK, $800; = 
SALE PRICE) $2494 condition. $150 or offer. Call owner, : Was $1695. 1101 Y Y4ton pick-up. fear power windows 56 Volkswagen pane! $100; D9 cai Visit this trailer daily to see ‘What 
e 4. ~ —— 819 YATES STREET | TO CLEAR $1 mas 386-6168} This fine unit driven |and power seats $5195] DOS SSSI _|"* CANADA'S FINEST TRAILER | 
hy (| No Down Payment 19 CHEVROLET STATION CV EE ERE TSS oe 488 a less than 20,000 miles. hi sai ‘6 GMC %-TON, '64 GMC %-TON, SF 
q ‘|. $82 PER MONTH ter rete, Private, 380460 384-8174 64-PONTIAC Strato Chief,|HLIARD AUTO SERVICES i7D| SPECIAL |... $1495 clean. Les Blow, 2640 Dougias. 584- “TRAVELAIRE” 
alia | Licence No, 65427. Was|'TV-R i ee i) FAR —- r in sige 
NOTHING 2 as is ae ! GO fpinDOW Pam 
d | xO ae ya suONTELY, — $1795, beats ee See DOW PANEL, 2], COASTLINE, TRAILER Sete 
66 DODGE Polara 880 2-door| CARS, BURNED E AS BARRIET. hw World's Finest Car TO a2. -2.--$1628 ; SPECIAL 1953 LAND ROVER, METAL TOP, 51, = 
. hardtop, V-8 , auto-|NOTHING DOWN, 1964 VOLKs- 67 ; Open U 004 condition, $550. 384-7325. NEW 
; 4 WAGEN, $1145, ARTS CARS, Call VER' =4 PONTIAC 9 Passenger intil 9 p.m, ‘ANION ‘Faailas 
i = matic, power * steering,| BURNSIDE AT HARRIET. avi MOTORS ig ee Station Wagon, V-8, 327 FS OTe orien nt Convert hg aaty wna wot baal rip seli-cqntined ss 
: iy ) radio. I "$5. CADILLAC COUPE DE VILLE, engine, automatic, radio, : CO0O000000000 OF s,m. isle FORD PANEL TRUCE EER ORI” and oven - 50 i 
| = SALE PRICE $2888 tice, condition, $700 or best” offer. 1964, OBILE,, CUTLASS. 2 power steering es. 00000000000 CARS Dest otter, See aee. Oe SA OR ani - 
i a , . : best offer. 38 DOGWOOD TRAILER ; 
No, Down Paythent —_ [NOTHING DOWN, 1960 CHEV. |ton “i ., Sxomtlent condi} Was $3895. ; WITH NO PRICE PRT SE rat les “ALS 
$95 PER MONTH —_|STATION. WAGON, $55. ART'S|can be financed, 382-506 TO CLEAR ___..... $3688| 1980 Vow. DE LUXE 1964 Y eics 107 PARTS, ACCESSoRies |. "eWay No 7 he — ? 
4 = i ini A Re sine MERCEDES-BENZ PONTIAC Grand. MERCEDES 190 4-Dr. Se- Ww a = 
: + g ; rod shift, as. Sen betore'6 an Cekie MOTORS LTD. i: sienne Pn Hand dan, radio, one: owner cat . ac er — TOTE-EM Xe 
5 p.m.; after 6 p.m., 382-4564. 760 Johnson St $311 top. $2595 NO REASONABLE (Chev. Reg.) TRAILER SALES’ “! — 
: ; 36 METEOR 2DOOR SEDAN, V8, automatic, radio, mao * “74 “ll 8Y/BRIAN HOLLEY~- MOTORS OFFER makes and ; i 
| MORE THAN 10 capt = ae eT eg Pewee vera take far 1 Brower 0] REUSED Gas TES | eae orn Fem 
Le rg eT pn gpm wagers Red \ + Was|A- —_ RE Every Day Incl : 
TOP QUALITY CARS Bird moter, "Wid er, or Session er gr =; TRY YOUR OFFER 58 hat ~ Wheels tn stock, OF tak Non Higtiray Tasioa” 
ins NSU. PRINZ ONLY in000|2" PLYMOUTH BELVEDERE, 318 CLEAR -....... $3288 Dougie sep igh [86 VOLKSW. EN de Weg pris tt WESTERN OK TIRE ——— 
ON DISPLAY _| miles. $1,400. Can be financed. #82|sion, ‘needs work on engine. Nearesi|63 BEAUMONT Sedan. Au- METEOR Vs automatic ? hom ~ GOGO SCAMPER 
t 2858. offer to fi Phone after 4.1 tomatic, radio. Was $1695. MADSEN ie na i ta 2968 Douglas St. See the full of. 1968 
UNDER THE mer cal)» god codon ee "4 METEOR CUSTOM SEDAN, TO CLEAR ....._.. $1488 Quadra at Pandora BS-7831 Many Mocea The (% bik. south of Mayfair) ‘SCAMPER 3 Western Jeaser. 
d 479-3265, low mileage, perfect condition, “CHECK CAR. MILEAGE, Largest! Gholeess HOU: MOTORS on 
‘RIG SIGN’ 1954 PLYMOUTH, D TRANS- ones Admirals one Pequimali, CHECK THE LICENCE Me i ee gic PP, $B CrRC APARTS > sr : - = 5 
! Peftation, voters” 6 Manchester 96005, TSPTSINeveningx CHECK THE PRICE” Poitfection. Black with task i TOWN daghtcsad TRIANGLE TRAILER, 
apt aed i 5 MUSTANG CONVERTIBLE, 4 low mileage ‘special, $1,008. Eeau: a a aae andar {eansmisnons SALES LTD. 
SONS a ae fs a 6 BELAIRE WAGON ah 3238 DOUG ; i iy at a 
at speed console, radio, After § pam |malt Se oe 382-7818 @ ‘Buick Electra 225, “8400 wales MORRISON oes St | A ee. emir 
evenings A GOOD DEAL Your offer. ; : RINGS, BEARINGS, GASKETS, EX-|"“5. 0 ‘Set ana oe, After Cheon? 
rato, top condition Gash, sexaira |'St, CROWN, SEDAN. AUTOMATIC = SI CHEVROLAS 15S valve. seal. machining, 
as "6S OLDS ¢42, IMMACULATE, |Eequimalt’ Service Lid, corner" Ad- AND dep standard SrT98. May’ be seen a OLDSMOBILE tr ee Ries ofa capi 
St $2,900. 477-4060. mirals and Esquimait, ? pw Teme pt geen al Johnson Street. 388-0011 : Phere 
asec Sinn | tT) A - 
CHRYSLER PLYMOUTH | CITROEN DS. 19 SEDAN. Sones GOOD DEAL MORE _ | 7000 miles. $250 or offer. 479-4054. "|Station, 3447 Douglas St LTD. es area ed a Rd es See 
a : seit conte Cot cee SS] | AT on eerie we rm come 25 "San 
“930 Yates Street Pairane, gf ord, 38" Vauinall| 3050 DOUGLAS ST. |~|812 POWERED 48 FORD 2D90R FEE 
; motor ang Les Blow, 2940 Douglas St, 384-7843. bem 
ie Ss IT’S A WELL-KNOWN |eonatton soem mS EMPRESS FOR SALE—§ ANGLIA, #160 OR|MINI-MINOR STATION wacon,| OPPOSITE MAYFAIR — ; SUPPLIES ° 
~ 386-2411. fact, the people who lis popa! oop ; ., | nearest offer. 686-3147. 1968, with 70,000 miles, Heater, win. wssrrt CHEV ‘ PARTS — ‘= REPAIRS 
: read and use reusable price wei 498} © PONTIAC — BUICK [ibe , GOOD CONDITION, |ronaiion “Call atest with rims. afeersee” ** TTI ote Pat Bay + 
‘Open weekdays till 9 Ads. daily save many| wy : | ca SEMTTAG WAGON, Ge Se i360 RAMBLER SEDAN, | IMMACU- LANGFORD AUTO ine? Fe CREW 
sf e dollars. Offers. 477-4316. 900 Fort St. 847 Yates St. ace espusiend | — “ae tel — tas Save MM MM i = 
; P MILES, TRADE, Station, 347 Dougies St. yt Oe Sleeps 
te rtd a ser le era cos ove MN a ef OR oe ee 
; "57 FORD 2-DOOR 6. STANDARD! 5 ble offer. 642. , j . " : 
Just call 386-2121 $375. Very clean, 395-6024 Tight “or consider “trade. © 389-7083. - - and franamisson good. #79428 tained, Bi ie wroa oe 
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113 TRAILERS, MOBILE 128 APARTMENTS TO RENT UNFURNISHED 
HOMES, TRAILER PARKS FURNISHED 
EDGEMONT 
-- WACANT, JAN. 1 VILLA 
= $ SAVE $ It stairs are no problem, see this 
PRICE REDUCTIONS _ |cosy-shachelor suite in a gracibus 909 Pendergast Street 
i. home on Rockland. Elderly. lady. 
on all our remaining 386-1007 after 6:30 p.m. NOW OPEN 
19%7 VANGUARD JUBILEE AREA, COMFORTABLE TO VIEW 
Campers Trailers and 1 bedroom self-contained suite, 
Cs » T ‘ responsible young adults. Please Opposite 
s | anopy Lops phone after 6 p.m. 385-4933. ax Siencon Hull Park 
; — ST. CHARLES ST., NEAR. FORT, 
x S. J. PEDEN LTD. sunny and cosy bachelor Bue with 41 
7 PT AR fireplace. Singh ly. ). 383-9728, 
: { 386-3464 te ee ey. DE LUXE- SUITES 
mY 2855 Quesnel St. between Market Ee 7 UR 
and Topaz One block east ‘of SHORELINE COURT 2-Bedroom Suites 
Douglas. 1-bedroom_ suite, main furniture, Have 1 or 2 bathrooms 
$120. 383-3573. 430 Dallas Rd. Priced from’ $168 
10% NEAR NEW, TWO-BED-|SROOM SUITE, PRIVATE. BATH 


room. 479-5300, and entrance, Beacon Hilt area, $60 


plus utilities. 385-6454. 1;Becroom Suites 


Y . . 
40—VICTORIA DAILY TIMES,.THURS., NOV. 30, 1967)129 APARTMENTS TO RENT 


132. HOUSES TO RENT 
| FURNISHED 


HOMEFINDERS 

|$i75 — OAK BAY home av. for a 
couple that would like to rent for 4 
months. This lovely furnfshed 2- 
bedroom home has all the comforts 


jrent is electricity, heat and water 
|To_ view please call MARGARET 
WILSON 358-4712. 
Shirley Philps’ Homefinders Ltd. 


BRENTWOOD BAY 


Lovely 3-bedroom home with superb 
Seaview. Full “basement. 
area. Available Jan 1 to July 3i, 
1968. $200 per month including 
utilities. References. Call Tony 
Buckle, 656-3157 or © Brentwood 
Properties Ltd. 652-L14L 


HOMEFINDERS 
furnished 2-bed. 


Fully country 


of your own home. Included in the! 


Seciuded/ 


141 MORTGAGE LOANS AND 
*: INSURANCE 


2nd MORTGAGE LOANS 


FROM PRIVATE FUNDS 
WITHOUT BONUS 
At a fully disclosed and reasonable 


the date of loan to the day of 
payoff. May be paid off any time 
without penalty. 
1 CAN USUALLY OBTAIN A 
HIGHER PRICE for your second 
mortgage or agreement. VICTORIA 
and UP-ISLAND. Your document 
can be appraised for immediate 
Sale for cash without obligation or | 
arrange a loan against «%is 
document to save you money if ths 
plan is best for your circumstances. 
COUNTRY, UP-ISLAND 
AND GULY ISLAND 
MORTGAGES 
REFINANCING A SPECIALTY 


jcondition for sels. Prime location, 
geqi8reat potential, 
interest cost chargeable only from|of $90, 


{Wilis of Whittome’s 398-47 


144 REVENUE PROPERTY 


iiss Ty CORNER 
F ACRE 


joffer this older building in good 


store leases, riments above, 
plus @ spare ‘ot mt mort, 
000 can be assumed. ir 


will consider part cash and terms 
for his $85,000 equity. Good depre. 
ciation factor e this attractive 
for year-end purchasing. Sorry, no’ 
information. Listed exciusiv- 
with Wills of Whittome for 
$175,000. Phone for ap; ee, 
Whittome & Co. Ltd., 706 Fort St. 


145 BUSINESS 


OPPORTUNITIES 


28 UN?TT MOTEL 
tolon 2.49 acre with 260’ water- 
front in prime location with 


ASKING $195,000 


e| MODERN COMMERCIAL 


BUILDING 
3600 sq. ft. containing 4 rent- 
al units, Leased presently 
to one tennant, excellent 


COOK STREET 
5 SUITES 
Vendor offers tailormade terms and 


a price of only $30,000, for this well 
maintained, attractive, 


revenue producer. 
ASKING $56,000 


FOR FURTHER DETAILS 
PLEASE PHONE ANYTIME 


JOHN A. RELLING 


150 HOUSES FOR SALE [150 HOUSES FOR SALE 


bia Get tak as iE 


Cc. G. HEISTERMAN 


& CO. LTD. 
1121 Bianshard St 


COMMONWEALTH 
TRUST COMPANY 
REAL ESTATE DIVISION 


623 Yates Street 388-5155 


383-416] 


LOOKING FOR 
SPLIT LEVEL 


CADBORO BAY? FERNWOOD ROAD 


NEAR BAY ST. 
home, excellent 


close to large 
di lus in-law complete |pedrooms, basement, new oil 
bedrooms plus, ae heating, 100 amp. wiring, drive-in 
throughout. Delightful Targelgarage, taxes $156 gross. Full pri 


Stuart Crickmay 
ment to view. Res. 385-3170. 


3 apartment 388-6658 
: Have 1 bathroom home in Gordon Head. Available VACANT LAND AND lin the heart of the prime rental $12,500 
SMAL! CHELOR, ROCKLAND . 3 3 . 
120 ROOM AND BOARD os Hs, PACER or ote Priced from $120 for 3 months as of Dec. 1. Call— LAND DEVELOPERS” |#"2, Never a vacanc: Return, P. G. JACKSON LTD. cee condition All 
Margaret Wilson location and value e this an REALTORS QUEENSWOOD DRIVE Older oe ad 
WANTED BOARD AND RooM in|°S M4800 Make Reservations NOW Shirley Philps’_Homefinders LOANS ANYWHERE [investment _ opportunity | unequaled 631 FORT STREET CRES [rooms exira: Sree oe 
nice old Colonial home, midtown|ATTRACTIVE SUITE ALL SUP- Resident Manager 388-4712 Please call Mr. Thomas at in y's market. Pi SECLUSION—1.4 A « | timing. mS ee aa 
é Victoria. Central. heating, modern| plied, adults. 382-9327, MOVE NOW INTO.A VERY . STU PURCHES $47,500 <a orbes oF "root, pact 
plumbing. He no, smokes, | — GOMFOR? POR WLOERLY Complete information from comfortable fully furnished 2-bed- DOUGLAS HAWKES LTD. 85-6331 or 383-2484 Call sa 
ee Couple, private home. §15, #830524 PR BROWN 4 SONS LTD, |T00m home in’ Lansdowne ‘Slope|BI7A Fort St 84-7128; res, 479-6382|WILSON-PI ACERT AMOCIATES TATE WEAR Park-like setting surrounds this , 
F * . area. Rent for $150 per month until s } 
Elderly lady. private oot on msin|FORT AVALON MOTEL, “BEACON | 762 Fort Street March Sist. pe Suite 255—702 Fort St. OR ola eee Boge ting IT’S NEW — $37,300 ; 
Teor, ear ‘bus. Wil de laundry, 8e%-| HIN Fark, bus stop. Se-SEs eT Go MONEY AVAILABLE SPACE! MOD SHOP room, dining room and 3!sg69 sq. ft. of expert c ip 5 | 
5321. 2BEDROOM BASEMENT “SUITE, #170 — HEYWOOD HOUSE, 999 384-8124 ti . ; OR spacious s. Wallioweb lire fea! in this beautiful 
4 GENTLEMAN, TRAVELS, AB-|furnished or unfurnished. 388-7243. Heywood Way. Spacious | two FIRST AND SECOND SPACE GALORE! carpet. 3 patios, double 88T88e,Ihedroom home. From ee 
gg slainer, desires room and board in' 995 QUEBEC, SUIT WORKING MAN. b m suite, boi HOUSEKEEPING’ COTTAGES. RESIDENTIAL ° Ee Seite appointed kitehen to family ; 
3 private home. Victoria Press, Box|3c6 q3o9-or vi fter 6. bs Beacon Hill Park. Close to|Privacy’ porches overlooking beac! What a home! Ten rooms at least , Been call Mr. Blannin, res. 385-|Foom, living room, laundry area f 
; 414. winds shopping and transportation|jand ocean Low rates. Maid MORTGAGE LOANS — dandy location opposite ° the isting . and full basement, aes i 
£3 SS —— — SELF-CONTAINED SUITES INCL. facilities. Brand new building/service. S. Frits, Sandon, South Park. Solid shape a and the best of| Delightful decor and almost new evident. This home also has 1% ! 
’ MATURE LADY WOULD LIKE TO|tiitities, $110, 479-1851. all modern conveniences. |Hampton, Bermuda. MORTGAGES AND AGREEMENTs/|‘€rms. Try $3,000 down. —Cail| fixtures plus a good lease at $100 beths with extra roughed-in plumio- 
~ share her home with person or al Elevator, Resident manager. 3 OR 4 ~REDROOMS WELL HAZEL RAVENHILL,’ or} Per mo. including light and heat in tng in the basement, built-in stove, 
4 couple sharing. On bus stop. 385-)MODERN DE LUXE 1-BEDROOM,/s35 _ ROYAL COMMODORE | furnished modem home Sen eu PURCHASED 383-0076. this small store. Presently handling} VL. A fridge and dishwasher. 
6.7. $85; also bachelor. 382-4360 evenings. APTS. T!5 Vancouver Street. | ¢955 qnenth. Lease. References. 658: P R. BRO -& SONS LTD Shirley Philps. Homefinders Ltd. speustee: ladiss anions but adapt- HAPPY VALLEY and hall carpeting re el 
4 ¥OR FEMALE STUDENT IN|129 APARTMENTS TO RENT Watecee  peeedroom - suite. | $542.- 7@2 Fort St WN : and | lease cooperative “owner ee a 
q lovely home, close to University. UNFURNISHED Hill Park and town. Close to|WE HAVE SEVERAL GOOD FURN. ead ARTMENT “BLOCK. in = only $5,000 and will sell part 1.6 ACRES JACK KENNER 
9 477-6453. shopping. manager. lished homes to rent for the winter or at inv 
? ; 2p rental and condition. Low! $8,000 - $9,000. Good a; f offered is this 385 5155, 658-8410 anytime. 
ROOM AND BOARD AVAILABLE CLA 35° — ROYAL RAMADA|months. Apply 386-7521. BOORMAN 1sT AND 2ND : pportunity for] First time offer 
j | fur young lady, Esquimalt area. 385- PRINCESS PATRI - APTS. 55 Coole. \Sireet, | Nice INVESTMENT CO., LTD. PRR cs nasil Lepr am maintenance Moa wenn PE isn right person. original VLA property fee : 
4 7 wo. room suite. a > country living 
: ae shopping., Walking, distance to/tROOM, COTTAGE | OLDSRcent interest. Will purchase existing) {0f, $3000. Owners | wil oer BILL TYSON area. is mes | FANTASTIC SEA VIEW 
; ROOM AND BOARD, ELDERLY|Victoria’s waterfront -high- town and Modern fea-| Couple. Victoria Press, Box 411. and mortgages for cash OR give|Rouity approx. $3 ome G bedroqeas, Bving Toot, i, . 
people. Private, sink. 385-1136, 388-| ", : tures. Resident manager. cash if you wish to place a new Ist|<Giticjer ““eeegaog mos 388-4271 dining: room, with eat-|14 acre waterfront y; large, 
$544. rise apartment. All suites)... “"" parKsipe TowERs.|133 HOUSES TO RENT or 2nd mortgage on your rty. Square Properties” 154. 5 wu ing, aren. ee _vosemneet, | 20: Syeexcid bungalow, 2,400 sq. = 
} ROOM AND BOARD IN A WARM|with a view of the sea. 890 | Heywood Avenue. —Spa- UNFURNISHED bt EE. a 706 Fort Sect “| - Toom, Only 18, years old’ dnd 0) oie tres ty tee paentine 
comfortable home. Lunches packed, cious bachelor suite. Excellent solidate, Call KEN JENSEN,| FOR INVESTORS ONLY good buy at $20,000. living room, 15x30; open fireplace, 
TV, lounge. 132 Dallas Rd., $34-7201. . locat! Walking | distance ie ESQUIMALT, LARGE OLDER/ISLAND HOMES LTD., ° 38-7545, \ large di room, spacious kit- 
a Studio suites $95-$100 Beacon Hilt Pare” Reade | ome? Snr «dy 06-6208. Hagar & Swayne have information chen. Fully devel 
E GROUND FLOOR ROOM IN AN sarees r ‘ACOM esident |used age up and down plex. We on a number of fine apartment and HOME AND BUSINESS ALSO — 1595 ACRES rec. room, 12x27, fireplace, 
i. man ‘Best home for elderly gentle-|1 bedroom: suites .-$113-$139 manager. would ite a sel. gO we, are ccmmercial revenue properties that! By Te SHORE plumbed for washer,, dryer, large i 
: 2-hedroom suites -.$158-§172| call Rental Department anytime operate with us to show prospective ss pnow Sarenent febres. Tee. are Ad of] trive-ia sarape., pins doable. cap" i 
ROCCABELLA, CITY CENTRE, 24 3-bedroom suites -.$238-§270| BROWN BROS. AGENCIES LTD. |buyers through by appointment. We have lots of money telephone Rt, Seattergood or se} OF THE LABE~ Jevel cleared land, | fenced and pee bs  parly Tossession. Full | 
cuisine, Vacancies now, 385-9030. 1125 Blanshard Street 385-8771 days. Home is for stove and for First and Second Alan, Hagar & Swayne |One rey hilist see this most cating 5 ree ead to ccs so.5m. cal a phim ga 
= SHARING ROOM FOR -YOUNG| ~ From 9 a.m. to 9 p.m. per month 150 ‘Vacant. ‘Reterences| mortgages. ao MERCIAL BUILDING —cury|sppreclate "whet “it has ‘to ottes gapable of handing 9,000. hinds |soo ss 
; » Cook i i : CHARMAN ; bout : 
distict sees, Oe or! Resident Manager PRINCESS PATRICIA _ |feauired. paige conse approximate 4.00 0 Sl ttephone rat ta Miu) “rot gor 150 ngee| ay oe “palt’on this parce 
z —_—_—_—_——$—$—<$_—— FY je — — new offices sore. »! 5 ] 
é ROOM’ AND BOARD. mane 701 Esquimalt Rd. ian Se Toomey a bedceone | FAIRFIELD REALTY L7D, _ |$90,000, net return $8,260. Mortgage |wasee standard, than’ just anereee| These two. ‘listings may be FAIRFIELD 
& 385-9253. ‘ automatic oil heat, gas range. Near az at 6 per cent. 388-471. higher anand accommodation for a grocery ly, or together. |ruurious new home. 3 hegenomns, | 
' EXCELLENT ACCOMMODATION 701 Esquimalt Rd. a pele em, eultes available 0| schools, buses. Adults only. $100.|_ sore proprietor. | Added income} jy" complete information large separate dining. roam, 3, | 
. for retired singles, couples. 385-1814. inner waterway, city Juan de Fuca a atesd to Friday, 8:30 NEED CASH IN A HURRY? 143 BUSINESS Poe ‘operated fog iyving as ; ‘ and fall valle’ bathe dove. Largs | 
? ROOM AND BOARD, LADY OR ‘Prices fom i No S103 her month. Ye OE a el 7 OPPQRTUNITIES Week. “Potential REAL MONEY kitchen, sun deck and drivein | 
student, share home. 479-3518. NORTH WEST TRUST Re ed OLDER TYPE HOUSE, § BED-| WANT TO SELL YOUR = MAKER | for anyone | willing to BYRON PRICE garage. 5 | 
ROOM AND BOARD, FAMILY!717 Fort. St. 386-3534 90 a.tn:.'to: 8 pain ment or garage. Close to school, MORTGAGE? CAFE and ees ot $55,000 FORBES or TOOTHILL 
x bus, i ntre. 1355 = 220 1314 Quadr 385-2458 
4, home, men only. 382-3420. or by appointment, 362.223 | Vining St “Apply eal’ Ba Beet | Have cash avail able for the Located on Trans-Canada Highway. Ce. a oe Sradel. Quadra 888-5155 Res. 386-2908, 385-8085 .: 
ROOM AND BOARD. MEN, HOME 10 am. to noon. $100 month.| of your m ick decisions. |On the Island, $4,500 * |Byron Price, 385-2458, | 
privileges. 383-8700. HIGH RISE COMPLEX = Security money a must, references.| Please contact B. LAWLESS at 38. GROCERY ‘STORE | KING GEORGE TERRACE! COMMONWEALTH 
ROOM AND BOARD IN PRIVATE NEAR DOWNTOWN De Luxe 1-BR. Suite BEDROOM HOUSE, FULL Coes aly Dae Ang”S,2°4| Pius 3 self-contained suites. Small|146 BUSINESS OPPORTUNI- GLAMOROUS SEAVIEW! | 
home, Oak Bay area. 384-6951. oes pe All Modern Conveniences basement, “dining-room, Gak floors,| County ean, tid. Ato 200M! operation. $25,500 TIES WANTED : BUYS, SELLS AND | 
4 KIND ATTENTION FOR ELDERLY Siege Lovely Outlook Over baretor. “Close’ to. school, bus, MEAT MARKET ewe “ayear ine Feynote - eo TRADES HOUSES! i 
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Lo ey ee eee sep. dining room, 2 bed- of furniture. There is a din New price is $27,500, It is|feoms and tpce. colored bathroom paucchen with Jots of cup|kiichen with biting. 3" spacious ee ee 
IF rooms .and den, vanity} PLANNED FOR ing room and an especially) , pleasure to be your irene eae po 9 — basement with an titsaolive stairs: Sete La TAINED IN-LAW] low ieatertee: Large living 
de bathroom and the PRET-| IMPORTANT PEOPLE nice modern kitchen with a 388-4401 or 652-|Teplace and bar. Oil hot air)Tumpus room which wit be com-|SUITE. Lge. rumpus A gg ons a yg mg 
you are lucky to be first s hostess, heating. Double carport. Lai pies Ee ow) pave another bedroom, and anot! , piece ann eee 
9 TIEST, COSIEST kitchen. dining area. Three  bed- 2090. grounds with plenty of room for| 82 ,NEX YEAR aa “POUL! HAVE bathroom. There is  aiso an] — kitchen with combina! nee: 
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eas, im teem. MRS. Mel cequate space and. convenience a this f 5-bed-|Comer Government and Vie See RESTHAVEN DRIVE, features, family quam, leds Bulag] Pies inne or re, Senge 
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| with easy terms.” pee inaintenance ‘nce jt was Duityjax|i a beautiful setting, andj floor, 2 upstairs with room Dedroom, cedar, iting tut on| MSs Se Sn IN RDON HEEKD 
BARBARA HUNT, 388-4271 anytime. exeellent buy. Stucco completely ‘and artistically *finishea|@S*ing only $21,500. Se? : CLARKE & WALLACE |A ‘special feature “ot Sis home is]! RETIREMENT BEAUTY Country Atmosphere 
bungalow, full baserient, and out. 10 rooms on, two J. P. H. EVANS 7! Large entry hall with ear eriian the Movely mahogany cabinet kit] oe 2 VANITY BATHS 
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ped rou wi tT oT ~ 3 a 
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chen swt lots ot xs Full JESSIE McGRATH venience and value it offers for IN-LAW SUITE ' : : 7 aan $15,000 ee ‘OOM: 
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: 3,000 $26,500 at 7 a rclusive Just 12 minutes from SHELBOURNE-HILLSIDE heat. 
sengole 4 aie ano se “7 ROOMS" may be. assumed Lets talc, trade acl pangaioe Tpastic  awnings| THETIS HEIGHTS One of the best consiructed homes| of Toom for big iy stated Fully Furnished PRICE, $24,500 
money wisely we want this home to| FAIRFIELD with your prese just call! wou! verve € ually well as ai3 BEDROOMS - on the market today, R/O spprox. 1 acre, 5 years TED 
be in excellent condition and be of wees MR. GREENE "3854086 ret bedroom,  2-bath- BE! DOUBLE” PLUME bore Fuease no-step home is : 
ood value, | home. Main floor| $16,500. ING, LARGE REC. ROOM and ' immaculate in every detail and he gre gid call 
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DEAR FOLKS bungalow would suit larg- QUADRA-KINGS utility, electric kitchen: Suite has ' ‘ cluded, on tat Clea as 8 pin : 
tamil and|ONLY $10,900 ivi ‘ Top| to sell! If you have been $24,900 HILLSIDE SHOPPING Nag beri . ES 7 
Please forgive me for having reaa| ¢T family or home condition "Phone today. Price] looking for a home you Mrs, Wallace and Mrs. MacWiiliam ea schools. outstanding buy. Bill QUIMAL 
iisted be ee aes net has revenue, Full bamt., soca eemrecen” Mai nu ed al z =. Cc. WARREN: will recognize the value|™ SS-STH anypiene. a CENTRE Hughes, 386-42¢. HOME AND SUITE 
i ce e s . . . 
ised 9 verys oo asked for.| Oil-O-Matic heating, Large|city? See this! All new cabinet anytime) here. Three large bed- LOW RANCHER This is one of the most desirable -OAK BAY High, secluded location ai 
aie ca wilt ager tate nt t| ving and dining rooms 4si"Susroom will serve as_den of rooms (all twin size), home within "walking distance: from 415.000 she and ‘raee wilh View of 
* ye . y 
exceptional and below replacement} and large kitchen. ‘bag sewing | roam, a monte FA A eee. ie eee ey company size living room, Lovely pier ig yg bath. this centre, featuring, a very nice| 4 , OOM heat, struc. style : ave gee 
Value at -* rooms, Rear entrance. |"At_ Modern eee a a di fireplace. Cabinet electric|fsne fas a full basement with a[/tUrally sound, | but could | use| good living room, separ- 
$21,500 A zs ee ee Cah Cane ¢ notty pine dining room,|iilben with large ealing. area. Hot ee ee ee ee be . Bill Hughes, ate large ‘kitchen, 
BILL. MOORE Asking $15,500, $3,100 ANDERSON now, 38-8128 or 477- P. R. Brown and Sons have cabinet elec kitchen, and) water - ae ar one laundry area and drive-in garage. 4 pie! ar and Legend 
382-4119 ~ 388.4971 down. To inspect, Dhone | 2994. mortgage money only 5 years old. Value ae eee ae aa oe a ag ae CENTRAL SAANICH and drive-in ra Self- 
385-6741 or evenings 383 always available. you can’t beat! Full 8’ Asking $21,000 throughout, and. is fast bas contained legal bachelor sulle is 
oS is. 5884. CADBORO BAY ~ aieed basement. Carport! Sun-|Piease phone Mrs. Wiitermuth, 365-|S#l¢ at only. $14,500 with excellent Rg 1 This entire 
IMMEDIATE OCCUPANCY J. D, SMITH SPLIT LEVEL siempalsars deck! S74 anytime. Teas" wviog in. in ine ming. em.| property, ie wel and 
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Christmas? if so, T-have a-terrific [91,000 DOWN Set on a delightful lot.) F. N. CABELDU . ; GEORGE RAND LTD. NEW LIS' iRAHAM, 
. ft. 2 ALL : 
bay a ag bis a sannn ‘aie Consisting of 4 bedrooms, Shrubs, lawns, he wai ty 1212 Broad St. 383-7174 GORGE 2-bedroom home with a full base- E UP’ S PARK 
super workmanship, Tals distin! large living room, family) 5" VINE room. dining "T.’’| Established Since 1800 $17,200 384-8109 ment. Ideat ee aera mole | GARDNER AGENCIES’ | pout Pitan 
fveplace and fret qumity, weinut| size electric kitchen, Newlin room, All drapes in- Imagine—1,220 sq. ft. of on in exoepuonaly good condh ee Yor 3 STREET RECREATION ROOM 
room, Unree large s with 2-| Oil-O-Matic heat. — cluded. One of the “hard WATERFRONT gracious living, all on one gerne $1900, To view 385-1448 This is.» home ‘and s-tocation *> 
Minor Natnoome on. main for. weil credit required. Priced tol. ina homes. $29,500—flex.| _.4 MILE CIRCLE floor. Homey, bright liv-] OVERLOOKING CITY  |ewt,RON “CROW, 386-856, “Ses-485 which will sult the needs of the 
planned bright modern kitchen with| sell at $13,900." Contact ible terms. (384-8126, MR. UNOBSTRUCTED VIEWS ing room With dining area, 3 BEDROOMS SUPERIOR ge cay. a) near-by 
Double car carport, paved drive-{ 385-6741. SIMPSON, res, 385-7369. Ex-|Situated on a quiet culdesae in| “hardwood floors. 3 bed} 00 fe WORKMAN the children, A ‘boat In 
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lowe! a king ‘BRIG: ine, : jmate i wing 
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SUBURBAN COLWOOD 


SUR PRESENT HOME. 

Like ” chat about this? I'm as 
close “as your telephone! 

BILL TYSON, 388-4271 


eee 


ESQUIMALT 
2-3 BEDROOMS 


room 
: oy 
Se TE sat wee out cont 


“3 BEDROOMS — $1,500 
DOWN" 


\"BY THE SEA” 


An excellent investment. maRD or MR. ANDERSON, 384 


$27,900 Call 385-6741 or 386-6233. 
BILL, MOORE DAVE NELSON-SMITH 
382-4119 388-4271 YOUR BEST 
deters “SPECIAL” CHRISTMAS GIFT 


If you are moving to the A BRAND NEW HOME 

Colwood area and do not wealinsan Goud ‘ithe at as 
view this new, quality ius Banal) manvitc eet) 
. built family home before mos to everything ae coRDoval iS 


New Homes BAY. We are red 
you buy YOU ARE MIS- at prepa - a 
$19,500 — $25,000 SING THE BOAT! To view| present homes as our i 
jion 

Are you FORWARD THINKING? call “—ee or 385-9664 Len gear hg ee a rae 
ANGY ta MAY OR JUNE:| 2nd ask for stmas Festivities Accommoda. 
will on lot on TERRY LAING tion offers 4 BEDROOMS, 2% 
aie ig rake soe oem, ee 

depending ” ean aE OR “MINI?”” a wioch “include large 


For a $mall home at a 
reasonable price don't 
miss this little gem on .75 
of an acre in Happy Val- 
ley. Call 385-6741 or 385- 
9664 and ask for 

TERRY LAING 


1500 
Today's best buy. Don't miss it! 
Call dene MR, GREENE 385-0795. 


WINDSOR PARK in 
(South Oak Bay) 


—is Just around the corner from 
this ae 


electric kitchen. 


need 
— bac! 0 for antique fur- 

Good, large, family home. |syings Ts iieg | room, 
Completely ~ redecorated. |living room with fireplace Brags an 


Wired for electric stovelupdated with wiring 

and has automatic oil heat. Seed Copper piping. Moderately 

Immediate posses. |" Fics — Clear Tite 

sion. Full price $13, 900 erly woah 

Phone 385-6741. 
DON FRASER — = 


OAK BAY 
PANORAMIC ‘C-VU" 


a. 


were and hay 
they moved into me just 24| 2 bedroom, no step home, 
z Flexibility 1s keyword 
Tm at and) ideal for a retired couple. rd cimmaclately Kept 
have nice ing to] The lot is well landscaped |"ith rr Sot 4 be comprises 
and an extra bathroom and the home is in top|bedrooms_ and 3-room self-contained 
4 leg? notch condition. $11,700. |excetient wi 
randy jo Sng S. a 41. at Bving. room ith fireplace, 
States and can't take me 385-6 and spacious kitchen with a 
nay og St n't Tepiace GARY CARLSON utility room. Offered at $35, mith 
Call JOYCE Tex sae “TRADE” P appointments _ tc to oY se call 
T7-81e1. ‘This is the’ first 479-73 you 
T've been offered for sale. WiLL BE GLAD ¥ You, DID. 
Bes Vendor may accept older 


DRIVE BY 
255 LINDEN AVE. 


REDUCE iy Eon $23,500 


sk MAYBIE, |'388-4271. 


DRIVE BY 
41 FINLAYSON AVE. 
2 betirm. anaes ut 


lace, elec. 
A f to" view i inside call 


‘with 


SKGE 
eee 


igual Family Home 
400 


2 or 3-bdrm home in Fair- 

field or Oak Bay in trade] PRICE ‘REDUCED 

on almost new 3-bdrm 

home in Shelbourne area,|Owners want action on this beautiful 


477-2270 peng any: peduced: tn the price ake 

FRED OWENS it. the best on the market 

“ * 2 complete bd if tose chcareny 

cre Sims Set ot tectams Has 
Vendor willing to trade|could make 


comfortable 2-bdrm, full 
bsmt. home, 


farm in Central Saanich. 
477-2270. 


FRED OWENS 


EXCLUSIVE 
“TRADE” FAIRFIELD, HOME 
Vendor eager to build |Attractive | bungalow of spacious 
under VLA, will accept|bedreone, i 


acreage in Brentwood area|Sen ,! sheet wath, ttt res Gean 


$19, as part A mg ol on his|« Aa! comfortable ee 
comfortable 7-room home F Rr = asere 
This te tigi Haine tn good in. Mt. Tolmie area. 477-\% ext pee = 
bo yp l land” the convenience of 
full basement and a lovely lot and FRED OWENS _[lane. About i) yards from Daitas 
and a boat it's cilate and |, tion and close to stores. c 
tifully ™ and = you|"" THE COMFORT” and refrigerator. — Price 
Should not miss it! $0 | Ky reasonable terms. 
3B, ‘ Of a darge roomy home is Agreement of Sale at 8 
JIM LOBB, 388-4271 in this 7 16 fern (Ck. Se ance Taxes Sao 
evel fly residence. Large rn, W. JONES 
BEAUTIFUL room with open fireplace; 17, Evenings 383-8303, Leach 
THREE YEAR OLD! nice sized dining room; |*™ Sar Lid, 1119 Blanshard St. |—targe 
$23,500 and four -bedrooms. Cen-|Also love Tidor type home of 12|—Di 
: tral location. Asking only|somtic sd OM gh Beg 
You > will want enjoy Lees $18,900, For full particulars\"®™: Price FES 00. 
We erie Ste tsine| Smt. appointment to in- 
which make. this mn, 3 spect, call NOW, 385-[° 
home so appealing! i te on 6741. REVENUE SPECIAL 
fine axes) aso please] = BETTY McELROY —=[f0me, and Income Langford. 
Al contin: Bue topped "drive 
LOBB, 388-4271 . Carports, 
ss HOMES ranges, OO. “urances nearly 
—— DIRECT FROM BUILDER |!°r, 100 per. mo. Other t for 
et te pe ee 
We can make  arcangements  for|W hd vi. fo tari 2 aes Ramsdale Mr, Newton 
oe sens mee, teciee 1 brooms. Well located for schoois| We 382-0870. 
qhovee fom on Rd, This is university. & 3-bedroom 
one of the eg ty EE a 
Froereesibe sree oe gnats nice quiet treed ‘area. Handy for 


J. McLAREN CONST, 


financings ere is ae a. sieas Ge ; 
tree HOME, JUBILEE! Charles Morris—384-4224 ui as 
ae Denson. m PP, Ee. per of 1968 MODEL HOME YOU CAN 
ick tenancy, Se turn. “avail! REESON & PINCH HOMES| HILLVIEW AVE. OFF TORQUAY 
477 
EALCARE a . ia Ee ep 
Foc Eg le RRA RI A I SA ae 
3 
~ 3 


OAK BAY 
3 BEDROOMS 


Lovely family home situated close 
schools, 


good 
inet iitehen, wired 
and dryer, 


aces $28,500 
Ye arris, $8204 or 477-298 


“ST. ANDREW'S DAY 
SPECIAL” 


ARE ZOU jon ESOME 
company 


and ? There are 
re all around this 
brand 3 home in| 
one of Colwoad's finest dis- 


ARE YOU IN LOVE 


NATIONAL TRUST 
CO. LTD. 


DRIVE BY 
1187 COLVILLE ROAD 
4 BEDROOMS 
Bright ape aig | toom, cabinet 


ini 
Matic 
yard. 


THE BEAUTIFUL SEA 


GE PARK 
peat seers ee 2 say te. direct 
Thome ina superb location? ‘See the 
ever c! of sea 
from major room, See the 

ity of this 

home with it's full 

And all, 

consider— price of only 
500. Even 80, owner 

must be sold. Present L 
offers. 


area. Catpe' 

in the me: bee 

oak similar homes. 
TOP VALUE AT $39,500. 


S. W. ANDERSON LTD. 
Res. 382-8917 
PRIVATE SALE, sym th Mee 2 
bedrm Californian type ranch 
pas 1960, ae nid 
rougheaut, iv luced 
to illness. ‘snr. Dead end 
large lot. 479-3615. 


owing: 
street, 


at least — dandy location 

opposite the Park. Solid 
shape and the best of 
terms. Try $3,000 down, 


SHEILA’S SPECIAL 


Do you have good credit? 
Can you afford $725.00 to 
* put down on this older. 
home which-has been com- 
pletely remodeled and will 
make an excellent starter 
home with 2 or 3 bedroms, 
modern kitchen, large liv- 
ing room, new wiring, 
plumbing and oil furnace. 
Full basement. A good one 
to do through CMHC. No 


2970, 
SHEILA RINHOFER 


$3,000 DOWN 

TOWN and COUNTRY 
Gleaming white stucco 
home. Living room 
fireplace, bright modern 


basement. Top condition. 


477-3935, 
MARIE STODEE™ 


young charmer set among 
shrubs. Living room has a 
fireplace and kitchen is 
comfortable. Separate 
garage. Hurry—this won't 
last. 388-4401 or 478-2459. 
SHIRLEY WILDE 


GORDON HEAD 
$21,900 


_here. The living-dining 
to kitchen with eating 


Basement with rumpus, 
laundry ‘room and_ fire-|<5; 
proofed. garage. Come and 
sSee—stay and buy! 
388-4401 or 385-9966 
JANET SLATER 


VICTORIA 
REALTY 
LTD. ye 
116 View 882-9145 
aah 


What a home! Ten rooms’ 


kitchen and sunroom, 2)[00m with ‘replace. 


kitchen, 
good bedrooms, Full down Livi 
x ink hemreams, cake — roll eC bath- 


Asking $15,200. 388-4401 or|Unit) 


Within 6 mile et emang |? Fort Steet 


taxes 
There's a feeling of home w- 


room in line has W/W|pench | 3 
over HW floors. AH 


food-sned bedsoome |e FER GEN cas ae 
£0.0'd- sized bedrooms.| Sib OR PAID OFF. 


5 BEDROOMS 


One of Victoria’s finest homes on 
1% acre WATERFRONT. Den with 
fireplace. Rumpus room with fire- 
place. Games room. 3 full bath- 
rooms, Patio, sundeck a) fuxuri- 
ous swimming pool. Hot water: 
heat. For price and easy terms call 

Allan Klenman, exlusive agent 382- 
tess (nites) or office. 


GEORGE RANDALL LTD. 
TS? Pandora Ave. 


24 HOURS 


BROWN BROS. AGENCIES 
LIMITED 


385-8771 anytime 


324 ISLAND HWY. 


drive-bys, 388-4401 or 385-|1 have just listed a very nice! Se eae 


mature two- ym 


galow for sale in, the View al 
area. The full price is $14,000. For 
i ition please. 


‘orma! 
raves at 385-8771 


Stucco up and down 
choice area, 


Gait) eric nn terme 


Exclusive Fa. "Please call Mr. 
Lawson, 385-8771 anytime. 


RITHET AGENCIES 
LIMITED 


VIEW ROYAL 


IDEAL epg Ny HOME 
NO STEPS—12 OLD: 


NET TAXES ONLY $6.00 

two bedrooms, bright 

Cecile. ehchien and living room 
with cozy fireplace. 


$14, 00 


— _A. MACFADYEN 
: Nite or Day 


P. G. JACKSON ~ 
LIMITED 


REALTORS AND APPRAISERS 
631 FORT STREET, 388-6658. 


Four minutes. from city centre. 
Beautifully finished in most attrac- 
tive style. sea and 
mountain_- from all 

recms. Extra large living room 
with stone fireplace double 


« ? 


VICTORIA ‘DAILY TIMES, THURS., NOV. 30, 1967-412 , 


it's. QUALITY seek, call ALF Dining has corner} -Developed’ basement ideal for 
‘HER, pee dan eae elgg a games and parties. There. are 
EE ee a closets with lights. Lovely 4-pee pe Mme ar pe Bd 
- bathroom and then what every| cing ig believing. Priced at 
ARE YOU SELLING? _ [forte quanis, special leuniry oe 
large and lovely family kitchen. Cal ROBERT J. MIKITKA 
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1 Rae AD eee ny ong pales oer cal neehegoad _ SALT aPHING LANDS LTD. service club and was found in after described election zones of School District No. 62 
4 METCHOSIN Maney Benen oes Pr aig Over 200 ft. of road frontage, lovely Ganges, B.C. : ; session after his o < ti 
. i Re , , 7 secluded building. site with pano- Phone 537-5515 or 537-2154 Sauve’s pos: . (Sooke) that Polls have become necessary at the election 
3 acres of woodland seclusion in Attractive WELL- Shirley Philips’ Homefinders Ltd. i * ired drivin The 
= Tate aeeern OMe. arrest for impal! Leia. now pending, and that I have granted such Polls; and, 


TO THE S 
a developing area near Happy BUILT full-basement FOUR-ROOM 


hacer Por coe STUCCO BUNGALOW /plus TH ae F urrent -with a ‘ 
para v.00 For | GAR GARAGE DYAND HAY | $8,950 5 jail term is concurrent bse further, that the persons duly nominated as candidates at 


| 
| 
: details, call Mrs Fraser, 477- . STABLE AND HAY 7 eke e a } 
« BARN. All outbuil WANTED SALT SPRING he is already : . 
1411 or 386-3231 BARR. AM camitings te in be PHIL SIMPSON, 306-7521 SEAFRONT ACREAGE burglary term the said election, for whom only votes will be received, are: 
i ry BOORMAN INVESTMENT Co. Ltd. ‘ 
sj FINE FEATURES that MUST BE 2bedroom_ basement bungalow. ¢ serving. \ 3 
SEEN TO BE APPRECIATED. Out- Some seclusim. Up to $16,000 ° 9 Acres with 200 ft. frontage, good BELMONT ELECTION ZONE " 
= ottawn owner MAY CONSIDER mostly Pome Finlayson of, Maple- NO FILTER B OR aoe fom to nice Se ee NOTICE. TO CREDITORS ‘ : 
} E TRAD) your Victoria property, wood. lease “call MRS. K, ED et-ty hom mezzani ™ 5 q 
TR 7 e bedrooms (4 up and 1 FELIX NALEPA, DECEASED, Surname Other, Names Residence Occupation 
A. BERNARD & CO. LTD. | TRY YOUR TRADE, Putoprics | feiss hoane ti, SST or SEPTIC TANK FIELDS down), Wis tes with “DAD “Spce |" ato known as PHILLIP FELIX |] pourreR FREDERICK H. 808 Brock Avenue Shipwright \ 
| FORT AND BROAD STREETS, DEAL ON -THIS: CLEAR TITLE $ REQUIRED vanity, bathroom, jiatge living, rooms NALEPA and PHILIP NALEPA- late Victoria, B.C. 
| 384-9335 Dial Clift Stretch Sen 9145 bi eS WANTED ae ful view from large picture windows. ye! nod 1S HEREBY GIVEN that CANNING ALBERT 3340 Wickheim Road Academic | 
} 7436, Victoria Realty Ltd. A SIDNEY AREA Consider a i-private lot 75'xi32" Electric heat, duroid roof, natural NOTICE |S others having claims Victoria, B.C, Instructor | 
: in a nice city’ neighborhood — the cedar siding, concrete foundation, . {credits 92% 10 of the above deceased cook DARVIS W. 1076 Jenkins Avenue Plywood Employee 
DAY OR NIGHT ——————— SiGedroom ‘home. with hasement buy of the week ‘at $4,500. Call tio under roof and water supply the estate Send them to the Victoria, B.C 
| . Preferable, Could be older home ¢ SIMON -FLETT. Johnston & Co. From_drilled well. In addition are heréby required to at 207 : 
H SIDNEY, B.C, pm sider e Ltd. 385-2471 anytime. from drilled wyed guest cottage on |undersigned Martin, & Martin, DRUMMOND HOWARD 2718 Sooke Road Quality Assurance 
| POSSESSION DEC. st-—~:.} BILLIARD SALON, SNACK BAR wl Canes “newer Sea ——— the Mremises, Priced for quick sale- | Alexis Building, | 895 phy Victoria, B.C. and Safety Officer 
; it *| AND BARBER SHOP pre OF ik apete. enmioe REDUCED TO SELL at 00. Contact Mrs. Ellen |toria, B.C., by the 2ist day of bor 1 ICK J. 351Glen Lake Road Retired | 
7 OR 8 RM. FAMILY HOME G i Byron at Douglas Hawkes Ltd., 817-4 | ber, 1967, after which date the ext WILLWAY FREDERICK J. 3151 Glen Lake Roa: 
HIGH CITY VIEW LOCATION reat potential here for man Frank Whitfield, 385-6741 « pe fe the said estate al zg Victoria, B.C. 
and wife or partnership. Northwestern Securities Ltd PRICE ONLY $3950 Fort St., Victoria. Phone 384-7128 or | wil] distribut moni 
Stucco exterior, 14 storey, thru equipped Stable billard hall, es ——— (Res._ Ganges 557-2006). the. persons entitled ‘berets eit then - 
pall Pan” Sepince aap ding ee et ee CASH a od bearomg Sare geee SALT SPRING LANDS LTD. avi os KE ; 
room, small sewing room, spotless yeate cd Pa eiag ed $15,000 TO $20,000 Seitly: So ne 9 gg 4 Largest Gulf a aa DATED this 14th day of November, Such Poll will be opened at the following places: 
or ga rg nee building 46°x88" with —sz00d For 2 ot S-bdrm. solid home, with build, 3 new homes next. Bek hi Caneee = 3 1967. GLEN LAKE SCHOOL METCHOSIN SCHOOL 
milo oil ‘hot water fornace, "aul, leasing arrangements. Valid or yelthout, bunt. reneired for Th a C. WARREN, 385-3435 , MARTIN & MARTIN, ‘ : 
laundry, facies, work shop and ar Ga Ginnie ten Gorge or any. other” ean P. R. BROWN & SONS LTD. sopclins, oe ithe. Sree COLWOOD SCHOOL MILLSTREAM SCHOOL 
garage. Substantial down paym handle, bal- Close bus line. ; e : ; : 
on total price of onty Final dabcieni aaa te ail Me sot Houston, Byron Price, CAR FOR SALE? SELL IT Se HAPPY VALLEY SCHOOL SANGSTER SCHOOL 
$17,900 Financial statements and in... | 385-2458, aiytime. - VLA-PROPERTIES THROUGH CLASSIFIED NOTICE TO CONTRACTORS anions aaROOL 
Exclusive Mr. Seeber buyers. For information con- y I have several good open proper- 336-2121 SEALED TENDERS will -be ved 
FSE98G5, res. 58527, tact BOB SQUIRES OR BOB THINKING ties, half acre to 5 acres, qualified SEALED, TENDER ine construction ae —— 
: ALLEN, 3860514. for VLA. Price $8,500 to $4,500. ] of ADDITION NO. 3 TO SHELBOURNE MILNES LANDING ELECTION ZONE =n 


Alsu some good homes on half acre 


of selling your 2-bedrm home? I 
y * hav h te to 1 acre, from $12,000 t 
SWEEPING SEA VIEW _ THE YORKSHIRE & CANADIAN}. Mave, «aan ete randy to ae Sra gon See eet taxement. | DEPARTMENT OF PUBLIC WORKS, |{frame, five classrooms). spain “corks waned oy emlate 4 Ooeahatiin ; 
and seclusion on 200 ft. WATER- 73 Fort Street AR a a esa They qualify CANADA - Drawings, specifications;-Tirito bidders BARTANUS EMIL JOHN RR. 2 Logger 
FRONT feature this modern home LANE, 306-745, anytime. B.C. LAND 4 TENDERS yer and aera Contractors at Victoria, B.C, . 
on Ten wee Large. BY. re 381-4962 D. 1; Macdonell 3885555 | seaiep TENDERS ADDRESSED TO] {h¢ available 10 oct Marshall, 9025 Cor-|| MacDONALD CLAUDE A. © RR. 1, Retired 
With, Creplate. Sone Se ane, DEEP_COVE SEAVIEW ae CASH CLIENTS es The Manager, Administrative Services,| oy_ Bay Road, Victoria, on or after Victoria, -B,C. 
electric kitchen with wall oven. Tranquility and Delightful Country | Will pay all cash or cash to mort: CHOICE LOTS ét Public Works, Canada,/19:99 a.m. Monday, December 4 tees WICKHEIM ARDIEL = —=—- RR. 2 Farmer 
Basement with 2-pee. bathroom, Living can be yours in this charm- gage for your 2 or 3-bedroom ‘home 7th Floor, 1110 West Georgia ‘A returnable deposit of Twenty-five Victoria, B.C. t 
den, fireplace and drive-in garage. ing two. bedroom stucco bungalow. with basement it possible. Call Vancouver 5, B.C. and endorsed) © UM ecig) is required for each set 
leat ena | Mine aimae emo auers | Tote Wag acsal a asca | Laur muline te, Meads [ARSE OE Scena moap ela rn once Sh Sn 
cal luplicat al ice. acres of, beau’ seaview property. ’ Bid Bond in ~ ~ eee 
2. “| Good: catbandings,, ame many _ciher ela Lt onde ane Hiking “WALTER CHEK 68-5051 7. will be received untit_ 3:09] must be accompa! Nn binds the Such Poll will be opened at the following places: = H 
$52, features. including’ a duck. pond. A ; : PST), 12 DECEMBER, 1967, |the, form i 
PG ringer features Including & duck pond. A | {wit BUY YOUR 2 OR $BED - Pemberton, ‘Holmes. Ltd. Fe eee ecm of tender can|tenderer and the surety in the | smite JORDAN RIVER SCHOOL SHIRLEY COMMUNITY HALL 
E. H. Jeffrey, 477-1351 as a subdivision. Good value at room home immediately for cash. See ees be seen, or-can be obtained through the| Th ’ PORT RENFREW SCHOOL SOOKE SCHOOL, 
$29.00. ‘ if it’s suitable for rental purposes. - bove DPW Vancouver the time of tendering. A Performance SASEENOS SCHOOL 7 By i 
‘ For fast action, call my ‘agent, ey, d and a Labour and Material Pay- =e \ 
4 BRAND NEW PHONE EDITH SxiitHl Sele Ellwood Nault at Newstead Really EAST SOOKE To be considered each tender must be| ment Bond, each in the form prescribed, 3 
uimait, aren ot Admicals an | — 2 eee meas sen vie, crn tom | made on he tes | mast Pe Wot ie emu || meee mn eget Sec ne Hema ea eee ine | 
E: alt area imiral nm be ERE SL a prs marge wa 5 water, > jor awal a 
excellent. family home. five years : NTW | BUYER FOR YOUR HOME ON with EASY at only $3,300. |the conditions set forth therein. ors "cheques will not be accepted. - afternoon, of which every person is ashy Yogblces to) take notice and | 
oid in first class condition. Sunny BRE OOD the Lansdowne slope or area. This | ‘Call GEORGE CHAN at 396-2955, | The lowest or any tender not neces: ; ‘|| © govern himself accordingly, B s j 
Contractor's attention is drawn to th 
living Tom “itches wah bullt is Properties Ltd. Se se wae | pexatess Salus my See , clause in Instructions to bidders on de- ELECTION ZONES in which polls will be held: 4 
oven and range, refrigerator to 7183 W. Saanich Rd. Novihwestern Securities Lid jo ACRES CLOSE TO TRANS- D. C, KERR son pository bids. Belmont. Election Zone: Comprising the former attend areas 
match. three bedrooms with double | eon on Westar ime = Canada Hwy, Cowichan. Bay. oe rmmstratiee ‘The lowest or any tender will not ne-|} of Albert Head-Metchosin, Colwood, Happy Valley: and Langford, ‘Two 
Fada al room. semen r twood y a WANTED—OLDER. HOMES NEED 39,000,. Law down payment. . r cessarily be accepted. rustees elected. 1 Poe S 
with fireplace - downstairs, ‘ \ Ing repairs between $6,000 and Waterfront Aye. Sign on ew out on the Milne: Election Zone: Com the fo 
Bggiggere A mat soe | fon Droperteg and insure, | Be a eeu be | EF Sit eat Ber eee ee a a 
: : ; ; . ; ed to the und ‘and deli to frew, Muir’ Sooke. 1 
$22,900 = aELLinor? = SEWER PUMP INSTALLATION | the office of the board at; 312% Foul Bay’ GIVEN UNDER MY HAND AT VICTORIA, BC. this 2700 day 
E. H. Jeffrey, res. 477-1561 © “a APARTMENT SITE — $50,000 TENDERS will be received by the|Road, Victoria, B.C., not later than 5:00/f of November, 1967. : : | 
" la sued to have severat | 2ZyDemmice Weir or John, Molyard. 1 acre & City \andersigned for Sewer Booster Pump] p:m. December 20, 1967. : +: 8 COLCLOUCH, 
fine WA’ ERONT ESTATES for ea soeets at 5 So multimillion aun cer oe Soca es 7 aa 
sale. Your inspection is invited. MOLYARD AGENCIES LTD. tres, Panoramic view older +-sulte adh —— nag gg aad Si: Board of School Trustees, 
UNIVERSITY GORDON HULME LTD. HAVE YOU A HOME upder $15,000. =e Plans and. specifications- may be ob- School District No. 1, 
. HAVE YOU A HOM! $15,000. { ’ | 
REALTY LTD. : We must buy 8 Sout before Jan. APARTMENT ZONED aN E itic nes eames oa pre (Greater Victoria) t] 
. Serving the deaths Jat, 1968 to, salisty our quota Pos | 2 LOTS — 14,700 SQ. FT. CLOSE . | Consulting Engineers, $14 Gordon Street, 
9639 SHELBOURNE'ST. | ayy p SPENSATURDANS | Sein mea ot fo ool Coir, | iG again: aug | Vicor: Bon cept of 60 io pana 
IN THE PLAZA LTD, ‘388-5212. 1 ie a EO | The Maree, ov, ear, tenter net - NOTICE OF POLL 
ks IMMEDIATE CASH FOR YOUR BUILDING LOTS.” Signed,._. i - 
saad NORTH SAANICH home i sullable for rental. Cond. |). win On sewer. Paved ow, AM FERNER, REGIONAL DISTRICT OF THE CAPITAL OF BRITISH COLUMBIA 
—_—_—_—_—_—_——- 1 Acre —4 Bedrooms prompt action call). MOORE, 1S- a ah ae tolora ane aie SALT SPRING ISLAND ELECTORAL AREA 
7 LAND HOMES LTD, Soo706, PHELPS CONSTRUCSION Sidney, B.C. rt { { 
Basement with rec. room and extra PEE 25 Sire aot bee 7 ad tors of the Salt Spring Island Electoral Are: 
D, bedroom and bathroom. OOM heat. WANTED — TYPE OF PROPERTY {ARGE BUILDING LOT FOR Public notice is hereby given to. the elec t ke 4 Mae a 
F J. C._L Edwards, 656-1506, Spar-. ene See Senne See ca Your future home, Close in. Only | NOTICE TO CREDITORS AND OTHERS that a poll has become necessary at the election now pending, and that I have been 
hing, 656-1622, 334-9827 anytime. Sieve: 35,500. K. Wright, 382-3409 or Vic- |IN THE MATTER OF THE ESTATE granted such poll; and, further, that the ‘persons duly nominated as candidates at the © 
: ‘| FINE HOME pl eS Sa, See ee said election, for whom only votes will be received, are: : 
D, F. HANLEY FIFTEEN ACRES SBEDROOM HOUSE’ WITH BUILDERS NOTICE IS HEREBY GIVEN that the ‘Term of — Residential 
large lot or small acreage. Up to HIGH CORDOVA BAY Other erm e 
AGENCIES LTD. Fr NOT egittee | 35.000 down. Metchosin, “Cotwood, | 3 left In this lovely \Jocation. ‘Trees CS ee cis tt Lone Rtgaibert Surname Names Director Office Address ___ Occupation 
i =n Sooke district. Phone 479-1416. and view. $4, 500, J. Hess, ok ‘ . ———— 
rural setting of 15 acres. Prospect Glover, decea late of Suite 401, 435. 
8283 DOUGLAS STREET Lake area. terms at $42,000 To WANTED — &BEDROOM, FULL owner 477-6118, __ | Michigan Street; Victoria, B.C, are CAVAYE, Douglas Director 2 years Ganges, B.C. - Retired, 
385-7761 view call Mr. Hamilton, 385-8583, basement house in the Brentwood. 3 ACRES EXCELLENT HOLDING, hereby required to send them to the HUMPHREYS, Gilbert S. Director 2 years R.R.1, Ganges, B,C. al Estate 
a-moum smnvicn | °K Git" Brat | Rel a ae watt | te SM TUE | cor re th mee Salesman 
152 WATERFRONT ze roe HOME IS SUITABLE act 5 ed garsoie mf id ili he nat eataie, Such poll will be opened at Mahon Hall, Ganges. B.C.; and Nan’s Goffee Shop, Ful- 
‘TLL ARRAN 4 § ‘ , B.C.; 
W _ oe PROPERTIES for rental, my client ts interested Having. regard to the claims of ford, B.C. on the 9th day of December, 1967, between the hours of 8:00 a.m. and 8:00 
; TO; in buying. BETTY SILVER, 396 1.6 ACRES ON HILL RD | which they then have notice, 2 ’ t ired to take notice and ork himaelt 
‘ 3231, INY REALTY or OFF OLDFIELD RD. DON TREG- JOHN KOZAK p.m., of which every person is hereby requ to take : gov 
BUY, SELL “. ISLAND REFUGE +a BASEMENT HOME To | SAR ,UNIVERSIry LTD., and accordingly. ice 
Juded : 2 BAS! 77-1855. ” ae. S . r + 
OR ered. cue. Fidhicg. ‘boallng. Peet, ae eae “Care F=CEPTIONALLY NICE VIEW gob nt et Given urlder my-hand this 27th day of November, 1967. | 
TRADE YOUR modern home. ? and Wallace Realty Lid. ' | jots on sewer, southern exposure. | Sohn Kozak, Esq. i M. E. COLCLOUGH, : 
HOME $26,000 - pa Pictcnerren sr Bn Block from city bus. 382-4952 Barristers and Solicitors, Returning Officer. x ; 
Gordon ‘Schenck WANTED —_ $-BEDROOM. BASE- : Saite 203—R95 Fort Street, me 


pb eben Ae Sas oe er RI 
LARGE COLWOOD LOTS, TREES. 
Near new high school 478-2635, 


383-7174, 382-6286 ment home. Esquimalt. Private, 385- Victoria, B.C. 


CALL 385-7761 ANYTIME F. N. CABELDU LTD. 0026, 


- 


| | 


POM ge 
ey 2 


BIRTHDAY GIFT from 


Canada is $30,000 Henry Moore sculp- 
} ture -entitled ‘Three-Way Piece”,°a 
L _curved tripod 1 shape inspected by 


LAWYER TELLS APPEAL COURT: 


ones Hurt by Innuendo’ 


WN 


VANCOUVER (CP)—Counsel 
eptesenting George E. P, Jones 
ormer chairman of the B. C. 
hurchasing commission, claimed 
vednesday Premier W.A.C. Ben- 
et slandered Mr. Jones by in-| 
inuation and innuendo worse| 
han any specific charge. 


ia Loses 
Sinatra 


ovie Role 


HOLLYWOOD (UPI) — Mia 
‘arrow, separated from husband} 
rrank Sinatra, has been 


eplaced in his new movie by a 

ritish newcother. 

Richard Zanuck, production 

i 20th. Century-Fox, 
Wednesday __ that 

acqueline Bissett, 22, will play 

e role originally set for Mrs. 
natra. 

| Production on the film, ‘‘The 
Detectives,” was shut down last 
week when filming: of Miss 
Farrow'’s role in “Rosemary's 

/ Baby” ran over schedule. It was 
not knowh whether film schedule 
conflicts or the Sindfra’s per- 
sonal difficulties were the reason 
for the replacement of the 22- 
year-old actress. 

Miss Bissett, a brunette, is a 
native of Surrey, England. She 
made her movie. debut in *‘Two 
For The Road" afd recently 
completed ‘‘The Sweet Ride”’ for 
20th Century-Fox. 

Zanuck said be hoped produc- 
tion on “The Detectives’’ would 
resume next week when Sinatra 
returns from his home ‘in Palm 
Springs. Miss Farrow nemains at 
the’ Sinatra estate in Bel Air. 


Britain to 


of sculpture 


Tom: Berger was presenting 
arguments in the B.C. Court -of 
Appeal against Premier Ben- 
net's appeal seeking to have a 
|$15,000 slander judgment dis-| 
missed. | 
GOVERNMENT 

The premier was ordered to 
pay Mr. Jones the amount for 
remarks “he made at a Social 
Credit meeting in Victoria in 
March, 1965. 

The remarks followed dismis- 
sal of criminal charges against 
Mr. Jones, who had been ac- 
cused of accepting benefits from 
a person doing ‘business with 
the government. 

“The defendant (Premier Ben- 
nett’ implied” Jones was unfit 
for office and his words carried 
the irnplication that the charges 
were true,”’ Mr. Berger told the 
appeal court judges. 

He disagreed with assertions 
made by Mr. Bennett's lawyer, 
George L. Murray. Mr. Murray 
fiad contended that. Premier Ben- 
nett nad spoken from a position 
of qualified privilege and the} 
rules of fair comment applied to} 


jthe situation. 
| ALL IN FUN 

“Mr. Murray says the premier 
was making’a jocular reference 
zbout Mr. Jones and one would 
almost get the impression that 
the premier was about-to burst 
into song,’’ said. Mr. Berger. 
| “Mi. Jones was suspended’ from 
|his job when the’ charges arose, 
but refused to vacate his offices 
in the Legislative Buildings. in 
Victoria a 

When acquitted, he was. sub- 
sequently retired by special leg- 
islation which gave him a full 
year’s salary and full pension 
rights. 


JOHNSON. HAS ADMIRER | 


IN JOEY SMALLWOOD 


| TORONTO (CP) — Premier Joseph Smallwood of New- 
fothdland had-words of praise Wednesday for Premier Daniel 


Jotinson of Quebec. 
(Mr. Smallwood said that i 


ii talks he had never 


favprable impression than ‘Mr. 


tio 


« 


of Tomorrow conference 


\‘You can’t help liking him,’ 


n 18 years of attending federal- 
known anyone to make a more 
Johnson did at the Confedera- 
which ends today. 


é 


i‘He has done a lot for-himself, his delegation and his 
prince 


’ Mr. Smallwood said,“‘adding 


amid laughter from, delegates: ‘Don’t hold that against me. 
1 liked him before 1 came here.” 


ae 


NANAIMO TO CAMPBELL RIVER 


COACH IT 
UP ISLAND 


to Duncan, Ladysmith, Nanaimo, Parksville-Qualicum, 

Alberni, Courtenay-Comox, Campbell River, Kelsey 
: Bay, Gold River, Port Hardy. 

Business of pleasure, the coach is the smooth, 


fast, safe and convenient way to go. Economical, 
' too. So leave the highway watching to us. 


MAINLINE SERVICE TO NANAIMO 6 coaches daily 


CAMPBELL RIVER TO PORT HARDY AND GOLD RIVER 
Phone for up to the minute schedules 


385-4411 


4 coaches daily 


LINES 


Ottawa National Library receptionist 
Danielle Auclair. Formal presentation 


$270,000 will be made next Tuesday. 


Mr. Berger said Ahe fact that} 


~CP Wirephoto 


and 10,000 books worth 


Mr. Jones received pension priv- 
ileges did not uetract from the | 
fact that the legislation was in-} 
tended to fire the commission | 
chairman. 

Mr. Murray had argued that 
the government decided not to} 
|treat Mr. Jones as a dishonest 
einployee and the fact that he} 
get full salary and pension was 


Tiger Beaten Off 
With Bare Hands, ~ . Hi 


| yanked a U.S. marine from his| until the animal dropped him in} 
foxhole and dragged him - 300/a stréam and fled. 
yards 
fought the beast off with his|have reported that during 20 

= |bare hands, military spokesmen) years of war many of Vietnam's | 
| |said today. 


The marine escaped with|become maneaters. | 
i“minor wounds” and was|. They grew accustomed to} 
undergoing a series of precau-|eating the flesh of battle} 


tionary shots for rabies, 
spokesman said. 


day night one-half mile south- 
east 


of 


‘Corby’ 


) 
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SAIGON (UPI) — A tiger|arm. But he flailed at the tiger 


before the leatherneck| Vietnamese tiger hunters| 


Take Advantage of 


CONVENIENT 
CUSTOMER 
~ PARKING © 


when you call at the 


jlarge tiger population have| 


casualties, the hunters said, and | 
are attracted by the sound of 
gunfire which - they sasociate| 
with dead bodies. - | 

Hunting tigers for sport, once) 
common in Vietnam, has all but} 
| disappeared because of the war. | 
\The tiger , population pas in- 
creased “as a result, according 
to the hunters. | 


the | 


The attack occurred Wednes- 


of the “rockpile,” a 
leatherneck outpost just south 
the north-south Vietnam 
border. 

The spokesman said the 
marine was grabbed by one 


Special 

Selected 

Canadian 
Lee ee: Fee 


H. CORBY DISTILLERY LIMITED, CORBYVILLE, CANADA 


This advertisement is not published or displayed by the} 
Liquor Control Board or by the Government 


evidence: of this. 


| 


| 


} 


10101 Petite mddel 
Has round face an 


H shockproof and has 


’ Selection of Timex Watches 


542 Men’s calendar watch that tells the date as well as 
the time. Comes in choice of strap or expansion bracelet. 


063904 Gold coloured watch with round face. Has stylish 
adjustable narrow suede strap, and is shockproof... .. 


50102 This stylish watch has a sleek chrome metal case 
and adjustable telescopic bracelet.. An ideal gift anytime, 


2242 Geni’s stylish watch with gold colour case. Is 


‘. _ 233 The latest style in watches-the pendant. Has easy 
x to read numerals and glitter disc on front. In gold colour. 


“VICTORIA PRESS BUILDING 


ON DOUGLAS STREET 


era ee eee 


HILLSIDE AVE 


VICTORIA PRESS LIMITED 


Our large customer parking lot is available A 

to clients and persons who.call at the Victoria 

Press Building to do business. This spacious 

parking area is located on Douglas Street, 

convenient to our business. offices and the Te 
- editorial departments of The Daily Colonist 

and Victoria Daily Times. : 


DOUGLAS ST 


LOOK FOR THE ILLUMINATED SIGN 
-ENTRANCE—from Douglas St. 
EXIT—via Hillside Ave. ~ 


Rags. 


Excellent — 


‘s Has an 


| Convenient, Free Parking for Customers of 


Press Ltd. 


8.88 
777 
13.95 
7.95 
12.95 
9.99 


seen 


or teenage shock resistant watch. 
d expansion bracelet. In gift box. 


Vietoria 


expansion bracelet. ....+4e¢s 
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HE GIVES AWAY 
GRAND PRIZES 


onan re wena esa oes tase were: 


# ‘ 
Is there something you want to kn@Vv%.Do, you want to win a set of | 
* valuable 3 or other instructive’ prizest @hen ask Andy. 
4 y Andy will answer questions supmittéd by child readers and those who 
> * submit the questions he selects to answer will’ receive worthwhile prizes. i 
_ ‘ The youngster who asks tne first question answered each day receives a “f 
volume set of the World Book Encyclopedia and of the second question a } 
World Book Atlas or Globe. ; 


‘hd Andy sends a complete, 20-volume set. of the World Book 
P. Encyclopedia to Jeff Bickham, age 10, of Shreveport, Louisiana, 
for his question : 
y What makes the deserts so dry? 


‘ There are high deserts and|these winds as they bring 
fow deserts, cold deserts and|mbisture from the Pacific, and 
hot deserts. But all of them|to the east of the Andes isa 
Shave the same problem. They| desert. 
are thirsty. Summer and winter, In sub-tropical latitudes, 
year in and year out, they have|deserts are created by a 
jess rain and snow than other|soméwhat different set of 
parts of the earth. Without rain, atmospheric conditions. The 
only the hardiest of plants can planetary air currents - create 
survive and deserts tend to be|belts of high pressure around 
barren wastelands. the globe at latitudes between 
Some people think that there|15 and 30 degrees north and 
are places where. rains .and south of the equator. In these 
snows never fall. But this is not| belts, the’ air can hold a great 
so. Even the driest desert get a deal of moisture without pre- 
shower now and then and most| ipitating it as rainfall, and any 
of these arid regions get'an|M™oisture on the ground is 
average of ‘at least two inches quickly _ evaporated by the 
of rainfall a year. This does not|thirsty air. Days are sunny and 
mean than thiss much water|hot. Such conditions are ideal 
falls each and every year. Far|for forming desert areas, and if 
from: it, Some parts of the|You look at a map of the world, 
sandy Sahara do not get a drop|you can_ find two belts of 
of rain for years. But showers|deserts, including ‘the mighty 
always follow even the longest Sahara of Africa, circling the 
drought. And if you add up all globe at these latitudes. 
rain that egg ‘at x x * 
Years. youcan figure the| aca f 
average to be about two inches Andy sends-a- tt Wortd 
per year. | Globe ‘to Jill Valuch, age 10, of | 
There must, of course, be a vancaster, Pennsylvania, for 
teason why the deserts get less her question: 
fhan their share of the world- How fast can a roadrunner 
wide rainfall. In temperate|rum? 
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UUM 


BEI THiS ISN'T THE. KIND OF PLACE THAT.GARY 
CONNORS TAKES YOU TO—-BUT THEY DO PUT 
OUT A GOOD FILET MIGNON HERE, LU ANN! 
NOT THAT I'VF EVER TRIED ONE--~ BUT 
\ TONIGHT WE'RE GOING TO SPLURGE! 


BY THE WAY, GARY AND T HAD LUNCH 
AT SHANE'S! JOHNNY WAS OUT OF 
TOWN FOR TWO DAYS—-JUST GOT BACK 
LATE LAST NIGHT—-SO [T COULDN'T HAYE 

BEEN HE WHOM YOU ai 4 

Y SAW OUT NEAR 

THE UNIVERSITY! 


OW AZMEZAAP UP 


Ai es 
Ih, » Ki ip! ta 


BLESSED EVENT is awaited at Los- Angeles 
oceanarium as black-footed albatross, the famed 
gooney bird of Midway Island, guards her egg, 
which is expected to hatch shortly. (AP Wire- 
photo.) ; 


IF | CAN GET ENoUéeH GUYS, 
IM GONNA THROW IT AT 
SOMEBODY ! 


HEY? | SAW ‘THIS PENCIL, 
MARK IN THE PHONE 17] NATIONAL LABORATORYS 
BOOK, AND, \ SAW WHAT ARE YOU TOTALLY 


NUTS? 
—AS YOUR ATTORNEY, l— 


} MAY BE BROKE, BUT 
L. HAVE FRIENDS 


LLL —_—_ Li | a a a a a a we ee me me 


zones, tthe reason is often a| In the deserts of our south- 
tnighty .range of mountains.|west, tHIs sassy little bird is a 
Stormy rainclouds are blown by| grounded relative of the cuckoo, PAINTER INSISTS iB. 
thé winds. And the  planetary|though he can fly after a)|—-———————————_ 
qinds tend to blow in set/fashion is he chooses. He dines me as c. 
directions. Mountains often act|on frogs“and ‘Yards, which he W Cu ( | 
as walls to shut off the water|catches without exerting his fast i n e p ue 
supply of a-desert-region. legs to their highest speeds. 
- In North. Ameriea;* the main| Snakes do not scare him and he 
arid regions are east of the|is a famous slayer of the deadly T L t T 
mighty western mountains. And| rattler. This is a job requiring a Oo OSs reds ure 
most of North America stands|jot of fast and artful dodging. 
‘in the path of the global|/pit the athletic 22-inch bird MANZANITA, Ore. (AP) -—— storm. The. treasure, he says, 
westerly winds. These stéady seems to be most proud of his| A house painter has returned _ was then lowered off the ship 
winds circle around the world|speed as a runner. to his diggings on the Oregon in five caches, which were 
from west to east. And with] When a car goes by on a| coast, claiming he will unlock buried on the beach. 
them they carry along-the cloud|qusty desert road, he often| a 335-year-old Spanish fortune He says he broke the secret 
weather. Biowing across the|}comes out to’ compete with it.| this week. by a biblical interpretation of 
Pacific Ocean, they drink up|He spreads his wings and| ‘Toney Mareno, 37, has been ‘™arkings on rocks found on 
lots of moisture from the/dashes along in giant strides ‘ Kneahkahnie mountain, 
= searching two years for the 
surface of the sea, When they| with head a-bobbing. Now and ; 7 
ae legendary Neahkahnie Moun 
reach ‘the coast of British then he takes a gliding long] tain treasure. 7 
Columbia, the “westerly winds|jumip to speed up his progress. u ‘ +. cade LEFTIES 
have plenty of:moisture to shed| Experts has clocked him at 15 ; pair sal a = : 2. re 
as rain, miles per hour—but a champion| MOrCee, SOON meee Soe | 
M roadrunner may top this s i. into a pit which he has dug at BALL UP 
Holds Moisture However, the desert challenger Menzanite, about 30. miles THE WORKS’ 
: ‘Things have to be just right|i8 Soon pooped, Then he comes — wi — . 
i F ce to @ sudden stop and veers off} A casing he sunk earlier VANCOUVER (OP) — A 
Before this moisture can change ; 
F \into the desert shrubbery to| Collapsed at 35 feet just as it | spokesman for the Vancouver 
into clouds and rain. The air : wan al tue " « 
must get cooler—and this hap-|¢atch his breath. directly over trea- | Post Office said Wednesday 
sure, said Mareno. 


<OPRH KRO-O 


pens when it is*forced to rise 
over a mountain. As the prevail- 
ing winds rise over the western 


Indians Debate 


Two Salem construction 
firms have equipment on the 
site. Mareno started digging 
with a ‘shovel last spring “but 


“‘a Reft handed sorter balls up 


sorters. ; 
State Secretary Judy 


mountains, the vapor in the air > i 
changes to rain or snow. Most White Man Ss 
of it falls before the ‘winds| Pe i 
reach the top. The western Problems moth excavation. 
lopes get more than their . -Mareno says his latest clues 
sare. When the winds reach The Cowichen Indian band to the treasure are the 
the eastern slopes, they are dry. has invited the white Canadians} temains of a wine cup and a 
They have little or no moisture who listened to their problems a| chunk of man-made concrete 
to shed as rain on the deserts|month ago in the Thomas More! which he claims was used to 
and prairies. South of the|Cemtre on Gordon Head Road to) create a dome over the 
equator, another belt of west-|Duncan for ;a return discussion| underground treasure’s vault. 
erly winds circles the globe. The|bout. Both were found 16 feet 
lofty Andes stand in the path of| ‘his time the topic will be the| under the beach level. An 
problems facing white people’in| analysis of the cup indicated 
their relations with native In-|it-was made in Barcelona, 
dians. 7 Spain, in the late 1500's -or, 
The discussion will take place | 1600's, says Mareno, 
on the evening of Dec. 3 in the| _Mareno _ believes that. a 
White Eagle Hall, Duncan. Spanish galleon bound for 
Peopie who attended the first California in 1632. crashed on 
@iscussion are invited to contact| the beach at Manzanita in a 
Mrs. Casey O'Gorman: (477-2615) 
who is organizing a car pool for 


now the project is a mem-| LaMarsh was asked in the} 
Commons earlier Wednesday 
why the Vancouver Post Office 
did ‘not hire left handed sor- 
ters. She expressed, ‘“‘shock’’ 
at the discrimination and pro- 
mised to investigate. 

“Tt isn’t discrimination,”’ the | 
spokesman said. “‘It’S*hard to 
explain, but a left handed sor- 
ter balls up the works. But we 
have lefties working here on 

He said addresses aré inver- 
ted im the, box with a left 
handed sorter in a sea of right 
handers. Thus makes the job 
difficult for the postman when 
he delivers the maiil. 
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DELICIOUS 


HERE COMES THE SHERIFF--~ 
PUT THE CORD IN YOUR 


HE ISN'T FISHING---HE’S JUST WAITING 
TO HAVE HIS LOOSE TOOTH PULLED: 


One of Victoria’s newest 
and most unique dining 
lounges. Two.free super- 
vised parking lots. 


STRATHCONA 
HOTEL 


382-4941 
919 Douglas Street 
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maize Average time of solution: 14 minutes. 52. Eggs 
- (© 1967, King Features Synd., Inc.) 58. Novel 


P SUPER 
 “WINTERIDE” 


TRACTION TIRES 


Tx14 = 


\DEPOSIT » LAY-A-WAY - CASH - BUDGET TERMS AVAILABLE 


Store Hours: % a.m. to 6 p.m, Weekdays; 
:30 a.m, to 5:30 Saturdays. 


SALE ENDS SATURDAY, DEC. 2 
ONLY AT 2968 DOUGLAS STREET 
JOHN CICERI, Operator 
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? 
ee te tt es ee | A GIRL (ee ec cec em ceeme | 
| Fcmsruas raxres || DANCING SATURDAY || COLOMB/ ie | 
4 ” WITH LULU-BELLE é REACHCOABER i 
statt and group parties vow, 
yo j|_ MMeare | Cadets Feed Luz | retwnesion 
# Po a § SPECIAL ATTRACTION a a ee < a a restavrant-| 
A seven-year: ir in receives herself | > 
a | y me 185 : CY DIBNAH Scmeuae. Colombia, is|and her family and, according 4 
a ; Spar er Rih Howse | Crarinet 208d Network assured, of a happy Christmas|to a letter which she wrote| WELCOMES 
a | Saantsiechws Gennes Hl thanks to her foster parents, 150/herself, the money is used for YOU TO 
be featured Saturdsy, 3° Sen. {/Officer cadets from Esquimalt|food, clothing, and medical 
: i = BAN BO eo st, || Fleet School. care. DINING 
7) gs BURDETT — 385-5360 Food || The girl, Luz Marina Diez) Her father has to try to 
-||was adopted by the cadets!maintain his family in their 


SP aeRO Mae RE OE OT HST 


DANCING 
$2.90 


through the Foster Parents|sium dwelling on $17 a month. 
In addition ‘to the monthly 


McPherson 
Playhouse 
TONIGHT 


ANGE DICKINSON aarti nd Me 


Lass Comp. Show, ag 
Golden, Age: S0c to & 


AUDUBON WILDLIFE FILMS 


Third of Five Lectures 
FRIDAY and SATURDAY 
December 1 and 2 


1 PM 
PHONE 
388-9711 


Subject: “Four Seasons” 


Speaker: Wilfred E. Gray 
Oak Bay Junior Secondary School 


4am Dave Napper 


at his @ NORMAN TYRRELL 


i 
! 
CRYSTAL Pee OF 
| 
| 
' 


Wed., Thurs., 3:00 p.m. 


EEBSBEEBREBEBEBEBERBERERBeee 


Starts ‘Caper of the Golden Bulls’ 


TomorroW in Color, with STEPHEN BOYD 


evening a bust? 


P Auditorlum—8 :00 - 
aay, Admission: ape Student Admission: 25e PUBLIC Pisne .and Organ ca Puri GASKELL 
| SWIMMING Tues. through Sat. at | 
See SRR SES eeeees Beeeee ’ FRIDAY xk * 4 @ 1H MelNTYRE 
DINE FROM 5 P.M. Hawkins 
= GRAND OPENING d 12:00 - 1:00 (Adults only) DANCE FROM 7 P.M. @ BARRY GRIMSHAW 
A 1:00 - 5:00 p.m. x * * “Young” Scrooge j 
: >= Our New Travel wet and Special "© :00 - 9: ® 
7 ae edge somes So eel 7:00 - 9:00 p.m. RESERVATIONS s6e226s i BARBARK DEPREZ | 
3 . facilities. Sm: ae — a ee @ BILL BROADHEAD | 
: # Dec. 2nd 9-12 P.M. a j PARKING REFUNDED Marley’s Ghost | 
| 2 $10 per couple, Adults only 2 VICTORIA nae a Hole i &.-* ¢* ® arb 
: 4 s Reservations as soon as possible ES MEMORIAL ARENA prssiat ee Box Oftig Now Open | oy 
% 656-1176 : 2 u trem the Empress” : jedents, ‘Two-For-One, 
Lt 
|. }* — woroma ainpont TRaveronce. if} Dee. 6 Thru 9 —— 
. a a 


Pre- 
Xmas 


Kents 


2nd EXCITING WEEK! 


15 LEADING CRITICS AGREE .. . 
“POSSIBLY THE BEST FILM OF THE YEAR” 


Song Stylist... 
Recording Star 
Creat Entertainer 


RESERVED SEATS 


2.50, 3.00, 3.50 MISS 
4 Tickets Now On Sale | ERNESTINE They're young... they’re in love 
; ‘conn ; ANDERSON SALE of L.P. and WARE RE EN BEATTY 


EATON’S 


Stereo Records 
20% to 10% Labels 


10% sieensnaaeo™ 


RED LION REVUE | 


2 Floor Shows Nightly 
9:30 p.m. 12:30 a.m. 
RED LION INN | 
® Reservations, 385-3366 || 
Div. of D.M.D. | 


Eatons and the Bay custom- 
ers may use thelr charge a0- 
counts. 


9 am.-5 p.m. Daily 
RESERVATIONS, 384-1522 iH 


Live Entertainment 
SALE ENDS SATURDAY, DEC. 2 


IN PERSON 


* FRE and SAT. 
Sh 


142 
Fort St. 
383-7104 


RECORDED 


MUSIO | . 
3 The RECORD CHRISTMAS —— VT 
4 GALLERY STOCK NOW AT REGULAR PRICES! \ 
: q 730 View St—383-5131 NOW IN _WINNER OF ¢ ACADEMY AWARDS INCLUDING j 


Thurs. and Fri, 10:15 to9  ° ’ Sets = 
p.m, till Christrfas. Other- pee OY. I 
_ wise 10:15 to 6 p.m. daily. NO 45 R.P.M.’s aver faa mow 


\ t . : : Feature: 
4 MAURICE PEARSON Miss DOORS OPEN 12:80 P.M.” 1:00, 3:00, 5:00, 17:05, 9:10 
i" 66 99 Best Actor Best Photography 
GET ON THE BALL LYNN BROOKS || °“""_, lansos tant Cotte Show 
Sensuous Song Stylist s Seneca ign Golden ne sn ba 5 p.m. 


\ of the Hungry ‘“‘T’ 


. FRI. NITE SKATING PARTY 
Nov. 27th to Dec. Sth 


7130 YATES 383-0513 “Road ener ccuctecn* 
Everyone’s Welcome 


"COLUMBIA PICTURES FRED D ZINNEMANN'S merer 


‘ END-TO-END Weakdaye 11-0 pan. and Tonight at 7 00 and 9:10 (Doors Open 6:40) 
SKATING ee MAN 
* WIN x Dance to, the Fabulous A FOR THIS IS THE PICTURE 


«pounpry Brass” || AX Tala SEASONS hat ns krondy Neh on and 


* Novelty Radios 


* Free Door Prizes enjoyment to so many Victorians! 


+ Personal Photos Reservations 383-9818 From the play by ROBERT BOLT - tiomonsr THIS IS THE THEAT 
| Ho \ 
GUYS-N-GALS _ Dougian and Courteney &t. ||| NO RESERVED SEATS IS IS THE THEATRE 
Maurice Pearson ee 2 . : 
| BOYS-H-GIRLS wr Ml cercasrsaccacssaree|| 200% 6:30 (ake am 
ring with fo) TIES eature at 
7 and 9 p.m. 836 Yates 383-6414 


STARTS TONIGHT 


Phone PETER BECK 


CENTURY INN 


"The INN on Centennial Square 


PERSIAN ROOM DINING LOUNGE 


FEATURING: FRIDAY AND SATURDAY 
DAVE FOSTER TRIO 


TWO SHOWS NIGHTLY 


8:30 p.m. - 11 p.m. ANOTH ER 
i “VISUALLY MAGNIFICENT!” GOOD FILM Tit Ahi Se 
bcm nore [ree KALEIDOSCOPE | Wie 


_ Complete Five-Course Dinners from $2.95 


(SERVED DAILY FROM § P.M.—OPEN SUNDAYS) 
RESERVE NOW FOR CHRISTMAS DINNER 


d Use Our Free . Reserve Now OAK ar 
RE ee MARINA 

i be by EVE RESTAURANT 
i NS: "383-1151 PARTY Beach Drive 


eee eee ee cin OS 


SAY IT WITH MUSIC — 


“IDIDNOTREALIZE = « 


N= | 
| i HOW MUCH HE HAD CONTROVERSIAL 24 ene 
| : - JOHN MILLS 
 Ssouo ‘a =| lo 
' 766 FORT STREET . at icuret | wei TOS 
4 A PHONE 388-6841 TECHNICOLOR- — Adit Bateman 


TAY.) = | 


Golden ‘Age, 0 ‘ie Mate 
808 Yates St. © 382-4278 


oe $1.99 and UP 


AON 
| 
} iy OPEN THURSDAY and FRIDAY ‘til 9 P.M. 
\ 
ba 


\ CHRISTMAS SPECIALS 99° 


17 OA. & 9 P.M “TONITE ONLY 


CHECK! OUR LARGE SELECTION OF 
Pop Hits, Popular LP’s, Country and: Western, Vocal Groups 
for an ideal Christmas Gift. : y 
MAY ATMO MEME A MA MMA MMM» 


STARTS Wise Businessmen Know That 


TOMORROW Fee xenemal — Newspaper Advertising 
a 


IDPAPAAAMAD 


QUADRA AT HILLSIDE - 382-3370 In Color STIMULATES BUYING! 


= Mesh MO eR ee noe = ——— ent sBina flare ae ee 
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Jet Plunges 


Into Suburb; 


Three Killed 


ORLANDO, Fla. (UPI)—A 
plush, eight-place jet aircraft 
plunged into a heavily populated 


residential area here Wednes-)}» 


day night, killing its three 
occupants and spewing a towe 
ing ball of flame that set a 
house on fire. The private 
plane, a Lear jet that costs two 
thirds of a‘ million dollars, 
plowed a hole six feet deep in 
the backyard of the home, of 
Joseph Teufel and sent wreck- 
age flying over the house. 

The house caught fire. Teufel, 
his wife and two children fied 


uninjured. e “ee wo 
The victims” were the pilot, G ft Id. g ng Sl nt re | t Pl 
William J. Brennan of Mont- 1 ea avl1 S a e Oo ease 
q gotnery, Ala., president of Jet s S . 
aig Deargn eee its The Men on Your Christmas Gift Lis 
{ tion; his secretary and co-pilot, : 
A Gayle Holder, also of Mont- 
| : gomery, and a passenger, John 
« McGee, -an attorney of Miami. |% 
Besides being president of Jet} 
IN OTTAWA for exhibition of her stone-cut prints | Intemational, Brennan beh mai e 
is Eskimo artist Kenojuae and her husband, of [oq of tactemie ses) Fashioned for the Men 
Cape Dorset, Baffin Island. (CP Wirephoto.) operators~ of radio -stations|7 
WPAE in - Jacksonville and|%: 4 PY 
EXHIBITION OPENS pie we eee Your Gift. List 
roar on Your Giit List... 
\lrish. Poet Dies : 
a te be DUBLIN (UPI) — Patrick 
E aing ays ri uU “A Kavanagh, one of Ireland’s Fy 
” greatest poets and literary char- | 4 
s ee acters of the 20th century, died |# V TS 
ee T ‘ k A t t of pneumonia today. at the age : 
i Oo S imo r iS of 62, For 30 years he held|§ 
oi court on the Irish literary 
a OTTAWA (CP) — Northern clear colors and strangely dis-|scene, a farm-bred, rough- an 
i Development Minister Laing) torted, giving them a mystical] tongued man who hated intellec- ; 
Wednesday night opened an ex-| quality. tual philistines and status seek- | # e 
hibition of 45 stone-cut prints} 41961 National Film Board|ers. The bar stool of a Dublin 
and copper engravings by Keno-| film of the artist’s life was also| pub often provided a stage for |: a i l a ] i Ss 
juak, one one of the Arctic’s| shown. his speeches. 
leading artists. € 
He also praised..the ‘diminu- 
tive Eskimo woman who last P 4 . 
i Friday received the Order of WO You'll enjoy extra special savings during this 
as Canada’s service medal from : . 
y Governor-General Michener. sale of fully fashioned all wool cardigans and 


Amid the glitter of the nation- 
al library’s’ brightly lit foyer, 
Kenojuak and her husband, 
aided by an interpreter, smiled 
as the minister paid them trib- 
ute, 

Kenojuak is a native of Cape: 
Dorset, Baffin Island. 

Mr. Laing said he admired 
the Eskimo. for living in a land 
of lonliness and long winters 
and hoped Kenojuak would take 
home with her the sympathy 
and understanding of the people 
of southern’ Canada. 

Kenojuak’s prints, done since 
1959, are mainly of Arctic birds 
ang animals, boldly executed in 


Fell Through Ice 

WILLIAMS LAKE, B.C, (CP) 
~RCMP Monday, recovered the 
body of Marvin Raymond Jeff, | 
15, who fell through thin ice 
while on a school outing Sunday. 
Marvin and two classmates from. 
the Cariboo Indian Residential 
School had left ‘a picnic and 
were walking across. Cummings 
Lake, near 150 Mile House, |] 
i when the accident occurred. 


pullovers.for men. Choose from crew or V- 
neck styled pullovers ... or classic button front 
cardigans..All are hand-washable, come in an 
assortment of colours. Sizes S.M.L. and XL. 


8° 
G29 


7 Men’s Wear, Main Floor 


FINAL OFFER. 


10,...67 Pontiacs 


2 AND 4 DOOR PARISIENNE HARDTOPS 
FULLY EQUIPPED — EXTRAS! 


st 2895 


ONLY 
NO DOWN PAYMENT 
FORD FINANCING 


Terms Tailored to Suit Your Needs 
BALANCE OF NEW-CAR WARRANTY 
HURRY! Low mileage - near new luxury models - all 


with V8 automatic, power brakes, steering, radios, white- 
walls, plus many extras. 


1060 YATES at COOK 


Pullovers 


SALE, each 
se \ 
Cardigans 


SALE, each 


384-1144 


. 


- ' If He’s a Photography Fan 
... CHOOSE 


“MINOLTA” 500 
AUTO PAK > 


You'll enjoy peak savings .. . he'll enjoy his 
hobby twice as much with this camera value. 
Takes the guess-work out of photography . . . 
cartridge loading with automatic flash cube 
operation, electric eye light metre. Comes com- 
plete with K od a- 
color colour print 


We changed 
| the bottle- 
/ notthe 


a 


film. Batteries t 
me: i ~39 |G 
: w iS . Reg. 59.95. ; — 
Sale, complete ' oS ies 


Cameras, Do 


We've added a big gold starto , 
the Seagram's Special Old 
bottle and squared off the sides. 


Eaton’s 


is aS near as 


But if you liked Special Old 
before, don’t get upset. The 
bottle may be different, but that 
smooth, easy taste hasn't : 
changed a bit.Still just as easy your phone 
to like. ) 

DIAL 


382-7141 


-— 


Remington : 
“25” Shaver 


Top quality and... Remington 


Ask for 


“OB” everything... These binoculars have 7-times 


Seagram's 


Shavers, Main Floor Binoculars, Main Floor 


This advertisement is not published or displayed by the Liquor Controt-Board or the Government of British Columbia. 


/ 


~ us 
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7x50 Binoculars 


A handsome gift idea for the man who has — 


16 PIE cation, 50mm. . objective — lenses, 
SPECIAL OLD shaver with high sped cuter in ascev | “Telephone |. cane ‘oom, san ce aduninent_ ad 
: tri mming. lenses. mes 
-, 5 STA plete in handsome Reg. agp. : 
. case. Sale, each = Sale, each ip 


Pen ane 


i VICTORIA DAILY TIMES, THURS., NOV. 30, 1967 4T 


AFTER MORE THAN YEAR = : | 
| Victoria Yacht . 
S . Still on Way 


Victoria yacht-p»wet Henry G. Maxham has been waiting 

more than a yea? for his ship to come in. 

And-today he learned that it is’ laid up for repairs in San 

Francisco. 

Mr. Maxham, of 3280 Weald, was contacted today when 
(the story arrived here that threc British sailors had landed at 
{ San Francisco’s Fishermen's Wharf Tuesday, 17 days after 
? the steering gear sapped on the 48-foot ketch Jonbru. 

They. were 100 miles out of San Francisco on the way to 


3 | 
Timely Gift Savings on Popular Fashions 
Friday ’til 9 in the Budget Store 


yieeotta When the accident occurred, Helpless ima northerly | 
gale they were blown back to the southern California coast. 

Skipper Bruce Henly 43. managed to mend the steering cable | 

and bring her in to port. | 

“We were blocdv miserable,’”’ said crew member Simon 
Pym, 20 “All we could do was sit below drinking cups of tea 
while she sailed herself.” They survived 20-foot waves and 80- 
mile winds. 

The third crew member is Michael Newcombe, 24, a 
former London roofer. The trio expects to sail again for 
Victoria in about a week, 

| Mr. Maxham, a former land developer in Australia had 
sailed his Dutch-built, steel-hulled vessel in South Pacific and 

European waters for many yeers. * 

Last year he had sailed her from Holland to Corsica and 
was living aboard with his family when his wife became ill. 
They came to Canada to settle, leaving Jonbri there in 
charge of her captain, He became ill and died. 

Mr. Maxham sent for his vessel through London agents 

f who found a crew for him but numerous delays ensued since 
a ; they left Palma, Majorca, last December 17, Mr. Maxham 
i went to Puerto Rico last spring to meet his vessel, but 
‘Z couldn't remain with her. 

Later his son John, a student at University School, and 
his friend Jehn Jenkins, joined the crew between Panama and 
Acapuleo. Then they had to return to school. 

The last leg of the trip, from San Lucas, Calif., began 

% October 25. : 
t Mr. Maxham will berth Jonbru at Canoe Cove this winter 
for refit. Next year she'll be a handsome addition to 
Victoria's yachting fleet. 


\ 


"The gracious 
way of saying 


“Welcome | . =. al 
house 


abe ssi 


Nylon Tricot Dusters in Pretty Lace-Trimmed Pastels -Classic “Season Spanning” Cardigans in 3 Shades 
Delightfully feminine duster coats trimmed with scalloped lace ; Popular new colours (taupe, burgundy) and favourite basic 
on-collar, pockets and sleeves. Kodel filled quilted nylon is light | 42 shades (blue, black) to team with--your-skirts and glims for 49 


weight, but warm. Pale pink or baby blue. Sizes S.M.L. every-day wear. Fully fashioned fine knit acrylic sleeves, classic 
Sale, each neckline. Sizes 38-42. Sale, each 


Cloud-Soft Orlon Pile Dusters, so Cosy to Curl Ooi! Fully Fashioned Bulky Cardigans Are Hand Washable 


What a wonderful surprise to find under the tree this Christmas. Almost care free, they’re so easy to look after. Acrylic knit 
Completely washable, button from bottom to neck, elbow length OY? retains its shape, keeps its good looks for months to come. 6°? 


sleeve. Choose pink, maize, red or turquoise. Sizes S.M.L. Long sleeves, self-covered buttons, round neckline. Beige, white, 
Sale, each blue. S.M.L. Sale, each- * 
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CLEARANCE 


High Fashioned 
Better Quality 
Women’s Shoes 


Exciting foot fashion savings designed to. 
flatter your winter “look” and save “your 
pocket book. These are better qualiiy shoes 
in plain pump styled with illusion heels, 
Black leather or patent, 
beige pigskin. Choose from 


sizes 5 to 10; widths AA and = 99 
B. Reg. 9.99. 


Clearance, pair 


Corduroy 34 Length Jackets 
With Warm Quilt Lining 


Well-made jackets in new styling. Mock cuffs on 
sleeve, tiny buckled belts across each pocket and 
wide, wide collar make this 


more. than “just. a jacket.” 99 
Choose deep turquoise or ~~ 


First Quality Cantrece 
Wrinkle-Free Stretch Nylons 
Substandards. A chance to save on your favourite 
stockings. Noe bagging, sagging with' 
Cantrece . ... fashioned from 

Dupont nylon. Medium and 


long lengths in beige, ambe 

jong Hen ta belo, aint 7 ° 
10, 101%4-11, 1114-12. : 

Sale, pair 


E GB 
Eaton’s is as near 


as your Phone 
Dial 382-7141 
Ask for 


--"‘Telephone Shopping” 


fawn brown in sizes 10-16. 
Sale, each 


| CANADIAN ee | Zenon pevtae <7) 
MEDIUM DRY ce Downstairs Budget Store eG / Se 


SHERRY 


Be 
\ * ; 
f | This advertisement is not published or displayed by the Liquor 
. | overnment of British Columbia. 
| | 


Control Board or by the G 


is 


eee ae 


De Gaulle | 


Anti-Jew, 


—Rabbi 


PARIS (UPI) — President 
Charles de Gaulle faced the 
wrath of France's 550,000 Jews 
today for alleged anti-Semitic 
statements in his semi-annual 
news conference. 

F Jacob Kaplan, the grand rabbi 

H of France, issued a statement) 

; Wednesday deploring de 

‘i Gaulle’s remarks describing 

. Jews as “domineering.” He 

suggested they would open. the 

way for “campaigns of dis- 
crimination.” 

De Gaulle described Jews as 
“having remained what they 
were at all times, a self-assured | 
and domineering elite.” 

At the same time he un- 
leashed an angry attack on 
Israel and blamed it for the 
Middle East Crisis. 

The attack brought wide- 
spread reports that Israel would 
recall its Paris ambassador as 
a protest. Israeli official 
sources, however, denied the 

today and said the 

Israeli reaction to de Gautllle’s 

remarks, were transmitted to 

the French by Foreign Minister} 

Abba Eban. 


JEWISH LEADERS 
Rabbi Kaplan’s statement 
said he was. “obliged to express 
the deep fellings of all Jewry 
confronted by the views ex- 
: pressed.”” 
a He said the statement was 
' #ssued after two days: of meet- 
ings with other Jewish leaders 
and represented the views of 
the 550,000 members of the 
French Jewish community. 
bss “In the face of Israel's trials 
os : and her fight for survival and 
7 security,” French Judaism de- 
clares its solidarity with 
ihe Israel,” the statement said. 
a The French president’s re- 
a marks. on Jews also brought 
reaction from French news- 
papers, which have atthacked 
him steadily for the past three 
days on the numerous contro- 


ing the semi-annual news con- 
ference. 


UNPLEASANT SMELL 


The’ strongest attack. was in 
the influential mewspaper le 


unpleasant smell of anti- 
Semitism.” : 

Le Monde suggested de Gaulle 
was adopting the views of 
Charles Maurras, @ vehemently 
anti®emitic rightwing writer of 


BABY GIRL. 
Jury Finds 
No Blame 
In Death 


PRINCE GEORGE. (CP)—A 
coroner’s jury Wednesday night 
found no negligence and, at- 
tached no blame .in the death 

* of 21-month-old Andrea Leigh 
Walker in hospital here Oct. 3. 

The verdict was returned af- 
ter about 30 minutes delibera- 
tion. 

The inquest was called after 
the girl’s father, W. R. Walker, 
said he was dissatisfied with). 

the medi¢al treatment received 
| by his daughter the day before 
| she died. ; 

| Mr. Walker also’ he was 
a concerned with the ictice of 
| oetors prescribing by’ telephone 
and: upset at delays encount- 
ered at the Prince George re- 
gional hospital emergency ward 
when the girl was being. ad- 


spame day. 

Earlier. in the hearing Dr. 
“Patritk Carson;.chief of staff at 
the Regional Hospital, testified 
that telephone diagnosis is ‘not), 
a practice confined to Prince 


George. 
“Tt is. condoned. by.the British 
Cdiumbia? Medical Association,” 


| Dr. W. G. McClure, registrar 
of the College of Physicians and 
Surgeons which handles licens- 
' ing of doctors in the province, 
said that telephone prescribing 
is not a matter that the college 
ian rule on but one’ that. has 
|<? Heén left to the judgnienit*of the 
' individual doctor. : 
“There-are cases. where it is 
| obviously useful,” Dr. McClure 
{ said, “but there are also c 
were it can cause trouble. I 
would hate to see it legislated 
about,” 

Mr. Walker said he has 3,000 
signatures on a petition for a 
provincial inquiry into the oper- 
ation of emergency hospital 
wards. He says he also wants 
the government to look into the 
practice of doctors diagnosing 
and prescribing treatment over 
the telephone. 


versial subjects he raised dur-| 


. .. or Jeave it up to our 
qualified “wrappers.” And 
leave assured your pres- 
ents will be prettiest be- 
néath the tree! 
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“Bobby” Suits 
for Tiny Boys 


Save 3.01 
Regualrly 8.00 


Sale, each 4 99 


Dress him up in snowy white 
short sleeve shirt and fine 
check shorts that are completely 
lined with half boxer back, Well- 
finished, completely washable. 
Fits 18-24 months. 


Infants’ Wear, Third Floor 


lightweight. 
Choose from red, 
blue, tan or brown. 
Reg. 4.95. 

Special, yard 


Gift-Wrapping 
Service 


The parcels <. . too pretty 
to ope are usually wrap- 


Gift Wrap, Third Floor 


Sew and Save Now 
And Be Ready for 
The Festive Season 


tks mA” Worsted 
Wool Crepe 


Versatile is the word for this fine 
worsted wool crepe from England. 
Makes up so quickly and easily into 
basic fashion favourites. Warm, yet 


y dad 


40” Rayon 
Brocade 


For brilliant festive creations choose 
this gleaming brocade of rayon. 
Delicately textured and interwoven 
-with threads of metallic fabric. Wide 


Fashion Fabrics, Third Bed 


FAMILY 
SHOPPING VALU 


Mvp 


S 


Shop and Save Friday ‘til 9 p.m. 
Enjoy Savings and Top Quality Too! 


Print Dresses 
for Little Girls 


3.99 


Regularly 6.00 

Sale, each 

Easy-care printed cottons with 
Peter Pan collar and tie bow at 
front. Softly gathered yoke with 
button front. Pastel and bright 
colours to choose from. Sizes 
2-6x. 


selection of colours 

in the group. 99 

Reg. 4.95. 3 z 

‘Special,’ yard Twin Size, 
Reg. 24.95 
Special, each 


Toyland. Family 
Hundreds: of toys for’ all 
the girls and boys on your. 
list. Toys. soft~and - plush 
=» » « some fun cuddle 
« «« Others meclil to 
watch .,. you'll find 

all in Eaton’s Toyland 
» .» the shop that knows 
what makes children’s 
eyes glitter with delight! 


Lower Main Floor 


are woven of a rich a 
decorative effect. Solid colours 
green, royal or amber. 


Pretty Ruffled 
‘Angel Blouses 


Save 101 : 
Regularly 4.00 


Sale, each 2.99 


Santa suggests these for very 
good little girls. Gathered at 
front and back with tie bow and 
button closing, ruffled trim el- 
bow length sleeves. Sizes 2-6x. 


Dainty Brushed 
Acetate Gowns 


Save 1.01 
Regularly 4.00 


Sale, each 2.99 


Pale blue and yellow gowns of 
soft, soft brushed acetate will de- 
light any girl. Short length in 
sizes 8-14, all with attractive de- 
tailing at sleeves and collar. 


Children’s Wear, Third Floor 


~ 26.95 
Special, each 


1 67 Soma size, 


. Eaton's Has 0 Wonderful World of Christmas Excitemen 
Red Basket. Shop | 


Here’s where to shop if 


you prefer to do your 
gift 2 and 
selecting. 


| Iridescent 
' Bedspread—Two Sizes 


A handsome gift idea . . . or for yourself! These bedspreads 


cetate and quilted for an even more 
of peacock, iris, goldtone, 


19” 


Household Linens, Third Floor 


shop is 
simply brimful of beauti- 
‘ful ywraps. ribbons . ... 


or brown. 
Special, 


each 


Durable Flight 


Here’s a multi-purpose savings to 


suit someone on your gift Feat- 
ures sturdy vinyl ruction. wi 
strong zipper closure and reliable 


handle. Comes 
in navy, grey 


t for You! : 
The Candle Shop 


; 


ye 


No-Iron Blouses ™ 
In Three Styles | 


Save 1.01 

Regularly 4.00 
For fashion conscious girls, 

these are a sure hit. Easy to look 


after, they never need, ironing! 
blouses, over- 


back style. Blue, white, pink, ~ 
8-14 


Bags 


» 


; 


¥ 
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WAGE DISPUTE 


Blank Spaces Dot 
Vancouver Province 


VANCOUVER (CP)—A public 
apology appeared on page one 
of the Province today “for the 
&@ppearance, and omissions, in| 
this morning's edition’ follow- 
ing what the company termed a 
composing room work stoppage. 

Production of the Sun was| 
delayed this morning when com- 
posing room staff held a special 
meeting. A spokesman for. the 
evening newspaper said the 
delay would cut~ the normal 
three editions to one late edition. 

Contract talks between 
Pacific Press Ltd., which prints 
the Province and Sun. news- 
papers, and three of its four 
craft uni6ns were in progress an 
hour -before the hour-long 


a sai pate the composing-room,”’ it says. |s pokesman said the fight) 
ne - DEBS F company an-| “The stoppage occurred , |Started when a British soldier 
houncempent . says the .. three Premier Bennett today indi-'hit~a Canadian serviceman in 


unions turned down “‘our’ final 
cffer” of a 65-cent-an-hour pay 
increase. 

Merv Moore, managing editor 
of the Province, said in an 
interview. that “‘we will con- 
tinue to meet with the unions if 
they request future meetings.” 

Len Guy, -president of the 
International Typographical 
Union, said in a statement early 
today company negotiators 
walked away from the bargain- 
ing table. 

RESUME ‘TODAY 

His statement did not 
whether talks will 
today. 

Mr. Guy said the company is 
“neglecting to, tell the —com- 
plete story." 

He said the craft unions 
agreed to accept the 65 cents 
otfered in a bargaining session 
earlier Wednesday. 

“However, when union nego- 
tiators attempted to use part of 
the money offered to adjust the 
night employees’ differential, 


say. 
resume 
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walked away from the bargain- 
ing table,'’ he said. He said if 


Pacific Press “really wants an 
agreement they can have it—all 
they need to-do is bargain with| 
their employees.”’ 

The apology ran just below | 
the newspapers’ masthead| 
jacross the width of the page, 
but the columns were not ruled 
ard the message was difficult to 
read. 

SECOND PAGE 

In later editions the columns 
were ruled and a news story| — 
Was added to blank columns of 
the second page, 

“For the third- time in two 
weeks, production was delayed 
Wednesday night by printers in| 


despite the assurances by rep- 
resentatives of the International 
Typographical Union that such/ 
Incidents would. not be re- 
peated.’” 

Across the centre of the page 
in heavy type is the announce- 
ment: “Nobody wants a strike 
but we've reached our limit.’”_ 

The bottom part of the page 
stated the company’s position. 

Inside the newspaper, blank 
spaces are left on 21 of its 46 
pages. On some pages only the 
headlincs and advertisements 
haye been printed.:On others| 
the ads are blank. 


Mailers Union and Stereotypers | 
Union, have served strike notice 
on the company along with the 
Vancouver-New Westminster 
Newspaper Guild, which has not 
bargained since talks broke off 
Nov. 15. 

The Pressmens’ Union has not 
served strike notice pending the 
outcome of a court hearing on 
whether the union must agree to 
arbitration under the previous 


the company’s negotiating team 


contract. 


“Look on the bright side. If 
we have to pay higher taxes, 
80 ) will Sharp” 


Gaglardi 


Highway 


cated that the 250-mile Yellow- 
head Route will be_renamed 
Gaglardi Way. 

That would make it the 
second toad in B.C. named after 
Highways Minister P. A. 
Gagilardi. 

A multi-million expressway in 
Burnaby to the Simon Fraser 
University campus already 
bears the name Gaglardi Way. 

The Yellowhead: Route joins 
Kamloops,__Mr. Gaglardi’s 


|hometown, to_Jasper, Alta., but 


jhas been seldom travelled be- 


|cause its was a tortuous gravel 


The three unions, the ITU, roads 


The B.C. highways depart- 
ment has been reconstructing 
and paving it for some years 
and_only 30 miles and several 
bridges remain to be completed. 


NEXT SUMMER 

Mr. Bennett this morning told 
reporters it will be officially 
opened next summer and “I 
hope it will be called Gaglardi 
Way.” 

Mr. Bennett's revelation came 


jaltogether or how many were 


|was impossible to say yet exact-| 


|from the Canadian barracks at| 


~jand did ail sorts of minor dam-| 


| joined in and the fight spilled 


. BAR FIGHT) 


Ainlialed from Page 1 
how many men were arrested 


taken to hospital. He said it also 


ly which units they belonged to. 
WORE CIVVIES 
“Most of them appeared to be 


Dailingenhofen, but they were 
all wearing civilian clothes go it| 
was difficult to tell,”’ he said. 
“In the last few days there 
has been increasing trouble,” 
the spokesman said. ‘Soldiers 
smashed beer bottles on cars 


e. i 

“Tt was the first time one of 
our men was even threatened 
and the first time there has} 
|been a battle like this, The Ca-/ 
jnadians and Britons formed up 
in groups on each side of the 
street and just went into battle. 
There were at least 40 or 50.” | 

In Ottawa, an armed forces 


Chico’s bar. Buddies of both 
men, most of them in civvies, 


into a square opposite Iserlohn’s 
city hall. 

The spokesman said “‘nine Ca- 
nadians are in our custody’”’ but 
no charges have been laid pend- 
ing the completion of an investi- 
gation, 

None of the Canadian soldiers 
was injured. 


Esquimalt 
Candidates 
To Speak 


Esquimalt voters will have} 
the chance to see candidates in 
action at an_ all-candidates 
meeting in the Esquimalt junior 


Pearson Pledges Reform Study 


OTTAWA—The 


By VICTOR MACKIE 
Times Ottawa Bureau 


federal gov- 


ernment will act soon to estab- 


lish 


an all-party committee to 


study the question of constitu- 
tiona’ reform. 
Prime Minister Pearson made 


| 
this 


clear in the Commons as 


the provincial premiers at their 
conference in Toronto were 


jreaching agreement that Can- 
ada may need a drastically 
altered constitution. 

New Democratic Party leader 
T. C. Douglas said his group 
had been advocating for some 
time that a special all-party 
committee be set up to look into 
the constitutional questions. 

Mr. Pearson told the House 
Wednesday that he agreed a 


nittee of the House should, would be advisablé for this to 

age inté the matter. He|be done (set up the committee) 

day : before -or after the proposed 

said such a committee would be meeting,” Mr, Pearson added, 

established at the “‘appropriate|«put I would be glad to look 
cs inte that.” 

Mr. Douglas said because 
positions are hardening in vari- 
ous’ parts of the country it 
conference early in the new|would be advisable for parlia- 
year, ment i to give some’ leader- 

“I am not sure whether itlship to these public discussions. 


time. 

The prime minister pointed 
out that he will be convening a 
fedeial-provincial consitutional 


High School auditorium tonight|— 


at 7:30 p.m. 
The meeting is sp9nsored by 
the Junior Chamber of Com- 


A combination of the world’s 
: greatest Scotch whiskies and a generation 


of aches and 


aggravation. 


| 


merce and the Association of| 
Women Electors. | 
On the platform will be 


All in all, it took 10 years just to 
assemble these whiskies, And still 


on the heels of an announce- 
ment by Mr. Gaglardi that he 
was rejecting pleas for early 


About a generation ago, our 
blender started i aearee: on a pretty 


kies he wanted were scattered from 
Oban on the West Coast across to 


* —, « » ROBARTS 


. rceveship candidates George 

Continued. trom Page 1 Mr. Robarts said the confer-|extension. of eu Argyle, incumbent Ray Bryant, ambitious theory. Dundee on the East and the whole another 10 to combine them all in 
chairmen, . praising the | other /enee had achieved its purpose | Island Lo ge m  Se'seY| and Councillor Art Megs. The theory was that if someone country above and below. one faultless blend. 
delegates for their roles in a|if establishing a basis for future i Pb oag se was| A180 present will be council could take the key whiskies from the As if that wasn’t enough, these When you try our Scotch, we think 
discussion which he said had meetings, being planned, Mr. Bennett said pain ney: ant world’s greatest Scotches and com- whiskies turned out to be asscarceas you'll agree it’s well worth the price. 
been amicable, determined and pny pr —— i og Sela aot 18 months ago, to allow reloca-| "naw sprumpents Roy are bine them all in one, someone would a clear day in London. (Distillers Infact, after all those yedrs of aches 
Tn ae pleased with the |presentation of the case for Pop ea ae — vo ae Rogers and Erenest Brown. gg i perks) os _. don’t exactly give away whiskies and aggravation, howcould youhave 
candor and vigor: with’ which|greater equality of economic op-/) 5 service could be cut by at|/, Cuairman Brian Small said pro was key whis- that took generations to perfect.) the heart to drink anything else? 


today he expects up to 600) dag | 
KSITH—OLENLIVET DISTILLERY: 
persons will attend. ag CLEAR REET, POORER 5 


THIS ADVERTISEMENT IS NOT PUBLISHED OR 
- tac ing} a DISPLAYED BY THe LIQUOR CONTROL BOARD OR THE GOVERNMENT OF BRITISH COLUMBIA, 
meeting,” he said. ; 


portunity across Canada and 
Quebec Premier: Daniel John- 
son’s explanation of the prob- 
lems facing his province. « 


your ideas have been pursued, least two hours. 
A north-Island - chamber _ of 
commerce delegation recently 


pleaded for expediting of plan- 


he said. 
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E rain and strong winds over the ‘TEMPERATURES _U.S. weather - (temperatures 
: north coast early Friday morn- Yesterday for Wednesday): Anchorage 24, 
ing and over the lower main- 1; Las: Vegas 53, 43; Phoenix 
land by evening. 58, 39; Washington 45, 35; Hono- 
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. . - QUEBEC 
Continued from Page 1 


nadians and the need for im- 
proved mechanism of inter-gov- 
ernmental consultation, 

But “there remains an enor- 
mous amount of work to ‘he 
done. in relations between 
Canada's two cultural communi- 
inp 3 » to make.French-speak- 


erywhere in Canada.” } 
He posed the question to him- 
self: ‘Can all of Canada be my 
fatherland?” And he added: 
The answer is not for me to 


~~ give.” 


He turned around the question 
“What does Quebec want?” by 
asking: 

“What does Canada want?” 


“Does Canada want to remaiff} 


in the structures of 
“Does it want 


struck 
1867?” he asked. 


to be uniquely a family of 10 oF they would have to include Otta- 


is it ready to meet a challenge} 
op 

He said Canada could become 

“a turntable of the .French- 
speaking and English-speaking 
world’ by accepting the chal- 
lenge of a new constitution 
which would guarantee equality 
to French-Canadians. 

Mr, Johnson said. he believes 
in the integrity of the existing 
system of 10 provinces, had no 
territorial ambitions whatever, 
bit Wanted to introduce “‘anoth- 
.er dimension, a cultural dimen- 
sion,” to Canada. 

This new dimension would in- 


volve no intrusion on the exist-| 


4ng autonomy of the provinces. 
Neithér would it be an obstacle 
to their development. 


lwarmth apparent to all of us,” 
SCRATCHED SURFACE 


feel at. home -ev*}fidence "ttatthe problems were 


|need for constitutional change 


The Quebee premier had put 
his case with a ‘‘skill and 


Mr. Robarts ‘said the confer- 
ence, successful as it was, had 
‘only “scratched the surface of 
the very complex problems that 
face this country.” But it had 
built within the delegates a con- 


not impossible to solve. 


ness that, the solution will de-| 
mand saielibeat by each part of 
the country. 

He said the discussions on the 


showed two schools of thought, 
one arguing for gradual changes 
and the other seeking to accom- 
plish changes in one sweep. 
There would have to be “all 
kinds” of consultations, end 


wa. 

The premier hoped the confer- 
ence had given both the dele 
gates and all other Canadians 
“a greater awareness of the fer- 
ment that exists in the province 
of Quebec.” 

“‘We must come to understand 
the causes of this ferment and 
meet the situ atio nrsintelli- 
gently,” he said. 

He closed by saying the dele- 
gates should feel “fully justified 
in leaving this conference satis- 
fied that « meaningful begin- 
ning has been ma 

“But let us not delude our- 
selves into thinking it has been 
anything more than a = 
ning.’ 


ning and as a result Mr. 
Gagilardi visited the area Wed- 
nesday. 


On his -return to - Victoria 


|Wednesday night he rejected it 


as a feasible project for the 


near future. 


He said it would be too costly 
to provide the link between 
several north. Island com- 
munities, including Port Hardy 
jand Port McNeill. 

It would cost between $200,000 


He cailed for a greater aware-) and $250,000 a mile to build such 


a road, said the highways 
minister. 

HOVERCRAFT 

He predicted the eae eg = 


tion needs of the area would 


met within five years by the 


introduction of hovercraft. 


He also said his department 
has given top eor ti = 
proving existing 
the northern pare oft Se pe . 
|response to complaints from 
communities there. 


BET RING 


Continued from Page 1 
book-makers in Miami, Detroit, 
Chicago and New York police 
said. Some bets on horse races, 
hockey and football games ran 
as high “as $100,000. 

The bets were laid in Calgary 
because operators there were 
offering better odds: than their 
U.S. counterparts, police said. 

Bets also were traced to the 
non-existént Wilkinson Pant Co. 
in Montreal. Police - re, 
telephone listed 
pany’s name was found Pegs i 
apartment,- 


WEATHER SYNOPSIS 


“Scattered showers of rain or| West Coast: A few clouds to-|Los Angeles 
wet snow along the B.C. coast/night. “Overcast Friday with|New York 


61 54 OL 
H- -30. _: 


will end today. as ‘a trough of|rain beginning-in the morning. World temperatures (based on 
wer|Not much change in tempera-|observations taken at midnight 

iartial4ure, Winds light increasing to|PST): 
southeast 20 Friday moming. 


low pressure over ~ V; 
Island moves inland. 
clearing is forecast this evening 


Londot 41, Paris 39, 
Rome_ 39, Berlin 43, Stockholm 


Here’s an opportunity for you to start the New Year out right. Values galore . . . you just can’t afford to miss out on these 
terrific savings. Many more savings throughout the store. 
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B.C. Ferry Back on Run March 28 


The Queen of Prince Rupert will resume sérvice March 28 
on a twice-weekly ‘roundtrip basis, it was .announced this 
afternoon, 

She will step up to a normal summer schedule of making 
a round trip on alternate days May 19, 4 


JNEW CONSTITUTION 


Quebec Premier 
In Challenge 


TORONTO (CP) —Premier Daniel Johnson of 
Quebec today called Quebecers “profoundly Canadian” 


Series of Raids © 
Across Country #7! 


MONTREAL. (CP)—A Canada-wide multi-million- 
dollar gambling organization, with what police said were 
illegal activities in horse racing, hockey and football, was 
smashed with the arrest of 18 men early today in Mont- | 
real, Calgary and*Toronto:)"" 7 os 


* 


; cae VER EN meaningfal:cont to. the — provinces co-operated in the in-| was _ devalued, ‘will. cover 

By Earthquake °°. 2aae""~ cone esac Pee 

; The premier \said \ he ‘could ee j series. of isolated=raids and ar-| raw materials and overseas 

“ : never “‘sacrifice’’ French-Speak-| other’ dimension,” said. Mr. rests for keeping betting houses promotion, the. association 
BELGRADE (AP) — An earthquake thundering] ing Canadians outside \ Quebec:| Johnson, who has urged a re- said. : 


* The ferry authority's. flagship was still undergoi 


her 


and challenged all Canadians to work for a. new 


final sea trial this afternoon and Premier Bennett meget her 
not know yet the repair cost or the results of an inquiry into 
her grounding last August near Alert Bay, (See story Page 25.) 


Policemen Sentenced to Jail 


VANCOUVER (CP)—A Vancouver judge said today police- 
men who deviate from high standards of honor and integrity 
face not only personal disgrace but prison. 

Judge W. A. Schultz issued the warnimg—as he sentenced 
former_police constables Ronald Ferguson, 36, and Kenneth 
Willoughby to 18 months and 12 months, respectively, ir jail. 

Ferguson was convicted of stealing $80 from a drunk, in 
Vancouver's skid road area, whom he and Willoughby had 
arrested, Willoughby was convicted of possessing half of the 
$80 knowing it to be stolen. 


Decision Reserved in Slander Case 


VANCOUVER (CP)—Decision was reserved today in the 
appeal by Premier Bennett against a $15,000 slander award 
made in British Cohimbia Supreme Court to former provincial 
purchasing commission chairman George P. Jones. 
= Mr: Bennett contended during two days of argument be- 
fore the Court of Appeal that he spoke from a position of 
qualified privilege when he addressed a Victoria Social Credit 
Association meeting:in March, 1965. 


8 YUGOSLAVS DIE 


Town Wrecked 


across the Yugoslav-Albanian border wrecked the town 
of Debar in western Yugoslav Macedonia today, killing 
at least eight persons and injuring 40. 


‘jof Tomorrow conference, con- 


constitution. 


At the same time he said the 
attitude of those who would 
abandon French-Canadians out- 
side Quebec is illogical. 

The Quebec premier, hailed 
as “a great Canadian”’ by other 
premiers at the Confederation 


cluded his statement of Que- 
bec’s case by saying: 

“We are profoundly Canadian 
in the profound sense of the 
word. We have been Canadians 
for more than 350 years. We are 
deeply rooted here. The words 
Canada and Canadien are so en- 
trenched in us the expression 
Canadien-Francais will never 
disappear.” 

Mr. Johnson said it is para- 
doxical that those who are scan- 
dalized by genocide are the 
Same people who are ready to] 
abandon nearly 1,500,000 
French-speaking Canadians who 


live outside Quebec. | 
| “This is an attitude that is i- 
|logical,” the Premier said. 

Mr. Johnson later told report- 
ers he was referring to the atti- 
tude of both Quebec separatists 
and those outside Quebec. who 
refuse to recognize rights of 
French-speaking Canadians in 
English-speaking provinces, 


the constitution ¢ hanged to 
home everywhere in 


Quebec's duty-was to try to get making of federalism. to give 
make French-Canadians feel at|sentation with English-Cana- 


TORONTO (CP) The 
provincial summit meeting 
here today established a con- 
tinuing committee on Con- 
federation. 

A four-province committee 
—Quebec, Ontario, Alberta 
ant Nova Scotia—will analyze 
the results of the four-day 
Confederation of Tomorrow 
conference and explore the 
subjects and form of future 
discussions by the 10 prov- 
inces. 

The committee will pay 
particular attention to three 
subjects: constitutional 
change, the rights and prac- 
tices. of languages and 
regional disparities. 

The announcement was 
made by Ontario Premier 
John Robarts as the confer- 
ence concluded. 

Mr. Robarts said-the con- 
ference has made a “truly 


dians equal repre- 


w Belgrade radio said it was 


red the wreckage: gical. “i id” the ae ¢ ference here ‘demon- wie" : oT ing that the RCMP would co-or-| — 
pale more deat ce reieant oh he Ri pry — "Said" ‘hhe] strated that Quebec “feels fully 3 j po* SEATTLE te all the evidence, which | 
: ‘ Eg "| came here to tr i 1 wt # . | 
Officials in Debar reported,|chter scale, half a - point SPalators igs sity the om oa in solidarity” with other prov OLYMPIA c" TACOMA was forwarded by Ontario and Q R ES 


after telephone communication 
was re-established, that almost 
every house in—town was 
destroyed or so badly damaged 
as to be ‘uninhabitable. Some 
7,000 of the town’s 8,000 resi- 
dents were, reported in the 
Streets or in parks, made -more 
miserable by rain. 

There were no immediate 
damage reports from Albania 
and none likely for some time. 

In Uppsala, Sweden, the seis- 


stronger than the 1963 earth- 
quake which destroyed Skopje, 
the capital of Yuvoslav Macedo- 
nia. 

The seismological institute at 
Skopje said the quake .centred 
65 miles to the west, an area 
just over the Albanian border. 
No damage was reported in 
Skopje, which was rebuilt on an- 
other site after the 1963 quake 
destroyed the city and killed 
more > Afian 1,000. ; 


~. MINI-BUDGET 
TO BE UNVEILED 


~-OTTAWA—Canadians get the details of the 
bad ‘tax news.from Finance Minister Mitchell Sharp 

tonight “Tt is*mnini-budget- night in Canada. 
A possible raise-from-5 to 10 per cent on 


Canada. |dians in certain federal bodies, 


Ocaan Palis 
SA a 


Cherlorte fee 
| as 
w+ ¥ 


S everetr 


The premier, ke in| - The confer, 


inces in the need for eliminating 
economic inequality among Ca- 
Continued of Page 2 


tion to make it modern. 
“We want to give Canada an- 


Immediate Action 


Required—Robarts | 
TORONTO (CP) — Ontario|ment-of bilingualism andiSTREET BRAWL 


Canada-U.K. ©. 


called on Canadians to avoid the|bilities of our French-speaking 
War’ Sparked 


NEW FERRY SERVICE route (along dotted lines) 
was welcomed today by Premier Bennett, in an 
apparent abott face, as Alaska Gov. Walter Hickel 
announced his state’s ferries would begin the service 
within 30 days. Formal approval for the route, 
bypassing British Columbia ferry authority service, 
was given Wednesday by the United States Coast 
Guard headquarters in Washington. (For story, 
please turn to Page 25.) (AP -Wirephoto.) 


“illusion” that Canada’s prob-|compatriots.’’ 
procaine hep See the Pro-| PRAISED DELEGATES 
“Immediate problems de-|, Mt. Robarts said these shifts 
mand immediate action,” he|#" attitudes could be damaged 
told the closing session of the}0Y indifference. toward them on 
Confederation of Tomorrow con-|#€ Part of French Oanada. He 
ference, opened his 20-minute speech 
‘Let us not wait always until Rcamera amas 
a crisis is upon us before we 
take action." . 


Eight of the men were arrest- 
ed here in raids by members of} 
the Montreal . morality — squad, 
who launched ‘the investigation 
about 18 months ago. 

Lieut. John Gerez said early- 
morning raids were carried out 
simultaneously by Calgary and 
Toronto police in co-operation 
with the RCMP. : 
The RCMP was transferring 
the men arrested here to ‘Cal- 
gary where all 18 faced charges 
of conspiracy in connection with 
organized gambling. Some of 
them had connections with U.S. 
underworld figures, police said. 
Nearly two years of investiga- 
tion by police im the: territories 
involved preceeded the afrests, 
said Assistant Directo “Leslie 
Hobbs, chief of detectives in the 
Montreal police department. 
The culmination was ‘‘a won-} 
derful example of the results of 
co-operation between police 
forces and of the co-ordination 


MUCH 00-OPERATION 

The ‘whistle. was blown here 
when representatives of . Mont- 
real, Toronto, Ottawa, Vancou, 
ver and Calgary police met in 
the assistant director’s office. 


Mr. Hobbs added that it had 
‘been decided at the first meet- 


Quebec provincial forces. 

Referring to the U.S. connec- 
tions of the Canadian syndicate, 
he said it could not have been 
operated. without the support of 
American kingpins. 

Lieut. Gerez said an investi- 
gation was launched by his sec- 
tion, headed by Lieut. Paul 
Boisvert. Dozens of raids were 
carried out in the Montreal 


arrests. 

“This organized gambling net- 
work operated from Eastern 
Canada to the West Coast,’’ he 
said. - 


“But no more; We've packed 
in the whole gang.”’ 

In Toronto the RCMP said a 
year’s investigation ‘into the 
multi-million dollar betting op- 
eration led to raids in Toronto, 
Montreal, Calgary, Vancouver, 
Winnipeg and ‘St. Boniface, 
Man. 


MUD 


area, culminating: with the-eight|here today. : 


Scotch 
Price Cut. , 
Cancelled 


Scotch drinkers today drank 
the bitter dregs of dashed 
hopes for a big price ¢ut. 

The Scotch Whisky Associa- 
tion announced in Glasgow 
that ‘export prices -will be 
increased to offset the effécts 
of devaluation of the British 
pound p 


Attorney-General. Robert 
Bonner announced. on the 
heels of devaluation that the 
B.C. Liquor Control Board 
would cut prices to corre- 
spond with its savings as’ a: 
importer—and. then cancelled 
his promise just as cabinet 
was considering reductions by 
about 60 cents a bottle. « 

He said he had learned that 
the Scateh Whisky Association 
might raise its prices to 
maintain the same level in 
terms of Canadian currency. 

It recommended that mem- 
bers inerease prices 11.5 per 
cent on orders received after 
devaluation day, Nov. 18. 

The increase, less than the 
14.3 per cent ‘which the pound 


e 


VILLAGE. 


7 oes ® 
JAKARTA (Reuters) — A 130- 
foot wall of water from a burst 
dara engulfed three villages abide 
killed. 112 persons in central 
Java Monday, it ‘was reported 


The ‘villages were partially 
buried under a tide of mud. 

The official Antara news agen- 
cy Said the high Sempor Dam, 
linking two’ steep hills near 
Gombong. town, about 25. miles 
from. the south Java coast, 
ourst at night following heavy 
rain. 

The wall of water swept down 
the valley and eventual] 
spread across a four-mile 4 
causing serious damage. . 

Antara said frantic villagers, 


Records were seized showing|helped by troops, Boy Scouts ~ 


personal jneenié “taxes is expected to be announced bets “were laid in Canada byjand civil defence volunteers 


shertlY after 5 p.m., PST, 


By Bar Fight 


The premier made separate Mountie Honored 


a 


EN CS I 


The minister may also yield to the temptation 
to hike excise taxes again. They are large reventie 
producers and-are not quite as unpopular as large 
increases in income tax. Rumors were flying 


Bi: 


Parliament Hill that liquor and-cigarettes 
hit again with the minister placing emphasis 


on the need to exercise “restraint” as part of his 


austerity program. 


One’ questiofi still-open is whether increases 
will g0 into effect 4omorrow, Décember 1, or be 
deferred until next July 1. 


appeals to English and French- 
speaking Canadians, asking Eng- 
lish Canada to be more sympa- 
thetic to the problems of Quebec. 
“Let's not express attitudes 
on the one hand opposing 
change .and on the other asking 
for a united Canada,” he said. 
He- asked the French-speaking 
people of Quebec not to ignore 
changes taking place in the rest 
of Canada toward the achieve- 


QUEBEC: CONCESSION SAVED DAY 


‘Daring Experiment 


By PETER C, NEWMAN 

TORONTO — All day long 
tthe premiers talked them- 
selves hoarse hammering out 
some com- ” 
mon ap- 
proach to the 
way Canada's 
cons titution 
should be 
amended, By 
late after- 
noon,: al- 
though ‘they 
stil ~ hadn't 
agreed on the 
details, they 
at least seemed determined to 
make the attempt. 

This was a major break- 
through for the Confederation 
of Tomorrow conference and 
fit alone has turned this. daring 
experiment into ‘a - national 
achievement. 

With Daniel Johnson's 
dramatic concession to tackle 
constitutional reform through a 
series of amendments rather 
than, a wholesale rewriting of 
the British North America 


Newman 


Act's provisions, the nature of 
thie’ constitutional revision 
process has changed. 

Until now, it had? always 
been Quebec's unstated—hope 
that eventually a great consti- 
tutional conference would be 
convened, and _ after - many 
meetings, a detailed constitu- 
tional document would be 
drawn up and triumphantly 
promulgated as the new law 
of the land. 

“Buf,” Johnson once tod 
me when~I asked him, 
whether he realy thought 
sueh a meeting was practical, 
"L know that this isn’t the way 
constitutions are made - and 
unmade in’ British countries, 
They dan’t proceed with 
trumpet calls but on’a basis 
of precedence. Theoretically, 
they don't-abolish anything at 
all. 

“They caréfully preserve all 
of the facade, all the rights 
and even the whole vocabu- 
lary, of the former, state of 
affairs, and Mi this 
facade, they introdude, little 


by little, and day by day. 
realities.’ = 

While Johnson remains 
committed to radical changes 
within the constitution, he has 
moved much -closer to . the 
British way of doing things. 
This change in methodology 
alone may be enough to 
assure success in the tricky 
enterprise of drafting the 
changes that will give us a 
constitutional document for 
our second century. ~ 

A man who'll be vitally 
concerned in working out the 
details of. such “amendments 
quietly sat in the third row of 
the Quebec delegation, occa- 
sionally stirring impatiently in 
his chair, but never once 
saying a word. 

He is Marcel Faribault, a, 
Montreal trust , company 


affairs. In a 
way, Faribault was the most 
influential man in the confer- 
ence room, beoause his advice 


Continued on Page 2 


dragged 112 bodies from the ‘+ 


MONTREAL (CP) — Con-| IsERLOHN, West Germany 
stable Richard H. Bennett has| (Reuters) — Police arrested at 
received RCMP’s 


Succeeds 


Commendation -— a certificate 
for bravery. The 20-year-old 
Mountie, born in- Victoria, 
received the award for saving 
three persons from drowning 
last June 10 after their motor- 
boat capsized in the St. Law- 
rence River. bee 


large part 
: the final 
answer to the eternal ques- 
tion: “What does Quebec 
want?” 

Faribault is out. of sym- 
pathy with Ottawa, but he is a 
passionate federalist and his 
voice, if not moderate to most 
English ears, at least carries 
‘the sound of reason. Although 
his quest is for a very 
different country, still-what he 
advocates is a’ Canada in 

Continued on Page 23 


could play such a 
in 4 i 


Glad they've decided Canada’s worth savin’. 


thet includes Toronto. 
* 


* 


pital after a pitched street bat- 
He between about 50 Canadian 
and British soldiers here late 
Wednesday night. 

A ‘German police spokesman 
said the fight was apparently 
started by two Canadian sol- 
diers who ran from pub to pub 
challenging British servicemen 
to a fight and hauling them into 
the street. 

“Tc was a real out and out 
battle,” he said, 

The battle broke up when a 
German police car arrived-on 
the scene. | 

“There were unconscious bod- 
ies Jying about all over the 
Place,” the spokesman said. 

“The soldiers must just have 
gone wild,” he added. 

He said the first thing the 
two-man patrol did was to radio 
for ambulances from the British 
Military Hospital nearby. 

“One of the two men in the 
Patrol car was knocked, down 


Canada’s Extremes 
High: Vancouver 47 
Low: Churchill —19 


T assume 


* 


Guess them inshore waters give Alaska an inside track. 


* 


* 


* 


No room fer dirty politics in a sewer an’ septic tank 


campaign, 


and seriously injured when he 
tried to arxest_ong-of the appar- 
ent instigators of the fight,’”’ he 
said. 

His colleague called in other 
cars and British and Canadian 
military police. 

“When the hunt really got 
under way we managed to ar- 
rest five men and the military 
police caught a number of oth- 


CE—Six 
ers whom they took off in-hand- Taot's Bharnvock (Grendiant 
’ Nevasco (Harris) 


cuffs,”” he added. 


The spokesman could not say} ,,“1f 


Continued. on Page 2 


mud and slime and were sffil 
Floodwaters severed the sin- 
gle rail link between Jakarta 
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BAY MEADOWS 


Woo Li Me (Frey) $820 85.40 $4.00 
‘ong y 
Petison. (Gonzalez) if 10.60 5.20 


After Bern (Pineda) 2.80 
Al : Kingiea, Image, _Cur- 

realy Cali Me Ra, Rater:  Hiteh- 
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Sound 
ard "Savage, 
Jerry 


rani. Beeféafer, 

Art “Guy, Ba 
M » Chuck Marr, 
Flynn. Time 1:12 26 


Daily double paid $51.20. 


Vancouver | gazraitis isting ng 


Close Page 12 
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By KATHRINE ‘THOMAS 

Disaster struck South Korea 
Jast July. 

The monsoon rains are 
absolutely necessary for the 
harvesting of rice and barley 
at the end of. November. 

But this year the outlook: is 
bleak. 

In some areas Train did not 
fall, and in the areas where it 
did, it was cut by 30 to 40 per 
cent. 


South Korea is now facing 
the worst drought of this 
century. 


1 


J (Lewis) $3 
Also ran: Gay Vanquish, Rocket Sis, 
Mr. Morn, Cross, Theban Prince, 


‘ust. Ni 
Polo Hills, ° Count Cour- 
vosier, Sand Dancer. Time 1:13 35. 


~ Two Million Face Ruin. 
Because of Lack of Rain 


re 

In March the farmers 
borrow the money «to buy 
seedlings. Through their har-* 
vest, they are able to repay 
their debt. 

But this year all seedlings 
haye become stocks of straw 
inethe hot sun. | 

The farmers are heavily in 
debt—the people at the point 
of starvation. 


The Americans have 


ade 


and the central Java city of 
Jogjakarta. 

The Sempor Dam stood high 
above the central Java southern 
coastal plain and fed water to 
rice paddies ‘below. 


complete the rock and clay core 
of the .dam : 
reached. its full 
generator was to 
stalled later, ~_ . 

In’ March, 1966, 156 
died in floods 
dam in central 


made homeless ’ r 
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| one Bennett Claims 
Agee He Planned - 
Alaska Move 


were sharp, bright and 

handsome. They whisked 

off the train at its moun- 
ABDUCTION 
TRIAL SET 
FOR WOMAN 


tain stop, and ran with 
their small daughter be- 
A woman charged with 
abduction was committed for 


tween them to inspect 
Jasper the Bear, where 
r a preliminary hear- 
malls contra! court today. 
Valerie Hall, 30, of 3100 


he cocks a comic eye 
Uplands, was committed by 


ree 


from his stance near the 
= "station. 
: The young husband 
Fe and wife were two of the 
a lucky. ones: thoroughly 
pilingual, trained for 
their specialist jobs, and 
sure of their welcome in 
the larger Canada. 

That lively family mirrored 
the Quebec whose big men 


Hails Ferry Service 
As Benefit to B.C. 


By JOHN MIKA 
Times Legislative Reporter 
Premier Bennett today extravagantly hailed Alaska 
Governor Walter Hickel’s announcement that Alaska 
State Ferries would begin a twice-weekly ferry service 
within 30 days, connecting Ketchikan to Bellingham or 


are Drapeau and Beaubien. 
Also or-the-“traih was a 
middle-aged woman from one 


Magistrate Ostler after her 
former husband, Anthony, 
testified he had custody of 5- 
year-old Laurie Hall as 8 


Seattle. 
In fact he planned it all, Mr. 
Bennett told reporters as he 


like to drive back another way 
(on return journeys).’’ 


of the vil- finally broke his sil the| Asked if he had had any 
| lages where eens ef: 0 intial, et cakiserks ee hie contact with Gov. Hickel at all 
time seems ee ard stied he left the [refusal to’ resume the Kelsey|during the past month, Mr. 
almost to ’ ‘ 3 i * arr y girl with Mrs. Hall for » visit |Bay-Prince Rupert. ferry run| Bennett replied: - 
stand still- SIGN IN THE WINDOW of this Pandora Avenue president Bill Chisholm. The man not singing Is aan he returned this winter, cutting off Alaska’s “No. We don’t interfere with 
The _silvered barber shop was just too much. Quartette from Mee Sing. Victoria chapter of SPEBSQSA has 38 ans nals — Mrs. Hali|Sea link with the south. the United States—and if I was ile 
church spire Society for Preservation and Encouragement of members. Their first annual show January .20 at and the girl were gone. - Tronically, the Alaska decision | 2" American I would have been 
124 wage domi- Barber Shop Quartette Singing in America just had McPherson Playhouse will feature singing groups ‘Oak Bay police .reported|to bypass. the Queen of Prince|Pressing for this- (direct~U.S. 
nant recat to hold a sing-in there. For that matter they from here, the Lower Mainland and Seattle. The they. arrested Mrs. Hall im| Rupert with its own competing| {erry link.) 
—_ piovioe gather anywhere to sing. In boaters from left are local chapter ki receive its charter that night from | Kelowna Nov. ¢ where she|S¢rvice was nate * while she was | “W/i[] Help Us’ 
‘ i ,00-m: izati ¥: E .|undergoing a 20-hour sea ‘ 
Zt perhans shalt John Varrelman, Paul Raike, Ron Caught and the ember. parent. organization. | was with the child —. ae eee today | “Tt wil” mk tat = | 
SSS comple repairs . It wi ae 
land that is rested and fed, following tion of Columbia. It will hel 


and in them the tractor has 
by no means supplanted the 
horse. 

We tried to talk to her — 
we were free with our bastard 
French that trip — and she 
did her best to talk ‘to us. But 


communication was difficult ~ 


fh spite of determined at- 
tempts on both sides, and we 
fearned only that she was 
going out to join hée husband 
in the Maillardville area. 

But along with these aspects 
of Quebec, there is a third one, 
and because 


it stubbornty—|— 


An increase in the price 
here soon, following a one-cent 
Wednesday. 


delivered, 28 cents at grocery 
The Vancouver price -was 


MILK PRICE INCREASE 
EXPECTED HERE SOON 


Currently, milk in Victoria sells for 30 cents per quart 


from 30 cents to 31 cents delivered, and from 28 to 29 cents in 

stores. It covers a raise given to milk producers. 

| Fraser Valley Milk Producers’ Association—largest dairy 
’ in the lower mainland area—was expected to 


of milk per quart is expected 
adjustment made in Vancouver 


stores. 
raised by Jersey Farms Ltd. 


damaged. by a grounding Aug. 
iL. 


a 
‘Pleased 

Mr. Bennett made his com- 
ments in rapid-fire fashion while 
walking through a group of 
waiting reporters on his way to 
a cabinet meeting. He opened 


‘Back-Seat’ Parents 
May Cause Child 
To Flee Reality 


By KATHRINE THOMAS 
—Problems faced by young- for Emotionally Disturbed 
the Children. 
The main topic question 
under discussion was: How 


“T didn’t make any comment 
before but now that Gov. Hickel 
has made. his announcement “T 


He said the Queen of Prince 
Rupert service would not be 
abandoned nor prices cut in 
view of the Alaskan com- 


ition. 

Asked. if he would order a 
second deep-wea ferry, he 
replied : 

“At this time, the answer is 
no because now we'll have the 
Americans to help us take the 
Alaskan (traffic) arid I appre- 
ciate this greatly.’””~ 

As he was passing through the 
door, he was asked if he had 
planned the whole chain of 


exists, our Canadian constitu- follow Jersey Farms’ lead today. @ be jatrist with can encourage young r Re 

, ; é Estru psychiatris you want very peased, og cs : ” 

tion may be hauled in for A local dairy spokesman pointed out that Vancouver the Mental Health Asso- people without pressuring | he » ped a pay sour tt said “The answer is yes before 
revision, Island wholesale milk prices are fixed by a public board and ciation. them? prs Rees ee 9a shutting off further questions 


ye 
Here, I can picture no 
Single type for you, because 
change/ and in his extremes 


student who has found his 


that dairy costs are higher than on the mainiand, -Therefore 
a price increase seems inevitable. 


100 HOMES WANTED 


“Too many of the older 
generation refuse to allow 
themselves to be open to 
every signal from their en- 
= vironment. and other human 

7 beings,” the doctor said, 

“Parents fall into the trap 


“There’s no reason why the 
U.S. proper shouldn’t be con- 
nected- with-Alaska and if I was 
an American J’'d have been 
pressing for this all along. 

“There'll be lots of traffic for 


the controversy a couple of 
weeks~ ago when he acknowl- 
edged that the Queen of Prince 
Rupert would not be returned to 
its Kelsey Bay-Prince Rupert 


Hickel and Speaker . William 


in: that he will’ break ‘ ‘ everyone. The more ships that) un this winter. 
Seow acr ax | Light Up and Enter Sn Marsal Prafasts 

ation, © 3 abe as eS . : e ; . F . “That started i ot 
mio cg yap Jaycee Yule Contest wmuen they set wp condi Communication most tea | “While we were glad take | Poca! besong with Gov 


“He sees a Canada where 
French fs spoken equally with 


Bring those strings of bright, 
colored lights out of their 
cartons in the attic—it’s that 
time of year again. 

With Christmas only 25 days 
away (that’s right, just 25) the 
Victoria Junior Chamber of 
Commerce has opened entries 
for - their annual Christmas 
Lighting Contest. 

And it’s a contest with a 
difference this year. The Jay- 


Centennial Yule, despite the 
work it will cause the judges. 
The greatest number they have 
had to judge came last year, 
when 75 households © turned ‘on 
their lights. 

They are off to a good start, 
with five of the earliest entries 
ever received already in. 

_ The competition offers. prizes 
in each of five categories this 


I'VE GOT TO STOP THIS BUSINESS 
OF TALKING WITHOUT THINKING... 


two-way process. “When a 
person is on the defensive, it 
is only one way and eventu- 
ally their system cannot with- 
stand the pressure and they 
crack up.” 

If we see a child’s future in 


on to Alaska (Alaska 
State Ferries southern terminal 
is a few yards away from the 
B.C, Ferry Authority dock in 
Prince Rupert), the main 


from reality. 
In. the hippie movement one 


_ (SC—Prinee Rupert) 


municipal council decided to 
write a, letter of protest to Mr. 
Bennet] with copies to: Gov. 
Hickelj'and its MLA, Municipal 
Affairg Minister Dan Campbell. 

The premier’s claim he was 
happy with the Alaska decision 
constituted an about-face for the 


Pnglish in all provinces, years: Completely decorated 

where job. opportunities 200 [tee ee enna up the| tomse> , Gecorated window | oF Br a enag te co Myoed ee ee ae ada Loftmark this week ex- 
“equal,” and where his prov- ever before—to light up the) door; best depiction of Christ-|" cur fastchanging child, according to Dr pressed concern that an Alas- 
ince holds the status of a mas message; group display of 5 : k lean service would seriously cut 


City Constable 
Tops His Class 


Another Victoria constable 
has topped his class in Van- 
couver Police Academy 


_pexaminations. 


Constable D, E. Wilson, with 
an’ 89 per cent mark in the 


in final 


3 of Const. 
Wilson's marks was made this 
morning by Mayor Haugh 
Stephen. 2 ’ 


three or more.adjacent houses; 
and novice (first-year entrant). 
_-A’ separate. category for the 
‘navy has several ships vying for 
the’ lighting prize and HMCS P 
Oriole is expected to be sta- Operator Dies 
tioned in the Inner Harbor, The owher-manager of the 
Five independent judges ‘ will] Malabat Tourist Bungalow Court 
make the rounds to. look at/|for-20 years, Ivan Edward Mc- 
entrants’ effforts Dec, 18 to 20/Mahon died Wednesday of a 
heart seizure. 
' (He was 58. 


Tourist Court 


‘ Hydro 
building on Pandora.. Entry|survived by.the widow here, 
forms are available’ at lighting|mother, brothers and 
displays in all major depart-| Vancouver, Edmonton and Win- 
ment and electrical stores. and|nipeg. 
at the Jaycee offices at 2651 

Douglas Street.” 


Repairs to 


‘Temporary Homes 


$200. in Clothing 
Taken From Store 


into Queen of Prince Rupert 


afford. , 

“Tf Alaska has got so many 
millions to throw around per- 
haps that's what they should do 
but I think .the U.S. federal 
the 


: : i Knitwear Ltd., 218 Menzies. | sj 

= SS: |A Costly Problem for Ci us wen ana 

ee eee ibe Os y ro em. or i I _ | Five dresses and two-pant suits time. 

While I favor the teaching- | ‘Temporary c were’ taken. "J" doubt if the new service 
Ssrenaly' th dat achodke, ‘tl housing’ in the);these temporarily @isplaced| “‘In the meantime our major a s will ever materialize. You can’t 

of a 4 ty belong to 2 Rose-Blanshard ‘area -could|residents in sub-standard/problem at present, and for create instant ferries on a run 

SF tasmnceat country, Titec .|peeren 8 tly city ‘budget| accommodation is a cause of|some time, will be how we keep 

; dealing herewith a iter this : = + great’ concern to all city offi-|these temporary houses in 

— assessor Alfred Joyce,|ciais involved im the project,”|reasonable shape,” Mr. Joyce 


sak 
will provide such aid, I’m all 
for it. There are, however, 
seme: things that no set of 


people now have is better than 


accommodation they -left, 


said. “It isn’t going to be easy 
“Recent discussions with both| because, although _ the 
there are better off than they 


59|date has yet been given 
provincial government, 


acquired by 


Project is the 


“Q. What is the address of the 

Royal Society of Canada? G.B. 

A. National Research Build- 
ing, Ottawa. 

Q. In view of the three hours 
and 20 minutes taken to run the 
26-mile March for Millions route 
by Glen Willing, it would be in- 
teresting’ to know some recent 
Olympic marathon race times, 


two Olympic 
marathons were won by Abebe 
Bikila of Ethiopia in two 
hours 15 minutes in Rome in 
1960 and in two hours and 12 
minutes in Tokyo in 1964, Of- 


ayents. ‘ 
He spun around, laughed and 


=. 


ee 


a com into a position for |11 CHILDREN city may be forced to institute|Would be ready for them in the YOUNG LAD — School. The ‘School : ef 

which he has failed or been Of the 30 to 40 families re-|expropriation proceedings. late spring or early summer of Se ret oceicactin af tot a first, and date only, lof con- cca. te cag " 

Unable fo acquire a North |located within the scheme areal On the brighter side in the 30-| 1968. the start “street School isn't quite struction ‘n the Rose-Blan . | 

Tare angie Gee Seritly, AE lcleve|acte mate ote iat eatiade deh thot, Oo ey, ard. Street Sctven yet. ‘But shard Urban Renewal Scheme. Phase i 

There, despite the efforts of |children and several others with| face-lift is the faet that eon-|eould still be met, they say, if a resdy for the ec Mr. and two of the big revital neme._5-Tase 4 

Lesage, | still lies “Quebec five or six children. ; struction has started on the new] decision is made before the end young Patricia, ugh a we tig Bale ation program y, 
gravest internal ' weal . | City te Young Mrs. John Deyak, 2522 Blanshard, is will be the construction of — public 


“Her neighbors in Confedera- 


tion can help her mend it, if 
permitted. But Quebec must 
also-help herself. 


Blanshard Street School de-jof this year on the design and 

signéd to replace North Ward| method of construction. 

School. Eventually the area will have 
The school should be ready|/180 units of new accommo- 

for occupancy next September,’ dation. ra 


housing in the area. Design and con- 
struction plans for the new homes.are 


her older awaited from the provincial govern- 


* 
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SRNIGHT GREECE, TURKEY AGREE- S ED THROUGH SUEZ CLOSURE 


sass ON PEACE SETTLEMENT South Africa Reaps Rich Harvest 


x 


RACE—$2400, claiming ($2500) 


;} ids, six furlongs NICOSIA, Cyor IPT) . . 
a fy 13. Valencia) 115 | t SIA, Cyprus (UPI) — Greece and Turkey have ; ; . 7 j jant new 
A een Begue ek heceaai | reached agreement on a package of proposals which will keep By KENNETH L. WHITING |on Séttth Africa.are almost en-) The long Cape haul is taking) try alone has ~had to absorb) the abana ee se ; : 
: te Joe (J. Wilburn’ ito! the kas , 2 JOHANNESBURG, South Afri-' tiyély favorable. its toll on the hulls and machin-jabout $1,000,000,000 in added|tankers will not diminish. the 
E Flash (W. Freeman) jig} the two NATO partners from going to war over Cyprus, jca (AP) About °7,000 ships}“ “The Suez impasse means a ery of many older ships Dry-|shipping costs because of the | cape route’s value after Suez is 
‘ ry <G. Taniguchi) 115 reliable Cvypri . nae z _ ifs a i : 2 
is Agkllied (W. Harris) © : 113| reliable Cypriot ,overnment ‘sources said today. have made the long detour|tremendous economic and stra- docks and repair berths are full.|Suez closing. Tankers from the saben 
r I Pectin (G, Hernandez) 115} Chief point in the agyeement, the sources said, was a around Africa since | the Suez/tegic boost for South. Africa,”| Cape Town harbor has trebled| Middle East to main oil ports bid int out that studies by 
ae ee 17} mutual pledge by Turkey and Greece to withdraw all! their Canal was closed six months says a government report. its income “because of detoured| Europe require an additional 25) They-‘point Cy shi build 
5 Srarpina (R. Garcia} i| regular army troops from the island within 45 days ago by the Arab-Israeli war. Ports are jammed with di-|shipping. The 14 Cape Town pil-|days to steam the extra 5,500) British and — aoe 
aN Buttogs, (A. Goldsmith) 11s The agreement, hammered out in days of hard bargain- _Nearly 2,000 have stopped in| verted ships. Shipping agents, |S handled ships of 8,306,000| miles around the Cape. _ {ers indicate Ngee rly 
= frie R Caballero) 15). ine by U.S presidential eaivow Cirvted bt ani ne ~~ Cape Town for fuel, water and|cuppliers of food and fuel, de-|8T08S tons during August -a| Nearly 4,000,000 tons of oil 500,000 tons of ol are a 
& ae Fnowies 5 g by U.S, 2S yy Cyrus se, alsi s rkey stat £ 5 , i : .. 1 i t= 
> = ve = s to dismantle an invasion force built up.during th by ©y |proyisions. More- than 900 ves-| partment _ stores, restaurants, |record for one month. During|bound for Europe and North cally feasible ay pis Soe 
oe hres testelds Sod wp, ak Ne | weeks in southern Turke 1 g the past two sels put in at Durban on-the In-|cyrio shopkeepers and marine|the previous closure of Suez in| America go the Cape route each) ter financial proposition , than 
a rare | See RS , {dian Ocean. ‘ facilities in Durban, Cape Town, |1956_the pilots. averaged 1,-|week. This estimate includes tankers which are small enough 
42 prose’ Man i Geraaien) ia Government sources said Greece and Turkey also agreed | Many pause offshore only long) port Elizabeth and Fast Landon 000,000 gross tons a month. lknown volume which formerly| to navigate the canal, 
} Arauisition ar iM, Volake) 114 to disband the Greek-officered Cyprus national guard, blamed /enough to pick up mail, newspa-| are counting windfall profits. | Tt has been estimated that 15)used Suez, plus that in giant su- The «sugar industry reports 
& Tucker Efforts (A. Baze) i17| for bringing the two nations to the brink of war. pers and fresh fruit from a , J i : per cent of the world’s ocean|pertankers which must take the|ane of the few drawbacks re- 
% Tas Command tis, Gomez) tid | The scppe of the United Nations peaeekeeping operation |!#unch. Others bypass South Af- OI. OUTPUT TREBLES —_|trade used the Suez Canal. Brit-|long way around because they sulting from the Suez crisis as 
4 Lead be PS a "1 14) on Cyprus also would be widened, the sources added. rica completely. |, Bunker fuel bought by ships|ain received about. 30 per céent}are too large to transit. the|far as “South Africa is con- 
: Pocasattce Tehill : Ha Cyewiet.sieaident Archbishop Waknrick midtovesd all Vast Charter rates for oil tankers] visiting Cape Town averaged|of its fuel and ‘handled 25 per/canal even if it were open. cerned. It is difficult to find suf- 
: Bete tind Ue Bertil 14] the point dealing with the Liki: fowse“wouroee as “' all but |have risen and zmgyine insur-|30,000,tons @ month before Suez|cent of its total seagoing trade’ Some South Africa officials|ficient tankers to ship record 
F Fony's Pride iM Yotuke WW s P €, sources said. ance costs hav@ increased, but/closed. Now it averages about| through the canal. |clearly hope that political insta-| molasses exports of some 400,- 
eet Ee one Mahoraey a — ee the effects of the closed canal'100,000 tons a month. | Economists said the oil indus-/bility jn_the Middle. East and’000 tons. ; 
; ,  FaurorMe (L.. Gomez) 114 ‘ ee ARRAS SRR aN TPO wares aE TOS — = SNCS Rea Fe ae RES = a eS EPO TS 
2 THIRD RACE—S2400, claiming (36250), 
is maiden “twe-vear-old fillies, six furlongs. 
: Call Host (H. Hawkenson) 7 
i Where's the Fire (W. Hartack) > 
? i Tudor Bear (R. Garcia) 
oe Bell Styar (J. Wilburn) 
. Tookie (A: Valenzuela) 
¥ Anticipgtion fi Knowles} ¢ 
EY Miss Sea Orbit / Velasquez} § 
oe Tracking (G Taniguchi) 1 ® , S “a 
a ‘Tuder Pie (J, Planas) meaty? o 
. Stevie's Bond (J. Gonzalez) _ 
, ‘Tootsie Pie (A. Pineda) \ 
* Chatham. Place (R. York) 
Susie Be Fleet (R. Garcia) . ea “ie 
Fleet Peggy (J. Palomino) we J 
Key to Vegas (R. Caballero) * 
Jenesaispas (J, Trujillo) ‘ O In osnahier ‘\ 
#: FOURTH RACE — #2400, ioe —_ — 
z (33200), three-year-old fillies, six fur + 
‘ Longe: 
—* { 


Squam, Blanket (S. Soto) 
Mapu - (7. Gonzalez) 
Sunny Caker (M. Yanez) 
Batehelor Gal (R. Caballero) 
Hen Wong (M. Lewis) 
Royal Mint (B. Jennings) 
‘The Biby (A, Madrid) 
Ls May Hope (A. Peren) 
% Rebel’'s Crust (W. Mahorney) * 
: ‘Trusty Buttons (P. Frey) 
Whisky Doll (W. Harris) - 
Devt Dream (L. Knowles) 
age (A Goldsmith) 
"4 Pagpa’s Pride (A. Pineda) _. 
‘ St, Helena Rose 1M. Volzke) - 
£ Robin Blue (A. Pineda) 
Fe 


FIFTRRACE—$2800, claiming (3200), 


SUDDENLY it will be too late to shop early! So don’t wait another day. Come 
in now and choose from the greatest gift selections in our 48 years of value 
leadership, You'll find our sales staff most helpful. 


A down payment 
is not. necessary at 


three-yéaolds, one mile: 
: Pater id Se nen? wet * it Peo yf Cc it J fl 
ss ears . Bailey}: ~..--.-4 
4 Funsviite (i. Knowles) —- 114 ples Credit Jewellers 
< Slamaway (W. Hartack) ....-.-.- 114 
if Sanang [W. Freeman) .- on 1i4 
Ee Surrey Dane (A. Pineda) -. 114 
Nina! Nevent.(C. ‘Tohtll) ‘ suveend ll] j 
‘ay Up and, und (J, Gonzalez) 18 | 
ae leet 7 abit a 
pireer glibis ager ries Ls 4 ie . Give him the date at a 
: SIXTH RACE— $3300, claiming $6300- i i B 
ARTY RACE fee, ciuming ONLY AT {|¢}) SUCH VALUE-PACKED WATCHES Tinting Sums Calsadar 
4 EP Knee we preeman). ity ® Watch. It's the very o 
i var reasure (W. r jan + cS. 
Gandolf the Gray (C. Tohill) - 115 a 
San ine tsa (a eet Sere i priced to give you the most for your money graye Master. 
‘Wander Away (} ‘anez) 2 d 
f Foy Role Cee it Why gamble? . . . when it’s so easy to buy a watch of a array a big 9A 
4 Curragh Prince (R. York) 4 , Star “1: S go colour case an 
Banbricht (R. Garcia) 107 proven top quality at Peoples Credit Jewellers. Every _ /—~Peme tapered expansion 
A—Entry. | ; JEWELLED-LEVER watch we sell is superbly shock- , Pinan Peep, bracelet. Only 69,95 
SEVENTH RACE — $4000, allowance, { ifeti $n ol . a» MB1y, ° 
tensvearat, six furtongs: ae Lae gers to give a lifetime of excellent timekeeping, wareyOMAL Use your credit : 
" d On y m i n 6 = 
Finbra (J. Gonzalez), 13 and fully protected by our Unconditional 1-Year i 
Sener Bonito (M. Yanez) 115 Guarantee, ; 4 
Feank Crivello (G. Hernandez)......115 ~ 
Mra Ruler (A. Pineda) 118 
2 SinKent (C. Tobill) z 138 
im Fim. Nido (W. Harris) - 115 ni 
Bi Mri'Q.D. (L, Knowles) 115 
¥ EIGHTH RACE—$6000, allowance, two- 
be year-olds, six furlongs 
ES Caweless Sun (P. Frev! 4 . 
% Rultas Souvenir (M. Yare@z 114 
‘3 Damage Control (M. Lewis) sxi-/11T + 
“a Kidros 2D, Velasquez) 114 e 
"4 Desert Knolls (W. Hartack) 117 
pe Sergeant~Cohen (J. Gonzalez) -. 1m 
Bold Purswit (A, Valenzuela) 144 


NINTH RACE—83500, claiming (S4N00- 
$1500), - three-year-olds and up, one 


mile: 

Dark Genli_(J. Gonzalez) 1m 
Teetwalf**D. Pierce! 112 
Poland China (A. Pineda) “ 117 
Mr. Cushway (W. Mahorney) 114 


Capper “Gut (A. Valenzuela) 


eee 


1 
Merry Rod, (R. Caballero) -- -- 114 
Double .Certain (A.“ Madrid) -........112 
Rebel Hawk (W. Harris) ‘ 12 
Keno’s Boy (R. Arnold) é -.--1% 
Dover Ed (GC. Tohill) :..--...------- 4 
SELECTIONS 
1 Flease | Try, - Sweeping Beauty, 
| Belectro. 
2 sueh Lotti; Southmayde, Tucker 
mdr 
Hiyarts Introducing the 


HIPPY Solid State 
AM Portable 
Radio 


ino i a “ + . } cal } ; s i. = eal i : 
Our boy's 17-Jewel shock-.| An eye-catching heart Attractively styled for the : P «.' | 25-Jewel Self-Winding | A watch of exquisite 
protected “Bertmar” with design of gleaming golden modern man, with lumi- semana boacre with “Bertmar” with Calendar design with: faceted 
waterproof case; lumifious | beauty; elegant expansion | nous dots and hands and | © ed crystal and | Waterproof white gold | crystal and elegantly 
hands and figures. Just as | bracelet. Excellent 17+ | full-sweep second hand. charming tapered brace- | colour case, modern | tapered link bracelet. 17- 


3, Tonkie, Cail Host, Miss "Sea Orbit. 

4. Royal Mint, Han Wong, May Hope. 

5. O'Leary, Surrey Lane, Slamaway. 

6 ‘Gandolf the Gray, Curragh Prince, 
Bombay Lad 

7, Mr. Ruler, Sir. Kent, Senor Bonito. 

§. Desert Knolls, Damage Control, 


t Kidros tar. fia handsome and reliable as-} jewel “Bertmar” Swiss | Yellow gold colour top let. Yellow or white gold | raised figures and Jumi- | Jewel “Bertmar” Swiss 
sre ORS ery! hip In yellow | .movement. Just 19,95 | with stainless steel back. | .colour. 39.95 | tos dots. Tapered moyemient. 69.95 
‘ONE BEST — Desert Knolls gold onan 16.95 Use your credit Only 32,50 ¥ 9.95 bracelet. 59.95 Use your credit : 
_ ; Use your tredit : Use your credit -sax[Jse your credit Use your credit An 8 transistor beauty of 
¥ * bold colourful Mod 


+ ws FUND design that will bring 
K ae voice and music into your 
aN 


i. + Continued from ‘Page 1 : : : : 
: fe $50,000 higher,” says Dr ~ ee $ SX life with full depth. of 
Lotta Sieasdaomae: “but. we aN woo A COE. ASS 2 Sy @ oN Settee nHie” gee 
just didn’t know about it when ‘ A i , 4 ‘ yi - is control, Push-pull audio 
we drew it up. oe . f < output circuit for longer 
Dake : attery life. Earphone for 

“Tt is my nightmare that we eye ae 

and battery < 


will not be able to meet the 
need—so many people - are 
ecunting on us." 

The United States has dras- 
tically. slashed its aid to 
developing countries—it is at 
its lowest ebb in 19 years. 

__:. Phe Canadian government is 
het sending grains to Korea 
thhugh Korea now belongs to 
the Colombo Plan, 

Where’ can the hungry 
Koreans turn? 

The USC is trying to help 
them—they have already 
authorized two extra carloads 
ofbarley and milk this year. 

But more carloads are 
desperately needed. Every 
fay, Dr. Hitschmanova gets 
Jétters from her staff asking 
for more barley and more 

‘Sumilk to save the frantic 


included. 


Use your credit 


Elegance for her... | Handsome 10kt gold |. Twin birthstoues attrac- | Handsome 10kt gold | Cultured pearl with two | Distinctive . - . oblong- 
Alaska Black Diamond |. initial set op polished | tively set in 10kt yellow | initial and sparkling brilliant side diamonds in | cut faceted birthstone in 
marquise (hematite) in } “black Onyx, mounted in | gold mount. 14,95 diamond ‘set on - | a lovely ring of 10kt | 10kt yellow gold mount, 
10kt yellow gold. 9.95 | 10ktyellow gold,12 95 +7) | hematite. 24.95 | white gold. —*39,95 | cnsraved white o~ oo 


Use your credit | = Use your credit of a bed Use your credit Use your-credit acinomae Use yout credit 


rrr 


t 


\ 
: 
3 


oe seen panipccaeage essen 


“¥oung—children and their 
line .up. for hours 
outside the USC distribution 
tentre in. Mokpo, a city in 
South Korea. 
= Their“ outstretched hands 
@a@ll-across the ocean for help 
from. Canadians. , 
» Help to fill those hands, to 
Faiise. those heavy hearts, by 
cintributing to . the’ Times 
Christmas Appeal—the Ghil,, 
dren of Asia Fund, 
Anonymous donations will 


Deluxe Stereo Record Player With 
Bonus Album of 3 L.P. Stereo Records 
by “Columbia” This attractively styled solid 
state portable is,built for the finest in stereo- 
honic sound, es with 4. powerful speakers 
in 2 detachable speaker units, diamond. stylus 
needle and 11” swing-down turntable. Plays all 
4 speeds. Automatic changer takes up to 6 
records. Complete with Free Bonus of 3 


Save $5 on Famous Ronson™ - 
“260” Shaver! New super trim | 
model with stainless steel blades and 
instantly replaceable cutting system. 
Automatic power cleaning. Luxurious 
gift case. 


New Schick Beauty Salon with 
Beautifying Mist. Put your hair up DRY. 
Beauty Mist moisturizes and sets it 
automatically; gentle warm air dries and 
completes the set, in less than 20 minutes, 


New Lady Schick Facial . .. 2 gift of 
beauty. Adjust the face mask to your com- 
fort and let Beautifying Mist swirl about 
your face. Cleans pores, stimulates 


fot income tax purposes, 
names and addresses should 


‘be gratefully accepted if the A eure : C ; : f 
tomy procag Rg arp Regular 24.95 5 Use your Wee the ae or conditioning time, enemy . oftens 95 i . Columbia stereo long play records, “99,95 
printed in the newspaper. But NOW credit Compact for travel. 4995 eects your skin, 3 settings. 34 ses tof Use your credit 


, he enclosed. = 
f ‘A list’ of contributors ' x : Open Monday, Tuesday, Wednesday, Saturday 9:30 to 6 
follows : = ; c Thursday and Friday 9:30 to 9 
Brought Forward .....-....---. $1,805.67 ? at " 
Ww Harding .....- 5.00 
Anonymous 10.16 
da ae | om “ee — i ° i 
Pi Neemaaeaeae 20 ictoria eo e \ ed { J d | > o~ 
Berane Prat. 8 S UFealit Jewelers 
ANONYMOUS ~-...-----------++~ 10. 
; TOTAL $1,852.67 ie / ; 


Bi-Bi Report Tuesday Berta “Sligose” Alarm! 


“Mayfair Shoppi : 

. Mi ! | ‘ \ Smartly styled with softly lighted dial 

feasts t,t ayltair Shopping Centre yan ea 

you, then lets you sleep another 10 
minutes before buzzing you again, 


royal’ commission on_ bilingual- Sy te 
ism and bieulturalism will be ’ Phone 386-2986 ‘ Tay eae aoe 
. 
Use your credit 


made public next Tuesday, 
PPirie Minister Pearson said in 
the Commons today, 


NN inte rte tte atten ce 
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In addition to the Canadian Press 
Porta of the full Toronto trading, ma 


quotationg are 


also supplied by the 


Canadian investment Dealers Associa- 
Pitfield, 


tien; Richardson 


vestments Lid.; 
Led. 


a. 


Securities; 
Moliay, Boss ami (o.; Royal 
Pemberton Securities Lid; Hagar 
E. Ames and Oo. 
and Vancouver Stock Exchange. 


TORONTO CLOSING STOCKS 


Distributed by 
Toronto Steck Excha) 


Complete tabulatio 


mn 


cr 


‘of 


Nov. 
Thursday 


Bank, 
io- 


- 
3 


transactions. Quotations in cents unless) 
marked $. z—Odd-lot, xd—Ex-dividend, | 


| Noranda 


xr—Ex-rights, xw—Ex-warrants. Net} 
change is from previous bvoard-lot/ 
closing sale. 
Net 
Stock Sales High Low Close Ch ge 
A—tbs 
Abitibi 3140 85 
Alta Nat 400 9 
Algo Cent Ay 7 
Algoma St 204 
AJdonquin : 
Alcan é : 
Alcan pr 36 3s 
Alumin pr 568 IMs 
Alumin 2p 5 4 35% 
Angio-<n 3s $7 ae Y 
Anibes C p 26 4 SO, BO" — % 
Argus Bopr 125 3 39% 39 — 
_ C pr = KR Bis i 
si 2 i | 20% 
Ashdwn B 1500 $10% 0 +% 
Atl Sugar 2234 $lliy i" % 
Ait Sug A 100 ig 
Aubo Elec 0 $10 bd 
BACM Ind 100 $14 % 
Bahama 100, 75 
Bank Mtl 6081 Sly 
Bank 5s 15 §l4y 
Bartaco SDO $55 
Beaver L 350 B8% 
Becker B p 800 $84 
Bell Phne S398 $45% 
Bow Valy 150 4 
Bow Viy wo 200 550 
Bramalea 200. $14 
Brazilian 1617 $A 14% 
BAO gos $5r% 3 
™ 
BC Forest 25 $18% 18+ 
BC Sugar mo My 41h 
BC Sugar p SH Sis 
6 m $99 
BCPh 4% p _715 $71 
BCPh 4% 2Z15 $71 
BCPh 1956 220 $79 
BCPh 5% p 52 So Say 
Brooke pr zm $18ts 18% 
Buntin Rid 205 s10% 
Burns « Fds i HN 7 
Burrard 10 S6h5 
—E 
CAE Ind 1326 


wi 
> Westing (960 $154 15 15 — % 
Cap Bdg Bio U0 100 10 +10 
Cassidy L 100 87% Ti TM 
CDRH Ltd ~ 2450 30 § —% 
Chat-Gai 2H -$10% 10% 10% 
Chemceell 1 Su OK 9 
Chrysler Z172 $5942 58 
CHUM A 435 $20 19% 19% — 4 
Clairton 1800 410 400 20 
Columbia 00 415. 405 —l0 
Columbi p 263 SIR 19% 13% — 4 
Comineo ms $29 aa 2s + 
‘Compre 700 330 +5 
Con Bet ae Som BY 344% 
‘on % 44 —-1% 
Con Bath p i go B* BN 
Con Bath w 1150 2% -a%—20 
Con . Bidg 250 100. 100 100 
Con Brig p. 100-265 5  —10 
Gas 4133 $21 2M 2 + \& 
Con Gas B 235 85 S& 4 —1 
Con Giass 200-312. 12° 32 —1y 
Corby vt Oo $2. 31% 32 
Corby B 8 50 3 
Coronatn 25 15 1% 1% —5 
Coron 1200p 225 §9 ) § 
Crestbrk 150. 86 5% | Sy % 
Crush 0851 $11% 14% 1y— 4 
Cygnus A 176 40 450 450 —10 
Cygmk- Bm is 7% 7% 
Baek Bs ey hy 
—h 
Dethid E> 65 A Ma 
Delta Blec 1950 a, 
Dome “eile tne > 
Dem Angi BI 1% 36 
D_ Bridge % 154 154— \ 
Dom. Coal 0 195 134 
Dofaseo 125 F19% 19% 19% + % 
Dofaseo p 50 SS 
Dom, Glass ~ Tét = a % 
- i 8% — 
16% 38" =# 
aa 3 3 
Sy if 38 -«1 
: eS 
sh a. wae 
ino tile im 99% 79% Oh, % 
[mp ; m+ 
Exquite Ww. 0.77 7 TT 7 
r—l a 
Faleon 273 S65 MH GE 
Fam Play -@5 9", 49 4 gy 
Ft 4 75 $5 Af oO 
‘ed Grain 17) 6% 8% + % 
170 m@ —5 
‘a EM 21% Tye + Be 
—% 
— %bS 
—2 
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1, | 
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) Oshawa 


at 


MEPC 
Met Stores 
Moen A 
Molson B 
Mon Food 
Mon Inv 
Montex - 
Montex 
Moore 
Morse 
Morse 


pr 


A 
B 
Morse B pr 
Murphy 

d y Pr 

Dig 
Nt Contain 
Nat Trust 

Neon 

Niag Struc 
Nia Wire 


efor Oo G 
Nor Ctl G 
Nor Ctl ®p 
NCG B 2p 
Nor Tar Ch 
Nor Tar .pr 
NW Util p 
MecBrin p 
O—S 
Ocean Cm 
Ogtivie 

Ont Steel 


A 
Overland 
Overind pr 
Pac Pete 
Pac Pete w 
Pembina 
Philtips Cb 
Pow’ Corp 
Pow Crp pr 
Prem Iron 


5 
4 


“eon 


Steinbe A 
Steinbe pr 
—fuptest. pr 
Suptest od 


Due to wire difficulties the 
Toronto Stock Exchange list 
is incomplete. 


Oo 10 9% S%—1 
700 19 17 17 —2 
500 250 250 250 | 
1000 47 «47 «44% —2 
2266 WW 1 Ww 
z23 135 135 135 
“20 42 639 «40 —1 
20 UU nl ln —tI 
600 28 OB 
250 2 2M 2 
200 8 8 8S —3 
6600 66 64 64 
500 300 295 300 +.5 
26400 43 387% 41 +4% 
5100 39 37, 38 
2300 70 66 6 —4 
600 15 WS W5 +2 
7200 6 6 6 
rex 2000 35 35S 
Barnat 6000 35. 35 35° +32 
B-Dqu 10 mM MW 1M +% 
Belcher 3 3 B 
Belletere 100 3% B 23 —2 
chim 3060 745 730 735 —15 
Black Bay 2000 8 8 3 
BL Hawk 2200 32 30% 20% 
Bralorne 2501 196 196 
Brout Reef 5700 
inswk 625 
Bunker H 6000 
“CHE 
Cable S183 
Calmor. 1B ae 
Camp Chib 
Camp RL 5 
S 6000 
C Lencourt _ 2000 
C Nisto « ae “4 40 
Candore~~ 12% 
Cantri 1 13 
Cassiar i % 
Chestrvile 6. 3 
Chfb Kay 4500 15° 14% 15 —1 
Chib M 1000 64. 64 3 +7 
Chimo 7425, La rid —3 
Chri 100 150 
Coch. 100 a io —5 
Cotn- 500 ia 
Comb Met. 1082 17 17 17 +% 
Coniagas 700 52 50 652 + 2 
87100 23 OK 4 
Con-Key 2000 8 8 § —% 
C Shawkey 8500: 22 22° 22 +1 
Cc Bellek 8500 164 15 15 —2 
C Callinan 2350 1: li Tl —-G 
Con Fardy 8214 230 26 275 —5 
CG Arrow 500 2 mM 20 
Cc Hall 24300 3% 52 
_Cc ben 8245 425 365 410° +60 
PC Morisn 4125 390 385 385 +5 
ic Neg 10 4 & 79 —5 
Con 7000 10% 10% 10% 
C Rambler 2500 8 &8& & —6 
C Red P 35000 30 27 BW 1 
Conwest. 340 595 580 580 —15 
Copreorp 4200 53S 51 52 
Cop Fields 3533 125 121 121 «8 
Cop Man 4000 28% 27% 2%4+1 
Graeme "a8 soy 24 49% $4 
ign s +h 
Cstland 3780-24 23424 Ak 
Darke bom 3 9% 3 4.% 
9 % 9 + 
hee 200 «17 «61t =&iT 
Deer 41900 26 22 8 OU SG 
D'EMda 71300 60 56 56 —4 
Delhi Pac 400 13% 13 13 —i 
Denison. 4760 $80. 78) 78 —1& 
‘knsn. ee og a 3 + 5 
2 + % 
Se Me aM Be ce 
‘ + 
235 1Az ee 2?) 
"860 560 —m 
795 $12 lt — % 
—2 
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Sapa a3 
S$ aemat 


Betis 
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¥ 
+ PHT let 


£ 


aSeu'iee 


Cetin ere 
205 308 5 
2360 $18% ¥, 
a +1% 
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Rothmans Increase — 


Cigarette Prices. 
TORONTO (CP). Rothmans 

of Pall Mall Canada Ltd, has 

announced it is increasing prices 


of its regular, king-size and 100- 
Decmber 8; ‘ 


$16.34. "The consumer will pay 
one cent more for packages of 


;| 20 and 25 cigarettes. 


-The price of 100-millimeter 


cigarettes will rise to $18 a thou- 


will pay four cerits more for a 
package of 20 and five cents for 
apackage of 25. — 


New Sub-Station 
For Kelowna Area 


KELOWNA (CP) —The West 
Kootenay Power & Light Co. has 


*| anacuneed it will build a $1,000,- Tat Tel 


C00 sub-statfbn to double electric- 
ity supply to this Okanagan com- 
munity. 
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RONTO TRADING 
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and reports that Japan had|&°% 


Dec W% 
May 9444 S456) 94% 
Jly M4 
Barley: 

Dec L6% 126% 

May 

Jly 

Rye: 

Dec 125% “124% 

May 481% 130% 

Jly 131% 131% 
CHICAGO (AP) — 


futures prices closed on a4 


board of trade today, 

soybeans were higher. 
Prices moved over a narrow 
Wheat— Open High 

Dec. 143% 144% 148 

Mar. 149% 150% 

May 158% 14% 153% 
Rye— 

Dec. 112% 113 112% 

Mar. 7% 117% 117 

May 20% 121% 120% 
Corm— : 

‘es Tish “aby. ats 

" 113% : 

May Im 12% ins 
Oats — 

Dee. 1% 2% 71% 
Mar. i% Th Th 

Mey 
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Celanese 
Cont Ind 
Crown Zeller 
Cooper Tire 


Delta y 
Dgis Bii4 


Alreraft 
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Honeywell 
Homestake 
Houston L&P 43% 
™ Cent Ind 65% 
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Johns Man 
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Jones & L Site 
ae Alum 45% 
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Silver 
Silver Titan. —$ 
Slocan Ottawa 22 
Tay River’ I 
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Lebaeh & L 


% «36° «36 1 
1500 30 39 30 +2 
: Aare Tames Rah 
100 $3% 8% Bie — mo Ear 8 = 
300 $25% 25% 3% + 100 13 #13 13 - 
200 #19, 19,8 2250 700 685 700 +5 
173 50% 59% — 1500 13 12 13 -1 
8 igh we be. 
oe Bete a a 
. 2000 $s 
200 SAK 2H TK 1000 12 11% 11%—% 
Domtar 300 F10% 10% 10% 33650 131 128 130 +4 
ae a 700 680 640 ~ 640 
Fst Nat Mtg 400 230 285 3S a 
100 400 400 400 {00 300 $80 380 
a Pe ei 
it Brew BG HY 8 8% Ba Be eee | 
Johnston 300 6% 6X — %!. 100 8 9 9 
Laurentide 200 430 430 430. —30 te. ss 
Macmillan 150 $24% 24% 24% + % blr a Helier 4 
Mass Fer 400 $164 1616 16% + % 55500 64 61 CGE 
Madill 100 450. 450 —15 Sooo 88 St A 
Neon 400 $8 8% +e 1875 600 580 585 
NW Life 400 5% 545 — inp De oe 
Okan H 1400 3% 373) +5 oo OSC 
Pac Pete 300 9, 8 18, + Ties 85 76 fl 
Pac W Alr 620 % 11% 11% — % 10000 36 «85 ~=—(35 
ae A Be Me i BR 
4000 35 34 
3.0 20° 3 400 18 18 18 
ols 500 48 48 «48 
85900-1083 «Sl. 8 270 nn 
50045 45 «45 (43 70/8 1 2 
600 $21% 2 1% + % 2 sl 
4500 OS 15% 14 14 
500 6 6 «(65 2 2 
8700 42% 39 42 4000 13 «11% 13 
3500 2" 3) 20 5000 18 18 18 
5000 7 7 7 3000 33) 305 320 
7000 29% 28 28 15 
49 BL aa 38 85 
100. 100. 100 $ 8 8 =1% 
600 35 8585 11500 52 51 52 
e038 3638 y400 12.13 12 
Curbs mo RH H+ i 
36 3636 4900 12 11% 114— 
‘ 700 175 168 175 +9 
3 3 1000 ~ 20% 20% — % 
t 725 350 
165 1000 “18 
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WEDNESDAY 
') New We 32 «34 4) BC wis 8 $4 
Asked! North Sache 39 40 BC May % 8 89 
7 Noland uu nag 875 900 
8 Norco i 10 2 Oka ny wW% LK 
3 Plateau 16 20 Oka Heli 8S 90 
Bee Rainbow 10 2 | Pac Leas com 21 ol 
2 Stellako 17 sat Pac Leas pid 26 isis 
3 | Venus 3 a bw 77 1S tS 
9 | Vimy 1 3 ATS ii90 13 
32 Wingdam 5 6 Velero 5S 3 
Ly MUTUAL FUNDS BONDS 
13 soo | Dom. of Can. 
4g | Acadian Fund 475 6 71 9% 96% 
| Aci Gem te S| bos wm — feie So 
% | All Can Ven se “est | Tq Shes fos 
25 | Amer Growth @6 700 | Do 4 ROS 
4 | Gm Seery uu aus | ake Be BN 
& | Sotect ft 4 
: &t T 
104 «(1166 Ss rt 
1m | Dom > 4 BML Do 5 st 7) 82 
15 | Dom 436 414 | ss PROVINOIALS 
§ | Dom ; 8 639 ar 
3 | DSB é 535 ol oe 
Eur Growth 75i 821 | Sask pos 
™ | Federated 73 «= 88T_— | Ont 5% aor, 
5 Fed-Fin | ou4 Ont | 5 83G 
15 Growth a = T34 bs A fs 
2 ‘Mutua ity 7 Pt 
5 | inv Growth 4022 1111 Ben ere 2 
Inv Mutual 523° 568 BC & 88 ~” 
is Mutual Ace 539 «6589 Do 738 2 
93 | Mutual Bond 827i 858 ae, 
44 Mutual Inc 608 665 6% 8 5 | 97 
oy Mutual Grow os fhurst 6 84 Rly __ 
st | Nat Res 505 | Bell 5% St SO 
» ‘Natrusco 1250 «(1300 Bell 64% 78 4% 96 
os 1 Comp 616 GIG | ¢ Brw 5% 99-99 78 58 
9 Div 54 SEA | om Tan Gy 80 RS. SL 
“0 US 3384 | TAC 6% 8% ORT 3 
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us Kala 10 riot Tt &R aeeee | 
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14 Bank of BC 2 3B Do oar 5 9T 
a Bank of -VC “114 12% Do i % ss 
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MARKET SUMMARIES 


Toronto-Dominion Bank prime 
rate also is at 6% per cent. 

On-y the “Bank of Montreal 
remains at 6 per cent, having 
only recently come up from 5% 
per cent, 

The Bank of Montreal said it 
had received no_ instruction 
from head. office. There could 
be an increase in the prime rate 
within days or months. 


ACCORDING TO MERITS 


The Bank of Commerce said 
lending rate guidelines are 


gages start at about 5% 


Brokerage Fires 
Charged Wi 


Finance (Canada) Ltd., that 
would have further delayed 
appointment -of a permanent 
liquidater. 


the banks’ move. \Private mort-|_ 


7 N.Y. Pric 
K Anacon 4099 74 73 74 +2 RY Athab | ri es 
Kid Cher 4113) 103 $5 98 se | Rome on OILS Oy oronto, e e 
) we i a 
cae ee Me in eee 
Koon sm ks 8 Satellite 4319 29 8 , gta: peers hie 16% Stu — | Prices slipped in trading to-|day’s announcement of a-change tion, Granduc gained 20 to 
T™butmit 49 BS. 980. 91S — 5 Shercite "40s 435" 420 PA ore {bigs 4 4% +30 |day on both the Toronto and|in Britain's chancellor of the $6.60, but most other issues 
fs DD mo a3 | Bifertts ai ‘40 480 440 40 | C_Deli w in % 42 8 + |New York.stock markets exchequer .and moved _lower | declined. 
Lou. ©0000. 32 25% 30 +4 gs a a a € caden “sien 0% eee gis + %! Only . western oils ~ showed | today. Massey#erguson” led ~ the 
aL us z10 is 3.8 1% — ee ss ver} éit ay Er 3 mn B ‘ | some gains during the Toronto} In a reflection of institutional Franek rs a —_ 
Leiter Too 960 $35 945 +5] Steep R 3813 S85 “S00 S85 + 5] Gn TR AD i 1s 800” +45 |session. * selling, gits were down as much| Bank of Montreal declined .62 
Livia am im 38 ms gue | Silvan” oe om om ome — | Sta) BE Ea 421 ae moRonTo in the main|*S 96 Ss 
Lorado 1900? st +2) Sunburst 100 8 8 8 —i| CRD D Sis 18 4s 2 1| AT INTO: in the main) Overseas banks were mixed. 
Louviert 2000 12% 12% 12% + %| Tg Dynam 18240 156 148 153 + 3 |list, CPR fell 14% to 60, Consoli- lost 3. shillia@s but | 
| Macdon’ aon 22 '3e aa Teck Corp 1550 495 48) 480 ae 00 3 23 Go 10 |dated Bathurst 1% to 24% and|Montreal los nies but) , ‘ 
¢] Macwon 1 Ss Ek =i he 30000 18 "17 918 +32) French Pt 2725 630 615. G0 +10 Imperial and Nova Scotia added) 
Macl Mah 8 6 © © —i| tom “UD ae ee Fm Ptr zgi5 6 53. St +2 |Dominion: Textile 1 to 17%. - | Y GLAS 
| Madsen te ee SS oo. 19 19 «(39 Gr Plains 7599 $23 0% 21%+ %/> 2 and 1, respectively. KELLY, DOU 
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WITH CHRISTMAS IN MIND 
Liberty Silk Scarves 


—The ultimate in feminine luxury—rich colors. 
3 sizes to choose from, 
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(Between Douglas and Broad) | 
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ad | > & 
re | Arthur Bennett Claims 
Mayse 3 a 
He Planned 


The two Montrealers 
“= were sharp, bright and 
handsome. They whisked 
off the train at its moun- 
tain stop, and ran with 
their small daughter be- 
tween them to inspect, 
Jasper the Bear, where 
he cocks a comic eye 
from. his stance near the 
station. 

The young husband 
and wife were two of the 
lucky ones: thoroughly 
bilingual, trained for 
their specialist jobs, and 
sure of their welcome in 
the larger Canada. 


ABDUCTION 
TRIAL SET . 
FOR WOMAN 


A woman charged with 
abduction was committed for 


Hails Ferry Service 
As Benefit to B.C: 


By JOHN MIKA 
Times Legislative Reporter 

trial after a preliminary hear- Premier Bennett today extravagantly hailed Alaska 
ing in central court today. |Goyernor Walter Hickel’s announcement that Alaska 


« 


\ 


That lively family mirrored 
the Quebec whose big men 
fare Drapeau and Beaubien. 

‘Also. on the in was a 
tMmiddle-aged woman- from one 
, of the vil- 


stand still. 
The = silvered 
church spire 
is their domi- 
nant. feature. 
Their - narrow 
fields provide 
: perhaps half 

| the - yield of 
land that is rested and fed, 
and in them the tractor has 
by no means supplanted the 
horse 


We tried to talk to her — 
we were free with our bastard 
French that trip — and she 
did her best to talk to us. But 
communication was difficult 
in .spite of determined -et- 
tempts on both sides, and we 
learned only that she was 
going out to join her husband 
in the Maillardvilte area. 

But along with these aspects 
of Quebec, there is a third one, 
end, because jit stubbornly 
exists, our Canadian constitu- 
tion may be hauled in for 
revision. 4 


* 


‘Here, I can picture no 
single type for you, because 
the Quebecois who demands 
thange, and in his extremes 
insists that. be will, bréak 
Confederation to win it if 
necessary, defies classi- 


Lawyer, civil service worker, 
politician or businessinan 
(though perhaps less of these)’ 
he subscribés to this insist. 
en:2 upon changes which he 
believes will: work some. 
magic if bis or his peoples’ 
Condition. 
He sees a Canata where 

French is spoken. equally with 
English in all . provinces, 


SIGN IN THE WINDOW of this Pandora Avenue 
barber shop was just too much. - Quartette from 
Society for Preservation and Encouragement )of 
Barber Shop Quartette Singing in America just had 
to hold a sing-in there. For that matter they 
gather anywhere to sing. In boaters from left are 
John Varrelman, Paul Raiké, Ron Caught and 


MILK PRICE INCREASE 
EXPECTED HERE SOON 


president Bill Chisholm. The. man not singing is 
Mee Sing. Victoria chapter of SPEBSQSA has 38 
members. Their first annual show January 20 at 
McPherson Playhouse will feature ‘singing groups 
from here, the. Lower Mainland and Seattle. The 
local chapter will receive its charter that night from 
the 37,00-member parent organization. 


‘Back-Seat Parents 


Valerie Hall, 30, of 3100) State Ferries would begin a twice-weekly ferry service 
pee +i grea sy Pa! within 30 days, Connecting Ketchikan to Bellingham or 
Seattle. ‘ L.. =akaecna. 
Too eae retody of | 1 fact be platmed it all, Mr.|Itke to drive back another way 
ear-old -Kaurie Hall as a|Bemmett told /reporters as he (on return journeys). 
Solis “of an interim court} finally broke’ his silence, on the| Asked if he had had any 
ate controversy” surrounding his|Contact with Gov. Hickel at all 
oor. Hall testified he left the|Tefusal to resume the Kelsey gawe peng month, - Mr. 
girl with Mrs. Hall for o visit/Bay-Prince Rupert ferry .run|Bermett topless 
April 29 and when he returned |this winter, cutting off Alaska's the ‘United ‘State aa er aa 
seven hours later’ Mrs. Hall|S¢a }ink with the south. é aoa suid te was 
and the girl were gone. Iponically, the Alaska decision|4" American — di ve been 
Oak ¥ police reported|to bypass the” Queen of Prince stipes for this (direct U.S. 
they sftested Mrs. Hall inj/Rupert with = ame gncpatiog ferry link.) 
. vhere service was made while she was| /\A4/7 é 
wena) a Ye undergping a final 20-hour sea Will ‘ Help Us on 
trial in Georgia Strait. today| “It will mot hurt British 
following completion of repairs Columbia. It will help.’’ 
to her hull and machinery| He said the Queen of Prince 
damaged by @ grounding Aug.|Rupert service would not be 
1. abandoned nor prices cut. in 
; r view of the Alaskan 
Pleased petition. 
Mr. Bennett made his com-| Asked if he would order a 


com- 


An increase in the price of milk per quart is expected 
here soon, following a one-cent adjustment made in Vancouver 


Wednesday. 


Currently, milk in Victoria sells for 30 cents per quart 
delivered, 28 cents at grocery stores. 


"The ‘Vancouver price was raised by Jersey Farms Ltd. 


By KATHRINE THOMAS 


May Cause Child 
To Flee Reality 


ments in.rapid-fire fashion while 
walking through a group of 
waiting reporters on his way to 
a cabinet meeting. He opened 
the_interview himself and gave 
little chance for questioning 
before disappearing behind the 


second deep-+sea ferry, he 
replied : 

“At this time, the answer is 
no because now we'll have the 
Americans to help us take the 
Alaskan (traffic) and I appre- 
ciate this greatly." 


from 30-cents to 51 cents delivered, and from 28 to 29 cents in 
stores. It covers a raise given to milk producers. 

Fraser Valley Milk Producers’ Association—largest dairy 
organization in the lower mainland area—was expected to 
follow Jersey Farms’ lead today. 

A local dairy spokesman pointed out that Vancouver 
Island wholesale milk prices are fixed by a public board and 
that dairy costs are higher than-on the mainland, Therefore 
a price increase seems inevitable. 


100 HOMES WANTED | 
Light Up and Enter 
Jaycee Yule Contest 


Bring those strings of bright,|Centennial Yule, despite the 
colored lights out of their|work it will cause the judges. 
cartons: in the attic—it’s that|The greatest number they have 
time of year again. ; had. to judge came last. year, 
With Christmas-only 25-days)when 75 households turned on 
away—(that's right, just ‘25) the] their lights. 
Victoria -Junior Chamber of| ‘They are offto a gdod'start, 
Commerce has opened entries} with five of the earliest entries 
for their annual Christmas|ever received already in. 
Lighting Contest. The competition offers ‘prizes 
‘And it's a contest with “alin each of five categories this 
difference this year. The Jay-|year:° Completely decorated 
cees want 100 entrants—more house; decorated window or 


than ever before—to light up the| door: best depiction of Christ- 


F mas message; group display of 
City Constable 


three or more adjacent houses; 
and novice (first-year entrant), 


I'VE GOT 10 STOP THIS BUSINESS 
OF TALKING WITHOUT THINKING... 


Problems faced by young- 
sters today aré often the 
result of over-protection by 
parents,,. ‘$a y.s “ Dr. Pierre 
d’Estrabe, psychiatrist with 
the Mental Health’ Asso- 
ciation, : 7 

“The children are back seat 
driven -by their parents—and 


when, ,the over-controls ge 


removed, the kids are 
bewildered, they crack up?” 
Dr. d’Estrube made this 
observation. at. a_recent meet~ 
ing of the Victoria Association 


e * @ 5 a 


“Then they set..up condi- 
tions whereby the child is 
robbed of the signals of 
reality, He does not have 
enough  self-confidence—that 
inner satisfying feeling of 
coming up with the right 
answer himself—to adapt and 
communicate properly with 
the world.” 


Dr. d’Estrube stressed the 


special. need for individual 
communication today. ‘‘Unless 
we know. what. signals are 
coming to us, how can we 
adapt to our fast-changing 
environment? 


for Emotionally Disturbdd As he was pasing through tthe 


Children. 

The main topic ‘question 
under discussion was: How 
can you encourage young 
people without pressuring 
them? 

“Too many of the older 
generation refuse to allow 
themselves to be open to 
2 signal from their en- 
vironment and other human 
beings,” the doctor said. 

“Parents fall into the trap. 
of shutting out what they 
don’t want to hear. 


<n tenet any comment door, he was esked if he. had 
before but now that Gov. Hickel —" the whole chain of 
oe Rng a 2 aa ae I - 0 around, ster and 
3 peased, said ‘* answer is yes”’ ore 
“re beoan. soon es'he saw the shutting off further questions 
“There’s no reason why the pare ch gh ipitated 
U.S. proper shouldn't be con-/ 4, controversy A pe of 
nected with Alaska and if I waS|ucke ago when he ac 1. 
American I'd have been 7d oe tes 
eenihea ied die i ehstig tat ee es See 
: returned to 
“There'll be lots of traffic for|s~ Kelsey Boy-Pei 
everyone. The more ships that] un may Moa Trane: abet 
go up and down the west coast . 
for the tourist/ Protests 
erally That started a series of 
dommes protests beginning with, Gov- 
idisiees on te or eee Phiscka|Hickel and Speaker ~ William 
State. Ferries southern terminal |Muttay — (SC—Prince’ Rupert) 
is a few yards away from Be Ripe eg Pocthetlary re y 
B.C. Ferry: Authority “dock in|MgHt when  Catnpbell | River 
Prince. Rupert), the main 
reason for our-service was to|Wme © fetter of protest to Mr. 
connect: the Island” Highway to| Dennett with copies / to Gov. 
Highway 16’at Prince Rupert.” Hickel and its MLA,’ Municipal 
f ; * | Affairs Minister Dan Campbejl. 
Circle Routes The ‘premiet’s ‘cjaim he "e 
4 


Communication must be a 
two-way process. “When a 
person is on the defensive, it 
is only one way and eventu- 
ally their system cannot with- 
stand the pressure and they 
crack up.” 

If we see a child’s future in 
terms ‘of pressuring—building 
up greater and’ greater de- 
fenses,; be will retreat into his 
own world—cut himself off 
from reality. 

In the hippie movement one 
finds examples .of both the 
defensive. and the adaptable 
child, according to Dr. 
d'Estrube, 


R happy with the Alaska decisi 
ir. Bennett: said B.C.'s ‘high-| —nstituted an about-face for 
way system is based on “‘circle B.C. government \ 
routes” and spent the next few Trade and Industry Minister 
minutes deseribing the highway | Ralph Lotfmark this week ex- 

pressed concern that an Alas- 

; kan service would seriously, cut 
of the province. : 

(Along. the way: béitmdicated | Queen of Prince , Rupert 


a 
Fe 


os that. the Yellowhead — Route : A 

to be made in the constitution, Tops His Class # separate category for the : foo ditterent “Th . enti Highway 16's And Mr. Bennett's words 

and that while’ they may be |. navy*has several ships vying for| Tourist Court There are many differen! ey are trying to give us ndticn Aad would be |elied the posture taken only a 

mhore - than . some Another Victoria constable| the lighting prize and HMCS ; ~ degrees of ‘hippiedsm,” At one 9 message—we can share our bs ad few hours before by Highways 
Eng king’ pp has topped his class in ‘Van- Oriole is expected to be sta- Operator Dies : a be Fr Po mcs: ae tN feelings, communicate without es cna iter Summer! winister P, A. Gaglardi who aa 
fancy, will still “be less oe ee Academy| tioned in the Inner Harbor. ‘The  owner-manager/ of the 7 aie fserdben being scared.” Mr. B it bald “the Queen of downgraded Gov. ace x 
than, Quebee desires. examinations, : Five independent judges will] Malahat Tourist E 7 When ch |Prihee Rupert was a vital link: See Ie PY 

Put, when made, how Constable D: 'E. Wilson, with| make look years ‘ am abandons himself to parents ‘approach’ | - Mr. Gaglardi said the Queen 

dtr gear ees ani-%: ger ‘cent ‘wari Gi MMPGREMAIY eetiocts Der. 48 so dead aa By society to bail him out.” their children with the idea [in the series of ‘Circle routes|(¢ prince Rupert had been 

f . a " . j ause  * uldn” build ‘ ” 

if language schools |Inservice Course Four exam,|from 6 to 11 p.m. heart seizure e At the other end, says Dr. that was good for me, has to. | °° By heony wo provided “‘at fantastic cost’ and 

brings to a total of fi al wilt 5 58. d’Estrube, is the Sincere {many millions -of dollars . of| alaska would have to subsidize 

‘wie byilt. in-will ‘provinces, who = ib S five loc Prizes will be on display in a| He was 58. “=\__ thinking hippie ‘who believes be ‘good for you—they pres- |roads and just end them in|},.°,, heel it 

will attend them, and to what | policemen ee have led their window of the B.C. Hydro} Formerly of Edmdtiton, he is} that there is something wrong ‘sure them and the children Prince Rupert... our people afford sd 
Si eos oo sre oh late, poo "oe a in final} building on ae Entry|survived by the widow here, his with the pressures of our take off, says Dr. d’Estrube 53 RSS TT PS ae he 1 ka has got so many 
spark a wave a- ninations. i forms are. available at lighting| mother, brothers and sisters in « : ‘ 4 in i if Alas 
The announcement of Const.|displays in. all pe ates Vancouver, Pdaicdion a society. “They often find. in a hippie $200 in Clothing millions to throw around -per- 


Wilson's marks was made this|ment and electrical stores and|nipeg. 
morning by Mayor ‘Hughlat the Jaycee .-dffices at 2651 
Stephen, . Douglas Street. 2 


Funeral services have not yet 
been arranged. ~ 


‘ai [Repairs to Temporary Homes 


He sees that the minds of 
adults aren't open enough. 
“We have been walled up—we 
refuse to. look at the» world 


group, human beings who will 
talk to them, communicate, 
share ‘the message and it feels 
great.” 

“For the first time they can’ 
exch gs—believe 
that will listen to 
them and when their parents 


C1 j haps that's what ‘they should do 
Téken From Store | bam sents woe tee ee 


Thieves broke into a-James vernment might not take the 
‘overnight |®° : 


Aol + pal ae eon Temporary housing in the these temporarily displaced] ‘In the meantime our major ever materialize, You can’t 
wail be ghad to belong to a Rose-Blanshard “area could/residents in sub-standard|problem at present, and for create instant ferries on @ run 
SUNS Mairead counery, T think. |Poemee, © comty cit beige is a cause of|some time, will be how we keep like this.” 


item this winter. ; great cortcern to all city offi-|/these tem vt 

n : porary houses in. 

City assessor Alfred Joyce, cials involved in the project,”|reasonable .sHape,” Mr. Joyce 
the city's official landlord until |he said. : said. “It.isn’t going to be easy 
“Recent discussions with both|because, although the people 
mn P i there are better off than they 
Scheme, said this morning that! wever, do offer hope that the|were before, these are still 
the second-class housing being) construction of planned housing | Pretty old houses.” : 


NO DATE SET 
No specific construction start 


date has yet been given by the 
ye were Brianne. —_ nave Sab Biectidbes haven 35 provincial government, in 
how og eaieetaer taal jn|of the better homes to be used|Charge of the design of the 


; public housing area and_respon- 
29 houses now owned by the city pene housing for S| oss te 35 per cent of 


Mr. Young and Mr. Joyce a ae ee 


just houses,” said Mr. Joyce.|agreed that these homes would pre Sor ter Any sr ye: 
“They are actually apartment|have to be retained and used : 
houses. The accommodation the|until ‘new units were con-| City officials admit that dur- 
people now have is better than| structed. ! ing the movement of families 
the The 46 properties not yet|from houses scheduled for 
but it és (still not good housing}acquired by the city will|demolition to the | temporary 
and the repair bill is bound to|Probably remain in private)@ccommodation” the displaced 
ownership until actual construc-|People were assured that new 
tion starts at which point the|/and permanent accommodation 
city may be forced to institute] Would be ready for them in the 
Of the 30 to 40 families re-| expropriation proceedings. late spring or early summer of 
On the brighter side in the 30-|1968. 
eleven | acre zone scheduled for a major|' That tentative target date 


.Q. What is the address of the 
Royal Societyof Canada? G.B, 
A. National Research Build- 
ing, Ottawa. vo 
Q. In view of the three hours 
and 20 minutes taken to run the 
4 | 26-mile March for Millions route 
_| by Glen. Willing, it would be in- 
teresting to” know some recent 


by such 
vutside aid_as English-speak- 


THE YOUN ‘1G LA DY WA' CHING School. "Phe 
the start of construction’of the new ~ first, and to date +s 
Blanshard Street School isn’t quite 

newal Scheme. Phase. ts vie “Sond he ain cone 


ready for the classroom yet. But 


There, despite the efforts of |children and several others with} face-lift’ is the fact that con-|could still be met, the : “aa 
Lesage, still lies Quebec’s ‘five or six children. struction has. started on tie mew |desiaion te. cinde-betien tne a young Patricia, daughter of Mr. and _two of the big revitalization program | Sacer Bawer, “Quewtona nd. answert 
gravest internal weakness. | City manager Dennis Young|Blanshard Strett School de-|of this year on the design and - Mrs. John Deyak, 2522 Blanshard, is _—will be the construction of public | wi be oxbiished deity. 


housing in the area, Design and con- 


Her neighbors in Confedera- ¢ 
struction plans for.the new homes are-' | The Times. docs not undertake to. solve 


tion can help her mend if, if 


looking forward to doing her learning 


agreed that the city. was|signed to replace North Ward}method of construction. 
Boge org! schoolrooms that the ones 
h 


concerned with the possible | School. Eventually the area will have “ 


permitted. But Quebec must | winter repair bill. The school should be ready|180 units of new accommo- r older playmates now share in, the awaited from the provincial govern- | will & attempt to a valoe on old | 
iso help herself, “The ‘continued housing of|for occupancy next September.' dation,’ ? ** 4 gloomy confines th fs sa submitted to's —= 3 


of the North Ward 


ment. (Times photo by Bill Halkett.), 


4 ’ 
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